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Rules and Regulations 


Federal Reguter 

Vol. 50. No. 56 
Friday. March 22, 1965 


This section of tho FEDERAL REGISTER 
contains regulatory document having 
general applicability and logaJ effect, most 
cf which ere keyed to and codified In 
the Code of Federal Regulations, which is 
polished under 50 titles pursuant to 44 
USC. 1510. 

The Code of Federal Regulations is sold 
by the Superintendent of Documents. 

Pnces of new books are listed in the 
tint FEDERAL REGISTER issue of each 

week. 


DEPARTMENT OF AGRICULTURE 
Agricultural Marketing Service 
7 CFR Part 910 
}Lemon Reg. 508) 

Lemons Grown In California and 
Arizona; Limitation of Handling 

agency: Agricultural Marketing Service, 

USDA. 

action: Final rule, 

summary: This regulation establishes 
the quantity of fresh California-Arizona 
lemons that may be shipped to market at 
275.000 cartons during the period March 
24-30, 1985. Such action is needed to 
provide for orderly marketing of fresh 
lemons for the period due to the 
marketing situation confronting the 
lemon industry. 

dates: Effective for the period March 
24-30.1985. 

for further information contact: 

William J. Doyle. Chief. Fruit Branch. 
F&V, AMS. USD A, Washington. DC, 
20230 telephone 202-447-5975. 
supplementary information: This 
final rule has been revised under 
Secretary’s Memorandum 1512-1 and 
Executive Order 12291, and has been 
designated a “non-major” rule. William 
T Manley, Deputy Administrator, 
Agricultural Marketing Service, has 
unified that this action will not have a 
ligmficant economic impact on a 
Substantia! number of small entities. 

This final rule is issued under 
Marketing Order No. 910, as amended (7 
-FR Part 910) regulating the handling of 
emons grown in California and Arizona. 
The order is effective under the 
Agricultural Marketing Agreement Act 
>/ 1937, as amended (7 U.S.C. 601-874). 
Ihe action is based upon 
^.o Inrnen( jations and information 
Submitted by the Lemon Administration 


Committee and upon other available 
information. It is found that this action 
will tend to effectuate the declared 
policy of the act. 

This action is consistent with the 
marketing policy currently in effect. The 
committee met publicly on March 19, 
1985, at Los Angeles, California, to 
consider the current and prospective 
conditions of supply and demand and 
recommended a quantity of lemons 
deemed advisable to be handled during 
the specified week. The committee 
reports that the lemon demand pattern 
continues to improve on larger sizes, but 
remains easy on smaller sizes of fruit. 

It is further found that it is 
impracticable and contrary to the public 
interest to give preliminary notice, 
engage in public rulemaking, and 
postpone the effective date until 30 days 
after publication in the Federal Register 
(5 U.S.C 553), because of insufficient 
time between the date when information 
became available upon which this 
regulation is based and the effective 
date necessary to effectuate the 
declared purposes of the act. Interested 
persons were given an opportunity to 
submit information and views on the 
regulation at an open meeting. It is 
necessary to effectuate the declared 
purposes of the act to make these 
regulatory provisions effective as 
specified, and handlers hove been 
opprised of such provisions and the 
effective time. 

List of Subjects in 7 CFR Part 910 

Marketing agreements and orders. 
California. Arizona. Lemons. 

PART 910—{AMENDED] 

Section 910.808 is added as follows: 

$ 910.808 Lemon regulation 508. 

The quantity of lemons grown in 
California and Arizona which may be 
handled during the period March 24. 
1985, through March 30.1985, is 
established at 275,000 cartons. 

(Secs. 1-19. 48 Slat 31. as amended; 7 U.5.C. 
601-674) 

Dated: March 20.1985. 

[oho |. Gardner, 

Acting Director. Fruit and Vegetable Division . 
Agricultural Marketing Service. 

|FR Doc. 65-7012 Filed 3-21-85; 6:45 am) 

BILL INC CODE 3410-02-M 


Rural Electrification Administration 
7 CFR Part 1772 

Public Information; REA Bulletin 345- 
65, REA Specification for Shield 
Bonding Connectors, PE-33 

agency: Rural Electrification 
Administration. USDA. 
action: Final rule. 

summary: REA hereby amends 7 CFR 
1772.97, Incorporation by Reference of 
Telephone Standards and 
Specifications, by issuing a revised 
Bulletin 345-65, REA Specification fur 
Shield Bonding Connectors. PE-33. This 
revision incorporates a section on shield 
bonding connectors specifically 
designed for installation on Tilled buried 
service wire. The former standard did 
not cover the requirements for buried 
service wire shield bonding connectors. 
Including the new section in PE-33 
provides REA telephone borrowers with 
a more suitable and less costly 
connector for use on buried service wire. 
Presently, shield bonding connectors for 
large size cables are used on smull 
diameter buried service wires making a 
satisfactory installation difficult and 
requiring much more time to complete. 
Manufacturers of shield bonding 
connectors and all REA borrowers are 
impacted in the REA’s requirements will 
reflect state of the art technology ond 
will thus permit the construction of the 
best, most cost-effective facilities 
possible. 

EFFECTIVE DATE: March 22,1985. The 
incorporation by reference of the 
publication listed in the regulation is 
approved by the Director of the Federal 
Register as of March 22.1985. 

FOR FURTHER INFORMATION CONTACT: 

C.F. Buster, Jr.. Acting Director. 
Telecommunications Engineering and 
Standards Division. Rural Electrification 
Administration. Washington. DC 20250. 
telephone (202) 382-8663. The Impact 
Analysis describing the options 
considered in developing this proposed 
rule and the impact of implementing 
each option is available on request from 
the above office. 

SUPPLEMENTARY information: Pursuant 
to the Rural Electrification Act. as 
amended (7 U.S.C. 901 et seq.). REA 
hereby amends 7 CFR 1772.97, 
Incorporation by Reference of 
Telephone Standards and 
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Specifications, by issuing a revised 
Bulletin 345-65. REA Spiedfication for 
Shield Bonding Connectors, PE-33. This 
action hss been reviewed in accordance 
with Executive Order 12291. Federal 
Regulation. The action will not (1) have 
an annual effect on the economy of $100 
million or more; (2) result in a major 
increase in costs or prices for 
consumers, individual industries. 
Federal. State or local government 
agencies, or geographic regions; (3) 
result in significant adverse effects on 
competition, employment, investment or 
productivity and therefore has been 
determined to be “not major”. This 
action does not fall within the scope of 
the Regulatory Flexibility Act. This 
program is listed in the Catalog of 
Federal Domestic Assistance as 10.851. 
Rural Telephone Loans and Loan 
Guarantees and 10.852, Rural Telephone 
Bank Loans. 

A limited number of copies of the 
document are available upon request 
from the address indicated above. 

Background 

The earlier edition of REA’s 
Specification for Shield Bonding 
Connectors. PE-33, did not address 
those designed specifically for use on 
filled buried service wire. As a result 
connectors meeting that specification 
were ill suited for this use and a 
satisfactory installation was difficult 
and required excessive time to 
complete. A number of manufacturers 
produce shield bonding connectors 
which are designed for this use and 
which will permit on acceptable 
installation at a significantly lower cost 
in time and materials. The revised 
specification recognizes this state of the 
art technology and permits its 
applications on the systems of REA 
borrowers. 

REA published a Notice of Proposed 
Rulemaking in the Federal Register on 
November 20.1984. Volume 49. No. 225, 
page 45754. There were no comments as 
a result of the proposal. 

List of Subjects in 7 CFR Part 1772 

lx>an programs—communications. 
Telecommunications. 

PART 1772—(AMENDED! 

In view of the above. REA hereby 
amends 7 CFR Part 1772. Section 1772.97 
is amended by revising the entry 345-65 
to read as follows: 

§ 1772.97 Incorporation by rtfarenc# of 
tala phone standards and specification*. 

« • • • • 


RCA BtAvttn Mo 

S?*C*C«ton No 

1 

3 

1 

or standard or *peo*<4lwn 


PE-65_... 

-- 

WW 22. IMS_ 

SpteAco&on lor sh*id bortfftfl connectc* 


(7 U.S.C 901 et. w*q.) 

Dated: March 5. 1985. 

Harold V. Hunter. 

Administrator. 

[FR Doc. 65-6650 Filed 3-21-65; 6:45 amj 

BILUNO COOC W10-1V-M 


Farmers Home Administration 

7 CFR Parts 1910, 1924, 1941, 1945, 
1951,1955 and 1980 

Implementation of Emergency 
Agricultural Credit Act of 1984 

agency: Farmers Home Administration. 
USDA. 

action: Final rule. 

summary: This action amends Farmers 
Home Administration (FmHA) 
regulations regarding Operating (OL) 
loan limits, repayment periods of 
consolidated, rescheduled and 
reamortized loans, interest rates, 
adjacent county designations for 
F.mergency (EM) loans, farm assets 
security values for EM loans, extension 
of EM termination dates for filing 
applications and various other changes. 
The intended effect of this action is to 
amend FmHA regulations to implement 
the provisions of the Emergency 
Agricultural Credit Act of 1984. 
EFFECTIVE DATE: March 22,1985. 

FOR FURTHER INFORMATION CONTACT: 
Chester Bailey. Emergency Loan Officer, 
Emergency Division. Farmers Home 
Administration. USDA. Room 5424-S, 
Washington. D.C. 20250. telephone (202) 
382-1642 end Edward Yaxley, Senior 
Loan Officer, Farm Real Estate and 
Production Division. Fanners Home 
Administration. USDA. Room 5442-S, 
Washington. D.C. 20250, telephone (202) 
447-3646. 

SUPPLEMENTARY INFORMATION: 

Classification 

This final action has been reviewed 
under USDA procedures established by 
Departmental Regulation 1512-1, which 
implements Executive Order 12291. and 
it has been determined to be nonmajar, 
because there is no substantial change 
from practices under existing rules and 
no annual effect on the economy of $100 
million or more; or a major increase in 
cost or prices for consumers, individual 
industries. Federal. State or local 


government agencies, or geographic 
regions: or significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of the United Stntes-based 
enterprises to compete with foreign 
based enterprise in domestic or export 
markets. 

Programs Affected 

These changes affect the following 
FmHA programs as listed in the Catalog 
of Federal Domestic Assistance: 

10.404—Emergency Loans. 10.406—Farm 
Operating Loans. 10.407—Farm 
Ownership Loans, and 10.428— 
Economic Emergency Loans. 

Intergovernmental Consultation 

Intergovernmental Consultation 
should be carried out in accordance 
with 7 CFR Part 3015 Subpart V. 
“Intergovernmental Review of 
Department of Agriculture Programs and 
Activities.” For affected programs see 
FmHA Instruction 1940-). available in 
any FmHA office. 

Environmental Impact Statement 

This document has been reviewed in 
accordance with 7 CFR Part 1940, 
Subpart G, “Environmental Progrum.” It 
is the determination of FmHA that the 
proposed action does not constitute a 
major Federal action significantly 
affecting the quality of the human 
environment and in accordance with the 
National Environmental Policy Act of 
1969. Pub. L 91-190, an Environmental 
Impact Statement is not required. 

Background 

On April 23.1984. (49 FR 16983) the 
FmHA published in the Federal Register 
an interim rule to amend 7 CFR Parts 
1910, 1924.1941.1945.1951,1955. and 
1980 to incorporate these statutory 
changes: Current Operating (OL) Loan 
limits are $100,000 for insured and 
$200,000 for guaranteed OL loans. This 
Act increases these levels to $200,000 
and $400,000 respectively. 

The Act also amends the terms for 
consolidation and rescheduling of 
existing loans to FmHA borrowqp. This 
covers OL and EM loans. In addition, 
this Act specifically sets the interest 
rotes FmHA will charge borrowers when 
their Operating. Farm Ownership, Soil 
and Water (SW), Recreation Loans (RI ). 
and EM loans are deferred, 
consolidated, rescheduled or 
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reamortized. Implementation of this Act 
will provide for the rescheduling of OL 
loans and EM loans made for operating 
purposes for up to 15 years from the 
date of the original note. It will also 
provide for using the interest rate on the 
original loan or the current FmHA loan 
rate, whichever is lower. 

The Act only affects loans made for 
farming operating purposes for 
n scheduling for up to 15 years. 
Therefore, loans made solely for 
recreation or nonfarm enterprise 
purposes will not be rescheduled under 
this provision. Also, the Act does not 
include EE loons. However, previous 
statutory authorities allow FmHA to 
administratively adopt the provisions of 
the Act for the rescheduling of such 
loans. Therefore, to avoid confusion and 
provide uniformity, FmHA is changing 
it* regulations to incorporate the 
provisions of the Act in the rescheduling 
of these loans. 

The Act provides that farmers 
suffering losses from a disaster 
occurring after May 3a 1963. who are in 
counties contiguous to a county in which 
a natural disaster has occurred may also 
apply for EM loans. 

For disasters occurring after May 30, 
1983 the Act provides that farm asset 
values will be determined by the value 
of the assets on the day before the 
governor of the state requests assistance 
for the disaster or the value of the assets 
one year before such date. This Act 
extends the period for filing applications 
from the previous six-month period to 
eight months from the date of the 
designation. 

Interested persons were given 30 days 
to submit comments, suggestions or 
objections to the interim amendments. 
One comment was received concerning 
the limited resource provision of the 
amendment One of the commentor’s 
concerns was that more than 80 percent 
of operating and farm ownership funds 
would be used for regular loans and less 
than 20 percent of the funds would be 
available for limited resource funds. To 
be sure that at least 20 percent of the 
funds were available, an Administrative 
Notice Number 1010 (1940) dated April 
18,1984, was issued by the 
Administrator of FmHA which directed 
the FmHA Finance Office to control the 
obligating of funds to meet the 20 
Percent requirement of the Act. For 
fiscal year 1984. 22.1 percent of 
operating loan funds and 38.4 percent of 
farm ownership funds were used for 
limited resource loans. We are not 
faking any revisions to the interim 
tabulations because the Administrative 
Notice addressed the writer's concerns. 

The writer also made a number of 
comments about aspects of the Limited 


resource program which were not the 
sub{ect of these amendments. We will 
keep these comments in mind when we 
make future changes to the limited 
resource regulations. 

List of Subjects 

7 CFR Part 1910 

Credit Loon program—Agriculture 
7 CFR Part 1924 

Agriculture, Construction and Repair. 
Loan programs—Agriculture 

7 CFR Part 1941 

Crops, Livestock, Loan programs— 
Agriculture. Rural areas 

7 CFR Pari 1945 

Agriculture, Disaster assistance. 
Intergovernmental relations. Loan 
programs—Agriculture 

7 CFR Part 1951 

Account servicing. Credit Loan 
programs—Agriculture Mortgages 

7 CFR Part 1955 

Government acquired property. Sale 
of government acquired property 

7 CFR Part 1980 

Agriculture Loan programs— 
Agriculture 

Accordingly, the Interim rule 
published in the Federal Register of 
April 23.1984, (49 FR 16983) is adopted 
as a final rule without change. 

Authority: 7 U.S.C 1989; tec. 208(c), Title H 
of Pub. L 95-334, at amended by 
Pub. L 98-220 and Pub. L 97-98. and at 
affected by Pub. L 93-370: 7 CFR 2-23; 7 CFR 
2.70. 

Dated: December 24.1984. 

Neal Sox Johnson. 

Acting Administrator. 

|FR Doc. 85-6825 Filed 3-21-85. 8:45 am) 

MJJNO COOC >410-07-41 


Animal and Plant Health Inspection 
Service 

9 CFR Part 78 

(Docket No. 84-021) 

Brucellosis 

agency: Animal and Plant Health 
Inspection Service, USDA. 
action: Final rule. 

summary: This document amends the 
brucellosis regulations by providing a 
mechanism whereby "certified 
brucellosis-free herds" of cattle can be 
converted to "qualified herds" If a 
federal quarantine is established. This 
action is warranted in order to delete 


unnecessary restrictions that otherwise 
would be imposed on the interstate 
movement from quarantined areas of 
cattle from "certified brucellosi9-free" 
herds. 

EFFECTIVE DATE: April 22, 1985. 

FOR FURTHER INFORMATION CONTACT: 

Dr. Thomas J. Holt, Cattle Diseases 
Staff, VS, APHIS, USD A, Room 817, 
Federal Building, 8505 Belcrest Road, 
Hvattsville. MD 20782, 301-436-8711. 

SUPPLEMENTARY INFORMATION: 

Background 

The brucellosis regulations (contained 
in 9 CFR Part 78) regulate the interstate 
movement of certain animals, including 
cattle, from both quarantined and 
nonquarantined areas. 

On December 8.1983, a document was 
published in the Federal Register (48 FR 
54840-54642) which proposed to amend 
the brucellosis regulations (1) to provide 
criteria to allow "certified brucellosis- 
free herds" (referred to below as 
"certified herds") to be converted to 
"qualified herds" in those cases when 
areas in which such herds are located 
are designated as quarantined areas, 
and thereby allow such cattle to be 
moved interstate from quarantined 
areas, in accordance with the provisions 
of cattle from "qualified herds"; (2) to 
correct a previous mistake and thereby 
clarify that steers and spayed heifers of 
any age may be moved interstate from 
any area without restrictions under the 
regulations; (3) to correct a previous 
mistake and thereby provide that the 
two official negative tests for brucellosis 
required as a basis for designating a 
herd of cattle or bison es a "qualified 
herd" be performed not less than 90 
days nor more than 150 days apart: (4) 
to correct certain references; and (5) to 
make other nonsubstantive changes for 
purposes of clarity. 

The document of December 6,1983, 
invited the submission of written 
comments on or before February 6,1984. 
Three comments were received. 

Two of the commenters expressed 
support for the proposed rule without 
change. The other commenter expressed 
support for allowing "certified herds" to 
be converted to "qualified herds," but 
asserted that the procedures for 
converting "certified herds" to 
"qualified herds" "imply another 
needless and probably time-consuming 
administrative procedure that appears 
to go beyond the need and intent stated 
by the proposed rule." No changes are 
made based on this comment. The 
minimum requirements for designation 
as a "certified herd" are not the same as 
the minimum requirements for 
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designation as a "qualified herd." 

Further, it has been determined that the 
proposed procedures for converting 
"certified herds" to "qualified herds" 
should be adopted as proposed. In this 
regard, the Department reaffirms the 
following rationale stated in the 
proposal (48 FR 54640): 

It has been determined that herds of cattle 
designated as “certified herds" would pose a 
risk of carrying brucellosis no greater than 
that of a “qualified herd" if the “certified 
herd" had been subjected to a herd blood test 
and found free of brucellosis within 120 days 
prior to or after the establishment of the 
quarantine. Therefore, it is proposed to 
amend the regulations to allow “certified 
herds" of cattle so tested and found free of 
brucellosis within 120 days prior to or after 
the establishment of the quarantine to be 
converted to "qualified herds." 

Miscellaneous 

This final rule also contains 
nonsubstantive changes for purposes of 
clarity. 

Executive Order 12291 and Regulatory 
Flexibility Act 

This final rule is issued in 
conformance with Executive Order 
12291 and has been determined to be not 
a "major rule." The Department has 
determined that this rule will not have 
an annual effect on the economy of $100 
million or more; will not cause any 
significant increase in costs or prices for 
consumers, individual industries. 

Federal, State, or local government 
agencies, or geographic regions: and will 
not have any significant adverse effects 
on competition, employment, 
investment, productivity, innovation, or 
the ability of United Statcs-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

There are approximately 15,000 
"certified herds" of cattle in the entire 
United States, compared with a total of 
approximately 1,700.000 herds of all 
types of cattle. Only a very small 
portion of these "certified herds" are 
located in any one State. Currently, no 
States are subject to a federal 
quarantine. However, if a federal 
quarantine were imposed on a State, or 
a portion thereof, it appears that only an 
insignificant number of owners of 
"certified herds" would convert their 
herds to "qualified herds." 

Under these circumstances, Mr. Bert 
VV. Hawkins. Administrator of the 
Animal and Plant Health Inspection 
Service, has determined that this action 
will not hove a significant economic 
impact on a substantial number of small 
entities. 


Alternatives 

Consideration was aiven whether or 
not to establish a mechanism whereby 
"certified herds" of cattle could be 
converted to "qualified herds" if a 
federal quarantine is established. Such a 
mechanism is adopted because it will 
allow the deletion of unnecessary 
restrictions on the interstate movement 
from quarantined areas of cattle from 
"certified herds." 

List of Subjects in 9 CFR Part 78 

Animal diseases, Brucellosis, Cattle, 
Hogs. Quarantine, Transportation. 

PART 78—BRUCELLOSIS 

Accordingly. 9 CFR Part 78 is 
amended as set forth below: 

1. In 5 78.1, paragraph (nn) is revised 
to read as follows: 

$ 78.1 Definitions. 

• • • • • 

(nn) Qualified herd. (1) Any herd of 
cattle or bison in a quarantined area 
which is not known to be affected with 
brucellosis and which has been 
subjected to two consecutive official 
tests for brucellosis and found negative. 
The first of these two official tests of the 
herd shall be conducted not more than 
240 days nor less than 120 days prior to 
the date of classification as a qualified 
herd. The second official test may not be 
conducted less than 90 days nor more 
than 150 days after the first test. 
Additionally, the second test must be 
within 120 days of the date of 
classification as a qualified herd. 
Certified brucellosis-free herds may 
qualify for classification as qualified 
herds by having a negative herd blood 
test 120 days prior to or after the 
establishment of a quarantine. (2) In 
order to remain a qualified herd, a herd 
must be subjected to successive 
requalifying official testa and found 
negative on each test. Each such 
requalifying test shall be conducted not 
more than 120 days from the date of the 
preceding official test. All cattle or bison 
added to a qualified herd must have 
been included in the preceding two 
official tests to qualify as cattle or bison 
from the qualified herd. 

• • • • • 

2, In 5 78.12a, paragraph (a) is revised 
to read as follows: 

$78.12* Cat tit from quarantined areas. 

• • • • * 

(a) Steers and spayed heifers. Steers 
and spayed heifers may be moved 
interstate without restriction. 

• • • • • 

3. Section 78.12a is amended as 
follows: The references in paragraphs 


(d)(1). (d)(2), and (d)(3) to "§ 78.1(u)" are 
amended to refer to "I 78.1(n)"; the 
reference in paragraph (d)(1) to 
"5 78.8(b)" is amended to refer to 
"5 78.8(a)": the reference in paragraph 
(d)(2) to "5 78.8(a)" is amended to refer 
to "§ 78.8(b)"; and the reference in 
footnote 4 in paragraph (e) to "§ 78.1(o)" 
is amended to refer to "5 78.1(nn)". 

$ 78.17 l Amended | 

4. In { 78.17 the reference to 
"J 78.1(u)" is amended to refer to 
"§ 78.1(n)". 

Authority: Sect. 4. 5.8. 23 Stat. 32, a* 
amended; tect. 1 and 2, 32 Stat. 791-792. as 
amended; tec. 3. 33 Stat 1285. at emended; 
tec. 2. 65 Stat. 683: and tect. 3 and 11,76 Stat. 
13a 132; 21 U.S.C. 111-113.114a-l. 115.120, 
121.125, 134b. 134f; 7 CFR 2.17.2^1. and 
371.2(d). 

Done at Washington. D.C. thit 19th day of 
March 1985. 

K R. I look. 

Acting Deputy Administrator, Veterinary 
Services. 

(FR Doc. 65-6878 Piled 3-21-85; 8:45 am] 

atlUMO COOC S410-S4-H 


DEPARTMENT OF COMMERCE 

International Trade Administration 

15 CFR Part 301 

(Docket No. 50217-5017] 

Duty-Free Entry of Scientific 
Instruments; Instruments and 
Apparatus for Educational and 
Scientific Institutions 

agency: Import Administration. 
International Trade Administration. 
Commerce. 
action: Final rule. 

summary: In the existing regulations, 
public or private nonprofit institutions 
established for educational or scientific 
purposes wishing to make duty-free 
entry of a scientific instrument under 
tariff item 851.60 are required to make 
application on Form ITA-338P in seven 
copies. 

In order to reduce the burden on 
applicants, we are amending the 
regulations to require only five copies of 
Form ITA-338P. We are also making 
conforming amendments. 

DATE March 22,1985. 

FOR FURTHER INFORMATION CONTACT: 

Frank Creel. (202) 377-1660. 
SUPPLEMENTARY INFORMATION: We are 

amending Part 301. Chapter III of Title 
15 of the Code of Federal Regulations 
relating to our responsibilities under the 
Educational. Scientific, and Cultural 
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Materials Importation Act of 1966 (the 
Act*'; Pub. L 89-651; 80 Stat. 897). 

The amendments are for the purpose 
of reducing the paperwork required of 
the applicant institution seeking duty- 
free entry of scientific instruments and 
are thus in keeping with the Paperwork 
Reduction Act of 1980. The information 
collection Is made under OMB approval 
number 0625-0037. 

Inasmuch as these amendments are 
less burdensome and raise no Issue 
upon which comments would serve any 
useful purpose, prior notice of 
mtemaking, effective date provisions, 
and public procedure thereon are 
unnecessary pursuant to the 
Administrative Procedure Act 
provisions of 5 U.S.C. 553. Since a 
general notice of proposed rulemaking is 
not required, the Regulatory Flexibility 
Act does not apply. 

In accordance with Executive Order 
12291 dated February 17.1981. the 
Department of Commerce has 
determined that these rules do not 
constitute a “major rule*' as defined by 
section 1(b) of the Order. They are not 
likely to result in: 

(1) Annual effect on the economy of 
$100 million or more; 

(2) A major increase in costs or prices 
in either the public or private sector or 

(3) Significant adverse impact on the 
domestic economy or on the ability of 
U.S. enterprises to compete with foreign 
enterprises. 

List of Subjects in 15 CFR Part 301 

Imports. Customs duties and 
inspection. Educational facilities, 
Nonprofit organizations, Administrative 
practice and procedure. Scientific 
equipment 

PART 301—! AMENDED 1 

For reasons set forth above, the 
following amendments of Part 301 are 

made: 

1. Section 301.3 is amended by 
revising paragraphs (b). (d), and so 
much of paragraph (f) as is set forth 

below. 

§ 301.3 Application tor duty-free entry of 
scientific Instruments. 

• • • • • 

|b) Application forms. Applications 
musi be made on form ITA-338P which 
may be obtained from the Statutory 
Import Programs Staff. International 
Trade Administration. U.S. Department 
of Commerce. Washington. D.C. 20230, 
or from the various District Offices of 
Ihe U.S. Department of Commerce. 

I Approved by the Office of Management 
and Budget under control number 0625- 
0037.) 


(d) Five copies of the form, including 
relevant supporting documents, must be 
submitted. One copy of the form shall be 
signed in the original by the person in 
the applicant institution under whose 
direction and control the foreign 
instrument will be used and who is 
familiar with the intended uses of the 
instrument. The remaining four copies of 
the form may be copies of the originaL 
Attachments should be fully identified 
and referenced to the question(s) on the 
form to which they relate. 

• • • • • 

(0 Failure to answer completely all 
questions on the form in accordance 
with the instructions on the form or to 
supply the requisite number of copies of 
the form and supporting documents may 
result in delays * # # 

2. In § 301.4, the first two sentences of 
paragraph (b) are revised to read as 
follows: 

§ 301.4 Processing of applications by tbs 
Department of the Treasury (U.S. Customs 
Service). 

• • • • • 

(b) Forwarding of applications to the 
Department of Commerce . If the 
Commissioner finds the application to 
be within the scope of the Act and these 
regulations, the Commissioner shall (1) 
assign a number to the application and 
(2) forward one copy to the Secretary of 
the Department of Health and Human 
Services [HHS1, and two copies, 
including the one that has been signed 
in the original, to the Director. The 
Commissioner shall retain one copy and 
return the remaining copy to the 
applicant stamped “Accepted for 
Transmittal to the Department of 
Commerce." 

• • • • • 

3. Section 301.5 is amended by 
revising the second sentence in 
paragraph (a)(2) and so much of the 
fourth sentence of paragraph (a)(3) as is 
shown below, to read as follows: 

t 301.5 Processing of applications by the 
Department of Commerce. 

(a)*** 

(2) * * * Supplemental information/ 
material requested under this provision 
shall be supplied to the Director in two 
copies within 20 days of the date of the 
request and shall be subject to the 
certification contained in Question 11 of 
the form. • • • 

(3) Requirement for presentation of 
views (comments) by interested 
persons . * # * In order to be 
considered, comments and related 
attachments must be submitted to the 
Director in duplicate • ♦ • 


(Pub. L 09-651; 80 Slat. 897) 

John L Evans, 

Deputy to the Deputy Assistant Secretary for 
Import Administration . 

February 13.1965. 

[FR Doc. 85-6855 Filed 3-21-65; 8:45 am) 

Biuma cooe ai» 0 Mi 


RAILROAD RETIREMENT BOARD 
20 CFR Part 227 

Computation of Railroad Retirement 
Act Annuities 

agency: Railroad Retirement Board. 
action: Final rule. 

summary: The Railroad Retirement 
Board hereby adopts new Part 227 of its 
regulations, which explains how to 
compute a supplemental annuity ss 
provided under section 2(b)(1) of the 
Railroad Retirement Act of 1974. 

EFFECTIVE DATE: March 22,1985. 

address: Secretary to the Board, 
Railroad Retirement Board. 844 Rush 
Street, Chicago, Illinois 60611. 

FOR FURTHER INFORMATION CONTACT: 

Steven A. Bartholow, Deputy General 
Counsel, Railroad Retirement Board. 844 
Rush Street. Chicago, Illinois 60611 (312) 
751-4935 (FTS 751-4935). 

SUPPLEMENTARY INFORMATION: The • 

Board hereby adds new Part 227. 
Computing Supplemental Annuities. 

This change in the Board’s regulations 
was published in the Federal Register as 
a proposed rule on September 7,1983. 
and public comments were requested for 
a 0O-dny period. 48 FR 40390. The Board 
received no comments from the public 
on the proposed rule. The Board also 
published in the September 7,1983 
Federal Register a proposed new Port 
225. Computation of Aiinuity; however, 
that proposed rule requires revision to 
conform to current law. 

The Board has determined that this is 
not a major rule for purposes of 
Executive Order 12291. Therefore, no 
Regulatory Impact Analysis is required. 
In addition, this part does not impose 
any requirement for the collection of 
information within the meaning of the 
Paperwork Reduction Act of 1980. 

List of Subjects in 20 CFR Part 227 

Retirement Railroad retirement. 
Railroad employees. Pensions, 

Employee benefit plans. Annuities. 

Title 20 CFR Chapter II is amended by 
adding a new Part 227. reading as 
follows: 
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PART 227—COMPUTING 
SUPPLEMENTAL ANNUITIES 

Sec 

227.1 Introduction. 

2272 Initial supplemental annuity rote. 

227.3 Reduction for railroad retirement 
family maximum. 

227.4 Reduction for employer pension 

227.5 Employer tax credits. 

Authority: 45 U.S.G 231 b and 45 U S.C 

231 f. 

9 227.1 Introduction. 

This part explains how to compute a 
supplemental annuity. A supplemental 
annuity is payable to an employee who 
meets the requirements in { 216.12 of 
this chapter. 

9 227.2 Initial supplemental annuity rata. 

The supplemental annuity rate, before 
reduction for the railroad retirement 
family maximum or any private pension, 
is $23 for an employee's first 25 years of 
service plus $4 for each added year of 
service up to 30 years. The highest 
supplemental annuity rate is $43 for an 
employee with 30 or more years of 
service. 

9 227.3 Reduction for raRroad retirement 
family maximum. 

If the railroad retirement family 
maximum applies, and the reduction 
amount is higher than the spouse tier U 
rate, as shown in Part 225 of this 
chapter, the initial supplemental annuity 
rate from i 227.2 is reduced by the 
smaller of— 

(a) The difference between the total 
railroad retirement maximum reduction 
amount and the reduction in the spouse 
annuity; or 

(b) The total supplemental annuity 
rate from ( 227.2. 

9 227.4 Reduction for employer pension. 

(a) General . The supplemental annuity 
for each month is reduced by the 
amount of any private pension the 
employee is receiving for that month 
based on the contributions of a railroad 
employer. This reduction is applied to 
the supplemental annuity amount after 
any reduction for railroad retirement 
family maximum. Private pension is 
explained In S 218.14 of this chapter. 

(b) Private pension reduced for 
supplemental annuity. If the employin’ 
reduces the private pension for the 
employee's entitlement to the 
supplemental annuity, the reduced 
pension amount is subtracted from the 
supplemental annuity. However, the 
reduction in the supplemental annuity 
can be no greater than the difference 
between the supplemental annuity 
amount, after any reduction for railroad 
retirement family maximum, and the 


amount the private pension is reduced 
for the supplemental annuity. This 
guarantees that the sum of the reduced 
supplemental annuity and the reduced 
employer pension is not less than the 
amount of the full employer pension. 

Example; The full employer pension is $80 
This is reduced by $35 because of the 
employee's entitlement to a supplemental 
annuity. The initial supplemental annuity rate 
is $43. 


Ri •mptofar prnmon ...- ...—. --—*- S#0 

Raducfcoft lor •uppowwnsl tnmsty - -» 

RMXicad panaoe asmnt^. _ _ _ —.— ... *5 

Supptwrwfltal anu%, ■ . .— - *3 

Reduced pantaon amount --——— - -45 

0 

Guvanm asnajnt 

mnuv --- 43 

Reducson m private pennon —---——— -36 

• 

Supplements ennuey —.— - :- ... — .. - 43 

Reduction * prrveie pension. ---.-—- -i 

Reduced auppJementai moy. 35 


The reduced supplemental annuity amount 
is $35. This amount plus the reduced 
employer pension of $45 equals $60. the full 
amount of the employer pension. 

(c) Part of private pension based on 
employee contributions , If the employer 
pension i9 based on both employer and 
employee contributions, a special 
formula is used to determine the amount 
to be subtracted from the supplemental 
annuity. The Board first computes the 
pension amount the employee's 
contributions could have purchased 
from a private insurance company. That 
amount is subtracted from the total 
employer pension. The result is the 
pension amount used to reduce the 
supplemental annuity. 

9 227.5 Employer tax credits. 

Employers are entitled to tax credits if 
they pay non-negotiated pensions to 
former employees whose supplemental 
annuities are reduced because of the 
pensions. Non-negotiated pensions are 
paid under pension plans that are not 
established by collective bargaining 
agreements. The tax credits for each 
month equal the sum of the reductions 
for employer pensions in the 
supplemental annuities of all former 
employees for that month. The Board 
sends a report of total tax credits to 
each employer after the end of each 
calendar quarter. The credits are 
applied to the man-hour supplemental 
annuity tax the employer pays the 
Internal Revenue Service under section 
3221 of the Railroad Retirement Tax Act. 

Dated: March 12.15185. 


By Authority of the Board. 

Beatrice Exertki, 

Secretary to the Board. 

[FR Doc, 85-6811 Filed 3-21-85; 8:45 am| 

BILLING COOC 7S04-01-H 


DEPARTMENT OF LABOR 

Mine Safety and Health Administration 

30 CFR Parts 56 and 57 

Metal and Nonmetal Fire Prevention 
and Control Standards; Public 
Meetings 

agency: Mine Safety and Health 
Administration. Labor. 

action: Notice of public meetings. 

summary: The Mine Safety and Health 
Administration (MSHA) will hold two 
public meetings to answer questions 
aboift the Agency’s new fire prevention 
and control safety standards which 
become effective on April 15.1985. 

dates: The public meetings will be helci 
on April 9.1985 In Denver. Colorado and 
April 12,1985 in Pittsburgh, 
Pennsylvania. Each meeting will begin 
at 9:00 a.m* 

addresses: The public meetings will be 
held at the following locations: 

1. April 9.1985—U S. Post Office; 

Main Office Building. Room 467; 1823 
Stout Street; Denver. Colorado 80202. 

2. April 12.1985—U.S. Bureau of 
Mines Auditorium; 4800 Forbes Avenue; 
Pittsburgh, Pennsylvania 15213. 

FOR FURTHER INFORMATION CONTACT. 

Frank Delimba. Chief, Division of 
Safety, Metal and Nonmetal Mine Safely 
and Health. (MSHA). phone (703) 235- 
8647. 

SUPPLEMENTARY INFORMATION: On 

January 29.1985. MSHA published a 
final rule in the Federal Register (50 FR 
4022) revising its safety standards for 
fire prevention and control at metal and 
nonmetal mines. These standards will 
take effect on April 15,1985. The final 
rule changed several provisions in the 
existing standards to accommodate 
advances in mining technology. In 
addition, alternative methods of 
compliance were provided for many 
standards. In response to requests from 
the mining community, MSHA has 
scheduled two public meetings to 
provide individuals with an opportunity 
to informally discuss the revised 
standards with representatives of the 
Agency. Each meeting is scheduled to 
begin at 9:00 a.m.. local time. 
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Dated: March IS, 1985. 

David A. Zegeer. 

Assistant Secretary far A fine Safety and 
Health . 

(FR Doc, 85-6881 Filed 3-21-85; 8:45 am| 

SILUNQ COOC 4itMWI 


DEPARTMENT OF DEFENSE 
Department of the Navy 
32 CFR Part 706 

Certifications and Exemptions Under 
the International Regulations for 
Preventing Collisions at Sea, 1972; 
Amendment 

agency: Department of the Navy. DOD. 
action: Final rule. 

summary: The Deportment of the Navy 
is amending its certifications and 
exemptions under the International 
Regulations for Preventing Collisions at 
Sea. 1972 (72 COLREGS), to reflect that 
the Secretary of the Navy has 
determined that USS CALIFORNIA 
[CON 36) is a vessel of the Navy which, 
due to its special construction and 
purpose, cannot comply fully with 72 
COLREGS without interfering with its 


special function as a naval cruiser. The 
intended effect of this rule is to warn 
mariners in waters where 72 COLREGS 
apply. 

EFFECTIVE date: February 15,1985. 

FOR FURTHER INFORMATION CONTACT: 

Captain Richard J. McCarthy, JAGC, 

U.S. Navy Admiralty Counsel, Office of 
the Judge Advocate General Navy 
Department. 200 Stovall Street, 
Alexandria. VA 22332-2400 Telephone 
number (202) 325-9744. 

SUPPLEMENTARY information: Pursuant 
to the authority granted in 33 U.S.C. 1605 
and Executive Order 11964. the 
Department of the Navy amends 32 CFR 
Part 706. This amendment provides 
notice that the Secretary of the Navy 
has certified that USS CALIFORNIA 
(CGN 36) is a vessel of the Navy which, 
due to its special construction and 
purpose, cannot comply fully with 72 
COLREGS: Annex L section 3(a), 
pertaining to the location of the forward 
masthead light in the forward quarter of 
the ship, and Annex I, section 3(a), 
pertaining to the horizontal distance 
between the forward and aft masthead 
lights. Full compliance with the above- 
mentioned 72 COLREGS provisions 
would interfere with the special 


functions and purposes of the ship. The 
Secretary of the Navy has also certified 
that the above-mentioned lights are 
located in closest possible compliance 
with the applicable 72 COLREGS 
requirements. 

Moreover, it has been determined, in 
accordance with 32 CFR Parts 296 and 
7G1, that publication of this amendment 
for public comment prior to adoption is 
impracticable, unnecessary, and 
contrary to public interest since it is 
based on technical findings that the 
placement of lights on this ship in a 
manner differently from that prescribed 
herein will adversely affect the ship’s 
ability to perform its military functions. 

List of Subjects in 32 CFR Part 706 

Marine safety. Navigation (water). 
Vessels. 

PART 706—(AMENDED! 

Accordingly, 32 CFR Part 706 is 
amended as follows: 

$706.2 | Amended 1 

Tuble Five of { 706.2 is amended by 
adding the following naval ship to the 
list of vessels therein to indicate the 
certifications issued by the Secretary of 
the Navy: 



Authority: Executive Order 11964; 33 U.S.C. 

1605. 

Dated; February 15,1985. 
lames F. Goodrich. 

A i ting Secretary of the Navy . 

|FR Doc. 85-6727 Piled 3-21-65: 8:45 am) 
ftHUNQ COOC M10-AE-M 


DEPARTMENT OF TRANSPORTATION 
Coast Guard 
33 CFR Part 160 
(CGD 84-039] 

Radioactive Materials 
Correction 

In FR Doc. 85-5170 beginning on page 
#612 In the issue of Monday. March 4, 
1985. make the following corrections: 


$160,203 (Corrected] 

On page 8614, first column, in 
amendatory instruction number 4, 

”$ 128.203*' should read **$ 100.203’’ also 
in the section heading. **$ 128.203” 
should read ”$ 100.203*’. 


Sit LINO COOC 16CS-41-4I 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 81 
I A-5-FRL- 2802-4) 

Designations of Areas for Air Quality 
Planning Process; Attainment Status 
Designations; Indiana 

agency: Environmental Protection 
Agency. 

action: Final rulemaking. 


summary: USEPA approves the State of 
Indiana's request to change the Total 
Suspended Particulates (TSP) 
designation for a portion of Clark 
County (Jefrersonvil)e Township)-from 
primary nonattainment to secondary 
nonattainment. The rest of the county 
will remain attainment. Additionally, 
USEPA approves the State's request to 
change the TSP designation for a portion 
of Dubois County (Bainbridge 
Township) from primary nonattainment 
to secondary nonattainment. The rest of 
the county will remain attainment 
These revisions are based on requests 
from the State of Indiana to redesignate 
these areas and on the supporting data 
the State submitted, which includes 
evidence of implemented control 
measures. 

EFFECTIVE DATE: This final rulemaking 
becomes effective on April 22,1985. 
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addresses: Copies of the redesignation 
request, technical support documents 
and the supporting air quality dnta are 
available at the following addresses: 

U.S. Environmental Protection Agency, 
Region V, Air and Radiation Branch 
(5AR-26). 230 S. Dearborn Street. 
Chicago. Illinois 60604 
Indiana Air Pollution Control Division. 
Indiana State Board of Health. 1330 
West Michigan Street. Indianapolis. 
Indiana 46206. 

FOR FURTHER INFORMATION CONTACT: 

Anne E. Tenner. (312) 886-6036. 

SUPPLEMENTARY INFORMATION: Under 
Section 107(d) of the Act, the 
Administrator of USEPA has 
promulgated the National Ambient Air 
Quality Standards (NAAQS) attainment 
status for each area of Indiana. See 40 
CFR 81.315. These area designations 
may be revised whenever the data 
warrant. 

The current designations for TSP in 
Clark and Dubois Counties. Indiana, are 
codified at 40 CFR Part 81.315 (1084) as: 
Clark—Primary Nonattainment: 

Jeffersonville Township 
Attainment: Remainder of the County 
Dubois—Primary Nonattainment: 

Bainbridge Township 
Attainment: Remainder of the County. 
On April 14.1963. the State of Indiana 
requested USEPA to revise the TSP 
designations of Clark and Dubois 
Counties. Additional technical 
information was submitted on July 27. 
1983. On September 2.1983. USEPA 
notified the State of Indiana that it had 
not sufficiently supported its 
redesignation requests and. therefore, 
they were not approvable. On February 
16.1964. the State submitted revised 
redesignation requests and additional 
tec hnical support. Additional technical 
support was submitted to USEPA on 
April 13.1984. and May 18. 1984. 

Further discussion of each county is 
described below: 

Clark County—(Jeffersonville 
Township) 

Indiana requested that Jeffersonville 
Township be redesignated from primary 
mmattainment to secondary 
nonattainmcnt. To support the 
redesignation request, the State 
submitted ambient air quality data 
collected at three monitors in Clark 
County. Indiana, during the period 1982- 
1983 and a dispersion modeling analysis. 
No violations of the primary TSP 
NAAQS were measured during this 
period. One site, however, recorded 
violations of the secondary 24-hour TSP 
NAAQS in 1983. These consisted of four 
exceedances of the standard. Therefore, 
the monitored data indicated attainment 


of the primary TSP NAAQS, but 
nonattainment of the secondary TSP 
NAAQS. The dispersion modeling 
submitted by the State also indicated 
attainment of the primary TSP NAAQS, 
but nonattainment of the secondary TSP 
NAAQS in Jeffersonville Township. The 
technical data are discussed in more 
detail in the technical support document 
which is available at USEPA’* Region V 
office. 

On September 24.1984 (49 FR 37431). 
USEPA proposed to approve the State of 
Indiana's request. A detailed discussion 
of USEPA's action can be found in the 
notice of proposed rulemaking and the 
technical support document which is 
available at USEPA’s Region V office. 

There were no public comments 
received by the Agency on this proposal. 
Based on available technical support 
from the State. USEPA approves the 
redesignation of Jeffersonville Township 
in Clark County from primary to 
secondary nonattainment for TSP. The 
remainder of the County will remain 
designated attainment. 

Dubois County—(Bainbridge Township) 

To support the redesignation request, 
the State submitted ambient air quality 
data collected at the one monitor in 
Dubois County and a dispersion 
modeling analysis. During the period 
1982-1983. there were no violations of 
the primary TSP NAAQS. In 1983, 
however, there was one violation (two 
exceedances) of the secondary 24-hour 
TSP NAAQS recorded at the one 
monitor. 

The State requested USEPA to 
discount one of the two secondary 
exceedances (March 1.1983) and. 
thereby, remove the violation. USEPA 
reviewed the State’s request and 
determined thut there was no basis for 
ignoring this datum for redesignation 
purposes. As a result. USEPA considers 
both of the 1983 exceedances to be a 
valid, and the secondary 24-hour TSP 
NAAQS has not been met in Bainbridge 
Township. 

As a result of this recent monitored 
violation, on September 24.1984 (40 FR 
37431). USEPA proposed to disapprove 
the State’s request to change the TSP 


designation for a portion of Dubois 
County (Bainbridge Township) from 
primury nonattainmcnt to attainment. 
However. USEPA also proposed that, if 
the State requested that USEPA 
redesignate the area to secondary 
nonattainmcnt. USEPA would do so. A 
detailed discussion on USEPA's action 
can be found in the notice of proposed 
rulemaking and technical support 
document which is available at USEPA's 
Region V office. 

In response to this action, only the 
State commented. On September 11. 

1984, it formally requested that Dubois 
County (Bainbridge Township) be 
designated as secondary nonattainment 
for TSP. As a result, USEPA approves 
the redesignation of Dubois County 
(Bainbridge Township) to secondary 
nonattainment for TSP. 

The Office of Management and Budget 
has exempted redesignations from the 
requirements of Section 3 of Executive 
Order 12291. 

Under Section 307(b)(1) of the Act. 
petitions for judicial review of this 
action must be filed in the United States 
Court of Appeals for the appropriate 
circuit by 80 days from today. This 
oction may not be challenged later in 
proceedings to enforce its requirements 
(See 307(b)(2).) 

List of Subjects in 40 CFR Part 81 

Air pollution control, National parks. 
Wilderness areas. 

(Sec. 107(d) of the Act. as amended (42 U.S.C 
7407)) 

Dated: March t5,1985 
Lee M. Thomas. 

Administrator. 

PART 81-DESIGNATION OF AREAS 
FOR AIR OUAUTY PLANNING 
PURPOSES 

Part 81 of Chapter I, Title 40 of the 
Code of Federal Regulations is amended 
as follows: 

1. Section { 81.315 is amended by 
revising the Clark and Dubois County 
designations in the Indiana Table for 
Total Suspended Particulates (TSP) as 
follows: 


§81.315 Indiana. Inoiana-TSP 
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DEPARTMENT OF THE INTERIOR 
Bureau of Land Management 
43 CFR Public Land Order 6593 
C-8840J 

Colorado; Public Land Order 6141, 
Correction: Powersite Restoration No. 
678; Partial and Total Revocation of 
Powersite* Reserve Nos. 27, 50, 254, 
and 495; Release of Section 24 
Restriction on Certain Patented Lands 

agency: Bureau of Land Management. 

Interior. 

action: Public Land Order. 

summary: Tliis order will correct Public* 
Lind Order No. 6141, as amended, by 
correcting the Powereitc Restoration 
Number to 743. including Powersite 
Reserve No. 43 in the heading, and 
identifying the orders affected and the 
actions taken which were inadvertently 
•mitted from paragraphs two and three, 
e ffectivi date: March 22,1965. 

FOR FURTHER INFORMATION CONTACT: 
Richard D. Tate, BLM Colorado State 
Office. 2028 Arapahoe Street. Denver, 
Colorado 80205. 303-294-7626. 
SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior by Section 204 of the 
federal Land Policy and Management 
Act of 1970, 90 Stnt. 2751: 43 U.S.C 1714. 

1 1 is ordered as follows: 

Public Land Order No. 6141 of 
Pi hruaiy 5. 1962, 47 FR 6854. 6855 
(February 17.1962), as corrected by 
Public Land Order No. 6296 of July 15. 
l .«82. 47 FR 31692 (July 22.19821, is 
hereby corrected ns follows: 

The heading is corrected to read as 
follows: "Powersite Restoration No. 743; 
Partial and Total Revocation of 
Powersite Reserve Nos. 27. 43. 50, 254. 
and 495" 

The first sentence in paragraph No. 2 
is corrected to read as follows: "The 
Executive Order of July 2,1910. creating 
P°wer Site Reserve Nos. 27. 43. and 50, 
ht-reby revoked insofar as it affects 
the following described national forest 
system lands:'* 

The first two sentences in paragraph 
No. 3 are corrected to read as fallows: 


‘The Executive Order of July Z 1910. 
creating Power Site Reserve Nos. 27.43. 
and 50. and Executive Order of March 
22,1912, are hereby revoked insofar as 
they affect the following described lands 
which have been patented subject to 
Section 24 of the Federal Power Act of 
fune 10. 1920. 16 U.S.C. 8ia" 

Dated. March 13. 1985. 

Robert N. Broadbcmt. 

Asustant Secretary of (he Interior. 

|FR Doc. 85-6807 Filed 3-21-85 8:45 am| 
Billing coot 43to-«4 *i 


43 CFR Public Land Order 6594 
IORE-0166751 

Oregon; Public Land Order No. 3923, 
Correction Revocation of Powersite 
Reserve No. 591, as Amended 

agency: Bureuu of Land Management. 
Interior. 

action: Public Land Order. 


summary: This order will correct the 
error in the heading of Public Land 
Order No. 3923 of February Z 1966. 

EFFECTIVE DATE: April 20, 1985. 

FOR FURTHER INFORMATION CONTACT: 

Champ Vaughan. BLM Oregon Slate 
Office. P.O. Box 2965. Portland. Oregon 
97208. (Telephone 503-231-6905). 

SUPPLEMENTARY INFORMATION: By virtUO 
of the authority verted in the Secretary 
of the Interior by section 204 of the 
Federal I-and Policy and Management 
Act of 197a 90 StaL 2751: 43 U.S.C. 1714. 
it is ordered as follows: 

The heading tn Public Land Order No. 
3923 of February Z 1966. in FR Doc. 66- 
1369. published on pages 2547 and Z548. 
in the issue of February 9.1966. is 
hereby corrected as follows: 

In the heading, on page 2547, which 
reads "Revocation of" is corrected to 
read “Restoration of." 

Robert N. Broad beat. 

Assistant Secretary of the Inferior. 

March 14. 1985 

|FR Doc 85-6635 Filed 3-21-85; 8 45 am| 

SUJJNG COOC 4J14-A4-M 


43 CFR Public Land Order 6595 

11-010828,1-153011 

Modification of Stock Driveway 
Withdrawals as Amended; Idaho 

agency: Bureau of Land Management, 
Interior. 

action: Public Land Order. 


Summary: This order estabishes 20-year 
terms for three orders that withdrew 
approximately 2Z132 acres of public 
land for a stock driveway purposes. The 
lands will remain closed to surface 
entry, but open to mining and mineral 
leasing. 

EFFECTIVE date: March 2Z 1985. 

FOR FURTHER INFORMATION CONTACT. 

Nick Kleng. BLM. Idaho State Office. 
3380 Americana Terrace. Boise. Idaho 
83708. 208-334-1738 

SUPPLEMENTARY INFORMATION: By Virtue 

of the authority vested in the Secretory 
of the Interior by Section 204 of the 
Federal Land Policy and Management 
Act of 1976, 90 Slat. 2751: 43 U.S.C 1714. 
it is ordered as follows: 

1. Public Land Order No. 2634 dated 
March 20. 196Z a Secretarial Order 
dated August 17.1921. and a Bureau of 
Lund Management Order dated August 
18. 1955, as amended, are hereby 
modified to expire 20 years from the 
effective date of this order unless as n 
result of a review conducted before the 
expiration date pursuant to Section 
204(f) of the Federal Land Policy and 
Management Act of 1976.43 U.S.C. 
1714(f). the Secretary determines that 
the withdrawal shall be extended. The 
lands aggregate 22.132 acres in Cassia, 
and Twin Falls Counties. 

D«ted: March 14. 1985 
Robert N. Broadbcnt. 

Assistant Sanatory of the Interior. 

|FR Doc 85-6806 Filed 3-21-65; 845 am) 

SILLING COOC 4J10-44-41 
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FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 22 

ICC Docket No. 83-10961 

Selection From Among Mutually 
Exclusive Competing Applications 
Using Random Selection or Lotteries 
Instead of Comparative Hearings; 
Correction 

agency: Federal Communications 
Commission. 

action: Final rule; correction. 

summary: This document corrects a 
Report and Order that appeared at page 
23628 in the Federal Register on June 7, 
1984. 49 VR 23628, concerning the 
Selection From Among Mutually 
Exclusive Competing Applications Using 
Random Selection or Lotteries Instead of 
Comparative Hearings. 

FOR FURTHER INFORMATION CONTACT: 
Larry Krcvor, Mobile Services Division. 
(202) 632-0450. 

Erratum 

In the Matter of Amendment of the 
Commission Rules to Allow the Selection 
from Among Mutually Exclusive Competing 
Applications Using Random Selection or 
Lotteries Instead of Comparative Hearings. 
ICC Docket No. 83-1096). 

Released: March 13.1965. 

1. Section 22.902 of Report and Order, 
CC Docket No. 83-1096. FCC 84-150. 
released May 24.1984 |49 FR 23628 (June 
7.1984JJ should be corrected as set forth 
below: 

$22,902 I Corrected I 

In FR Doc, 84-15404. § 22.902(b) [47 
CFR 22.902). should read as follows: 

• • • • • 

(b) For cellular systems the 
assignment of frequencies will be 
divided into two blocks. Assignments 
will be made from the frequencies listed 
for Cellular Systems A and B. Common 
carriers not also engaged in the business 
of affording public landline message 
telephone service will be assigned 
frequencies from Cellular System A. and 
common carriers also engaged directly 
or indirectly In the business of affording 
public landline message telephone 
service will be assigned frequencies 
from Cellular System B in those general 
areas in which they provide such 
iandline service: except that, in the final 
cellular application phase for any 
initially unapplied for or unlicensed 
area, either within or without a 
Metropolitan Statistical Area (MSA) or 
New England County Metropolitan Area 
(NECMAJ. a cellular applicant may 
apply for either frequency block and the 


applicant shall indicate in its application 
which it prefers to be assigned. 

(1) Cellular System A:333 frequency 
pairs with 30 kHz channel spacing. The 
first mobile frequency will be 825.030 
MHz, followed by 825.060 MHz and 
proceed to 834.990 MHz. Base station 
frequencies will begin with 870.030 MHz, 
followed by 870.060 MHz and proceed to 
879.990 MHz. 

(2) Second Cellular System B:333 
frequency pairs with 30 kHz channel 
spacing. The first mobile frequency will 
be 835.020 MHz followed by 835.050 
MHz and proceed to 844.980 MHz. Base 
station frequencies will begin with 
880.020 MHz followed by 080.050 MHz 
and proceed to 889.980 MHz. 


Federal Communication* * Commission. 
William J. Tricarico, 

Secretary. 

(FR Doc. 85-6579 Filed 3-21-65: 8:45 om| 

BIUJMG COOC •712-01-N 


DEPARTMENT OF TRANSPORTATION 

National Highway Traffic Safety 
Administration 

49 CFR Part 571 

(Docket No. 81-19, Notice No. 2] 

Federal Motor Vehicle Safety 
Standards; Lamps, Devices and 
Associated Equipment 

agency: National Highway Traffic 
Safety Administration (NHTSA), DOT. 
action: Termination of rulemaking. 

summary: This notice announces 
termination of rulemaking with respect 
to amending the Federal motor vehicle 
lighting standard to reduce the minimum 
effective projected luminous lens area 
from 12 square inches to 8 square inches 
on those multiple compartment stop 
lamps and turn signal lamps which are 
mounted on vehicles whose overall 
width is 80 inches or more. A proposed 
amendment of Motor Vehicle Safety 
. Standard No. 108 was published on 
October 22.1981 (46 FR 51793). 
Comments to the docket and research 
published since the proposal indicate 
that the present requirement should be 
retained. 

for further information contact: 

Kevin Cavey, Office of Rulemaking, 
National Highway Traffic Safety 
Administration. 400 Seventh Street. 

S.W., Washington. DC. 20590, (202) 420- 
1253). 

supplementary information: In 

implementation of a grant of a petition 
for rulemaking submitted by Truck Lite 


Company, on October 22,1981 the 
agency published a notice of proposed 
rulemaking to amend Federal Motor 
Vehicle Safety Standard No. 108 in a 
manner which would reduce the 
minimum effective projected luminous 
lens area from 12 square inches to 8 
square inches, on multiple compartment 
stop lamps and turn signal lamps which 
are mounted on vehicles whose overall 
width in 80 inches or more. 

Specifically. Standard No. 108 
specifies, for vehicles whose overall 
width is less than 60 inches, that if 
multiple compartment lamps arc used to 
meet photometric requirements for stop 
and turn signal lamps the effective 
projected luminous lens area for each 
compartment or lamp shall be at least 
3 Vi square inches provided the 
combined area is at least 8 square 
inches. However, if a lamp with multiple 
compartments less than 22 inches apart 
is mounted on a vehicle which is 80 
inches or more in overall width, the 
lamp must have an effective luminous 
lens area of at least 12 square inches for 
each compartment. The maximum and 
minimum photometric requirements for 
the two sizes of lamps are identical so 
that there appeared to be no reduction 
in safety. Truck Lite argued that there 
would be cost savings in the nature of 
5%. 

The notice elicited responses from 
four vehicle manufacturers (Ford Motor 
Co.. Chrysler Corporation, General 
Motors Corporation, and Volkswagen of 
America, Inc.), five equipment supplier* 
(Truck Lite. RJL Dietz Co.. Dominion 
Auto. Grote Manufacturing Co., and 
Abex Corp.), and one trade organizat un 
(Truck Safety Equipment Institute). The 
vehicle manufacturers generally 
supported the proposal, though 
suggesting that the agency delay final 
action until its study of truck 
conspicuity was completed. Except for 
Truck Lite, the lamp manufacturers 
opposed the proposal. In the opinion of 
the opponents, the different 
configurations between vehicles over 
and under 86 inches in overall width 
support different lighting systems. The 
larger vehicles need the additional 
lamps (clearance and identification) and 
the larger size lamps that the Standard 
currently requires them to have. They 
argued that because of the reduced size 
of the lamps, there would be a greater 
likelihood of increased accidents due to 
decreased conspicuity. Further, they 
questioned the claimed cost savings 
saying that extensive retooling would b* 
required to take advantage of the new 
requirement. 

Since the issuance of the Notice, 
several studies have appeared which 
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support maintenance of the current 
distinction in lamp sizes. These reports 
include “Evaluation of Brake Lamp 
Photometries** by the Office of Vehicle 
Research, NHTSA (1983). “Improved 
Commercial Vehicle Conspicuity and 
Signaling Systems*’ by Vector 
Enterprises (1982). and “Effects of Area 
and Intensity on the Performance of Red 
Signal Lamps** by the SAE Lighting 
Committee (1981), These reports are 
available in the docket for perusal by 
interested persons. The Vector study 
showed that the minimum tens area of 
stop lamps for large vehicles should not 
be less than the current 12 square 
inches. The two other studies showed 
that the attention-getting quality of red 
rear lamps is dependent on both lens 
area and intensity. 

Based on the above discussion, the 
agency has concluded not to adopt an 
tmendment of the nature proposed in 
1981, and announces that rulemaking on 
this subject has been concluded. 

List of Subjects In 49 CFR Part 571 

Motor vehicle safety. 

Secs. 103. llfi. Pub. L 89-583. 00 SlaL 718 (15 
If.S.C 1392.1407); delegation of authority «t 
t9 CFR 1.50 and 49 CFR 501.8) 

Issued on March 18, 1965. 

Barry Felrica. 

1 sociatc Administrator for RuJemalm#. \ 

| FR Doc 85-6838 Filed 3-21^85; &45 am) 
bilumq coot 49to-sa-ai 
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Proposed Rules 


Fcdnral Roister 

VoL 50. No. 58 
Friday. March 22. 1985 


This section of the FEDERAL REGISTER 
contains noticos to the public of the 
proposed issuance of rules and 
regulations. The purpose of these notices 
is to give interested persons an 
opportunity to participate in the rule 
making prior to the adoption of the final 
rules. 


DEPARTMENT OF AGRICULTURE 
Federal Crop Insurance Corporation 
7 CFR Part 400 
(Docket No. 1S73S1 

General Administrative Regulations; 
Individual Yield Coverage Plan (IYCP) 
Insurance 

agency: Federal Crop Insurance 
Corporation, USDA. 
action: Proposed rule. 

summary: The Federal Crop Insurance 
Corporation (FCIC) proposes to revise 
and reissue the Individual Yield 
Coverage Plan Insurance Regulations (7 
CFR Part 400. Subpart B). effective for 
the 1985 and succeeding crop years. The 
intended effect of this rule is to comply 
with the provisions of Departmental 
Regulation 1512-1 with regard to review 
of regulations issued hy FCIC for need, 
currency, clarity, and effectiveness. The 

• authority for the promulgation of this 
rule is contained in the Federal Crop 
Insurance Act, as amended. 
date: Comment date: Written 
comments, data, and opinions on this 
proposed rule must he submitted not 
Inter than May 21.1985, to be sure of 
consideration, 

address: Written comments on this 
proposed rule shoutd he sent to the 
Office of the Manager. Federal Crop 
Insurance Corporation. Room 4096— 
South Building, U.S. Department of 
Agriculture. Washington. D.C. 20250. 

FOR FURTHER INFORMATION CONTACT: 
Peter F. Cole, Secretary. Federal Crop 
Insurance Corporation. U.S. Department 
of Agriculture. Room 4096 South 
Agriculture Building. Washington. D.C. 
20250, telephone (202) 447-3325. 
SUPPLEMENTARY INFORMATION: This 
action has been reviewed under USDA 
procedures established by Departmental 
Regulation No. 1512-1 (December 15, 
1983). This action constitutes a review 
as to the need, currency, clarity, and 
effectiveness of these regulations under 


those procedures. The sunset review 
date established for these regulations is 
October 1 . 1989. 

Merritt W. Sprague, Manager. FCIC, 
has determined that this action (1) is not 
a major rule as defined by Executive 
Order No. 12291 (February 17.1981), 
because it will not result in: (a) An 
annual effect on the economy of $100 
million or more; (b) major increases in 
costs or prices for consumers, individual 
industries. Federal, State, or local 
governments, or a geographical region; 
or (c) significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or the ability of 
U.S.-based enterprises to compete with 
foreign-based enterprises in domestic or 
export markets; and (2) will not increase 
the Federal paperwork burden for 
individuals, small businesses, and other 
persons. 

The title and number of the Federal 
Assistance Program to which this 
proposed rule applies are: Title—Crop 
Insurance; Number 10.450. 

This program is not subject to the 
provisions of Executive Order 12372 
which requires intergovernmental 
consultation with State and local 
officials. See the Notice related to 7 CFR 
Part 3015. Subpart V. published at 48 FR 
29115 (June 24.1983). 

This action is exempt from the 
provisions of the Regulatory Flexibility 
Act; therefore, no Regulatory Flexibility 
Analysis was prepared. 

This action is not expected to have 
any significant impact on the quality of 
the human environment, health, and 
safety. Therefore, neither an 
Environmental Assessment nor an 
Environmental Impact Statement is 
needed. 

Other than minor changes in language 
and format, the proposed changes in the 
IYCP Regulations are a9 follows: 

1. Section 400.15 has been changed to 
reflect the crops covered under the 
Individual Yield Coverage Plan (IYCP) 
for the 1985 and succeeding crop years 
(Barley, Dry Beans. Flax. Malting Barley. 
Oats. Rye, Soybeans, Sunflowers, and 
Wheat); deleting Com. Crain Sorghum, 
Cotton, and Rice which arc covered 
under the provisions of (he Actual 
Production History (APH) program for 
the 1985 and succeeding crop years. 

2. Section 400.16(a) has been deleted 
and a new section (a) added which 
clarifies the meaning of production 
which is unharvested. 


3. Section 400.18(d) has been 
redesignated as subsection (e) and a 
new section (d) has been added to 
reflect an average yield for the producer 
under the provisions of IYCP. 

4. Section 400.16(e) has been 
redesignated as subsection (h). 

5. Section 400.16(f) has been deleted 
and a new section (0 added to define 
"established farm yield* *' and identify 
where such yield could be found. 

a Section 400.16(g) has been 
redesignated as subsection (j) and a nov\ 
section (g) provides clarification and 
change from Statistical Reporting 
Service (SRS) yield as adjusted, to FCIC 
Adjusted Yield to eliminate confusion. 

7. Section 400.16(h) has been 
redesignated as subsection (k). 

8. Section 400.16(1) has been 
redesignated as subsection (m) and a 
new section (i) now contains the 
definition of "Indexed Yield" to clarify 
the term since ASCS uses the term 
"index yield/* 

9. Section 400.18(j) has been deleted 

10. Section 400.18{k) has been 
redesignated as subsection (n) and a 
new section (k) added to contain 
provisions of the former $ 400.16(h). 

11. Section 400.16(1) has been added to 
define "producer’s yield index” and 
clarifies how the producer's yield index 
is determined. 

FCIC is seeking public comment on 
this proposed rule for 60 days after 
publication in the Federal Register. All 
comments made pursuant to this rule 
will be available for public inspection in 
the Office of the Manager, Federal Crop 
Insurance Corporation. Room 4096. 
South Building, U.S. Department of 
Agriculture, Washington. D.C. 20250. 
during regular business hours, Monday 
through Friday. 

List of Subjects in 7 CFR Part 400 

Crop insurance, Individual yield 
coverage plan. 

Proposed Rule 

Accordingly, pursuant to the authority 
contained in the Federal Crop Insurance 
Act. as amended (7 U.S.C. 1501 et 
the Federal Crop Insurance Corporation 
proposes to revise and reissue Subpart 
B. 7 CFR Part 400—General 
Administrative Regulations— Individual 
Yield Coverage Plan (IYCP), effective for 
the 1985 and succeeding crop years, to 
read as follows: 
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PART 400—GENERAL 
ADMINISTRATIVE REGULATIONS 

Subpart B—Individual Yield Coverage Plan 
Regulation* for the 1985 and Succeeding 
Crop Year* 

Sec 

400.15 Availability of Individual Yield 
Coverage Plan. 

400.16 Definitions. 

400.17 Yield certification and acceptability. 

400.18 Responsibilities. 

400.19 Qualification* for Individual Yield 
Coverage Plan. 

400.20 Modifications through individual 
certification of yield (Individual Certified 
Yield Plan—ICYP). 

400.21 OMB control numbers. 

Authority: Sec. 508. Pub. L 75-450, 52 Sta*. 

73. as amended (7 U.S.C. 1508). 

§ 400.15 Availability of Individual Yield 
Co/erage Plan. 

Individual Yield Coverage Plan (IYCP) 
shall be offered under the provisions 
contained in the following regulations: 

7 CFR Part 418...........— Wheat Crop Insurance 

7 CFR Part 419--—Barley Crop Insurance 

7 CFR Part 423.-...Flax Crop Insurance 

7 CFR Part 427.. M . M . MaMMM . M .Oat Crop Insurance 

7 CFR Part 428.-Sunflower Crop Insurance 

7 CFR Part 429.«—...—.Rye Crop Insurance 

7 CFR Part 431—.— Soybean Crop Insurance 
7 CFR Pari 433.Dry Bean Crop Insurance 

within limits prescribed by and in 
accordance with the provisions of the 
Federal Crop Insurance Act. as 
amended (7 U.S.C 1501 et seg.). only on 
those crops identified in this section and 
in those areas where the actuarial table 
provides that IYCP 1s available. (IYCP is 
available only on those crops and in 
those areas where the Corporation's 
actual Production History Program has 
not been implemented. The Actual 
Production History form will be used for 
both programs). AJi provisions of the 
applicable standard insurance contract 
for the crop apply, except those 
provisions which are in conflict with 
this subpart. Cropland acreage, which is 
defined a* "new ground acreage" by the 
actuarial table or by the policy, will not 
be eligible for IYCP. Crops covered 
under the provisions of the Combined 
Crop Insurance policy will not be 
eligible for IYCP. 

§400.16 Definition*. 

In addition to the definitions 
contained in the crop insurance 
contract, the following definitions, for 
the purpose* of Individual Yield 
Coverage Plan, are applicable: 

(a) "Appraised Production" means 
production that was unharvested but 
reflected yield potential for the crop at 
the time of the appraisal. Appraisals will 
be determined by ASCS or FC1C. 

(b) “Area Average Yield" is the 
average yield determined by FCIC upon 


which the guarantee is based for the 
insured crop, area, type, and practice 
and is the average for the area over the 
base period. It is contained in the 
actuarial table. 

(c) "Area Coverage Plan" is the 
coverage and rate assigned by the FCIC 
Actuarial Division for homogeneous 
areas and producers. 

(d) "Average Yield" is the average of 
the recorded and/or indexed yields for 
the 10-year base period, dropping the 
highest and lowest yield in the 10-year 
period, including a combination of a 
minimum of the three most recent year's 
recorded yields and indexed yields for 
the remaining years. 

(e) "Base Period" means the 10-year 
period immediately preceding the crop 
year for which the yield is to be 
established. 

(f) "Established Farm Yield" is the 
yield as shown on the Official Farm 
Record card (ASCS-156) on file in the 
county ASCS office. 

(g) "FCIC Adjusted Yield" is 
production information derived by the 
Statistical Report Service on a county, 
crop, and practice basis modified by 
FCIC for factors necessary to conform to 
sound actuarial practices. 

(h) "Individual Yield Certification" is 
the appraised result of the examination 
of the insured’* records of planted 
acreage and production certified by the 
county Agricultural Stabilization and 
Conservation Service (ASCS) office. 

(i) "Indexed Yield" means an 
appraised yield established for a year in 
which recorded (actual) yields are not 
available. It is determined by 
multiplying the FCIC adjusted yield, for 
each crop year (for which records of 
acreage and production are not 
available), by the producer's yield 
index. 

(j) "IYCP" is the Individual Yield 
Coverage Plan. 

(k) "ICYP" is the Individual Certified 
Yield Plan within IYCP (7 CFR 400.20). 

(l) "Producer'* Yield Index" is the 
Producer’* recorded yield divided by the 
county FCIC adjusted yield, for the same 
crop years. 

(m) "Recorded Yield” is the yield that 
is based on the producer's records of 
planted acreage and production certified 
by ASCS. 

(n) "Yield Index" is the result 
obtained by dividing the total of the 
producer’s recorded yields for the years 
FCIC adjusted yields are available by 
the total FCIC adjusted yields for those 
same years. 

8 400.17 Yl*ld certification and 
acceptability. 

The insured shall request Form FCIC 
19A (APH) (Actual Production History) 


and shall provide records of acreage and 
production to the county ASCS office. 
The request and records must be 
submitted at least 15 days prior to the 
acreage reporting date for the crop in 
the county. The ASCS office will 
examine the insured’s records and. if 
acceptable, record the actual yield 
obtained from the records, determine the 
relationship of such yields to the FCIC 
adjusted yield for the same years, and 
apply the yield index to the area 
average yield for those years for which 
the producer does not have acceptable 
records. 

§ 400.16 Responsibilities. 

(a) The insured is solely responsible 
for the timely submission of Form FCIC 
19A (APH) to the service office after its 
completion by the ASCS office. 

(b) The serv ice office is responsible 
for the explanation of the Individual 
Yield Coverage Plan (IYCP) to the 
insured, and upon receipt of Form FCIC 
19A (APH) is responsible for 
determining that the form is completed 
correctly. 

5 400.19 Qualification* for Individual Yield 
Coverage Plan. 

The Insured may elect to substitute 
the IYCP Yield for the Area Average 
Yield. . 

(a) For the producer to qualify for 
IYCP for any crop year, the completed 
Form FCIC 19A (APH) must be received 
in the Crop Insurance Service office not 
later than the acreage reporting date for 
the crop and the year. 

(b) For a crop to qualify for IYCP. a 
minimum of 3 years of records of 
planted acreage and production, under 
the control of either the landlord or 
tenant must be provided to ASCS for all 
units and be certified by ASCS. Records 
for up to 10 continuous year* shall be 
used where such records are available 
and the same fanning practices are 
followed for that period of time. There 
can be no break in continuity from the 
most recent crop year through preceding 
crop years. A year in which no acreage 
was planted to the crop on the unit or in 
which a different practice was followed 
will not be considered a break in 
continuity. 

(c) Either the landlord's or tenant 
operator's records may qualify either 
party for the same IYCP guarantee. If a 
conflict exists between the records of 
the landlord and the tenant operator, the 
Corporation will determine which 
records will be used. 

(d) If an insured wishes to obtain an 
IYCP yield on land newly added to 
production for the insured, the insured 
must comply with the provisions of this 
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paragraph. If the 1YCP yield being 
requested is for an ASCS program crop 
and if the added land has an ASCS 
established yield for that crop of 90 
percent or more of the ASCS established 
yield of the unit to which the land is to 
be added or of the nearest unit then: 
when land without satisfactory records 
is added to a unit with satisfactory 
records, the JYCP average yield will be 
that of the unit to which the land was 
added; and when land without 
satisfactory records is added as a 
separate unit, the 1YCP average yield 
will be that of the closest unit of the 
same crop and practice. When the ASCS 
established farm yields on the added 
land are less than 90 percent of the 
program yields on the existing units the 
IYCP yields will be the area average 
yield. 

(e) When the yield being requested on 
land being added is for a crop for which 
the added land does not have an ASCS 

« stablished farm yield, the ASCS 
established farm yield for the crop with 
the largest ASCS base acreage on the 
added land will be compared to 
determine if the 90-percent ratio is 
achieved. If the land is being added to a 
unit and there is no ASCS established 
farm yield on either the added land or 
the units or both to compare, the rYCP 
yield will be the area average yield. If 
the land is being added as a separate 
unit, and the nearest unit has no ASCS 
established farm yield to compare to the 
added unit, the next nearest unit will be 
used. If no comparable yields are 
available on any unit, the yield of the 
added unit will be the area average 
yield. 

(f) If a producer disposes of his entire 
operation and begins operation on 
completely different units, the new units 
will be compared to the old units in 
accordance with (d) and (e) above for 
adding new units. 

(g) When land is being added but less 
than 3 continuous years of acceptable 
records are available, the acceptable 
production and acreage records will be 
used for the years they are available 
and paragraphs (d) and (e) of this 
section will be used for the years when 
adequate records are not available. 

(hj When participation in IYCP is 
continuous. ASCS certification under 
this part for up to 10 years, dropping the 
highest and lowest yield in the 10-year 
period, will be used in calculating the 
IYCP average yield. When an insured 
haa previously participated in IYCP he 
must have at least the most recent three 
years records of production acceptable 
to ASCS. These records and all records 
previously certified by ASCS up to 10 
years, will be used to ascertain the new 
yield. 


(i) The premium shall be contained in 
the actuarial table and will be the same 
as applicable under the Area Coverage 
Plan. 

9 400.20 Modification* through Individual 
certification of yield. (Individual Certified 
Yield Plan.) 

(a) In addition to the provisions 
contained in $§ 400.15, through 400.19 of 
this Part, producers who customarily 
feed crop production to livestock or 
poultry, and who are unable to provide 
adequate records sufficient to become 
eligible for the IYCP Plan, will be 
considered for eligibility for the 
Individual Certified Yield Plan (ICYP) in 
certain counties, as announced by the 
Manager. FCIC. 

(b) To qualify for this Plan, producers 
must agree to the conditions contained 
herein and provide information to the 
county ASCS office including but not 
limited to. the following: 

(1) Satisfactory acreage and yield 
records for at least the most recent crop 
year. 

(2) Acreage and yield records for the 
prior crop years even though such 
records may be incomplete. 

(3) Feeding records, fertilization and 
liming records, soil conservation 
methods used, land tillage practices, 
insecticide and herbicide records, 
planting pattern and population data, 
and equipment adequacy information as 
available. 

(4) Certification of acreage and yield 
data for the previous 2nd and 3rd years 
when written records are unavailable. 

(5) Agreement to disregard to the 
extent required by FCIC any unit 
division guideline provisions of the crop 
insurance policy. 

(0) Records of acreage and yield for 
each future year that the insurance is in 
force. (Failure to provide such records in 
accordance with the provisions of 
99 400.17 and 400.19 will result in 
insurance being based on the area 
coverage plan.) 

(7) Agreement to convert to the IYC 
Plan for determining yields as soon as 3 
consecutive years acreage and yield 
records are available. 

(0) Producer certified yields will be 
reviewed by FCIC and may be adjusted 
by the Corporation prior to the final 
yield determination by ASCS. 

(9) The producer may request FCIC to 
assist in establishing satisfactory 
acreage and yield information through 
field appraisals of potential production, 
bin measurements, etc. FCIC will 
determine if any evidence offered by the 
producer is relevant to the 
determination of yield on the unit. 

(10) The producer must request the 
certified yield plan in accordance with 


the provisions of 55 400.17 and 400.19 
from the county ASCS office. 

(11) The premium per care shall be the 
production guarantee per acre under this 
plan times the applicable price election, 
times the applicable premium rate for 
the crop insured, times any applicable 
premium adjustment factor. 

9 400.21 OMB control numbers. 

The information collection 
requirements contained in these 
regulations (7 CFR 400) have been 
approved by the Office of Management 
and Budget (OMB) under the provisions 
of 44 U.S.C. Chapter 35 and have been 
assigned OMB Nos. 0563-0003 and 0563- 
0007. 

Done in Washington. D.C, on January 15, 
1985. 

Peter F. Cole. 

Secretary, Federal Crop Insurance 
Corporation. 

Approved by: 

Edward Hew*, 

Acting Manager. 

Dated: March 15.1985. 

[FR Doc. 85-0799 Filed 3-21-05:8:45 ami 

BILLING COO€ 


Agricultural Marketing Service 
7 CFR Part 961 

Handling of Almonds Grown in 
California; Administrative Rules and 
Regulations Governing Crediting for 
Marketing Promotion 

agency: Agricultural Marketing Service, 
USDA. 

action: Proposed rule. 

summary: Notice is hereby given of a 
proposal to change three paragraphs of 
the creditable marketing promotion 
provisions of the administrative rules 
and regulations established under the 
Federal marketing order for California 
aimonds. The changes are designed to 
provide handlers with more flexibility in 
promoting the sale of California 
almonds. 

date: Comments must be received by 
April 11.1905. 

address: Interested persons are invited 
to submit written comments concerning 
this proposal. Comments must be sent in 
duplicate to the Docket Clerk. Fruit and 
Vegetable Division. AMS. USDA. Room 
2069, South Building, Washington. D.C 
20250. Comments should reference the 
date and page number of this issue of 
the Federal Register and will be 
available for public inspection in the 
office of the Docket Clerk during regular 
business hours. 
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FOR FURTHER INFORMATION CONTACT: 

Frank M. Crasberger. Acting Chief, 
Specialty Crops Branch, Fruit and 
Vegetable Division, AMS, USDA. 
Washington. D.C. 20250 (202) 447-5053. 

SUPPLEMENTARY INFORMATION: This 
proposed rule has been reviewed under 
L'SDA guidelines implementing 
Executive Order 12291 and Secretary’s 
Memorandum No. 1512-1 and has been 
classified a “non-major” rule under 
criteria contained therein. 

William T. Manley, Deputy 
Administrator, Agricultural Marketing 
Service, has certified that this action 
will not have a significant economic 
impact on a substantia] number of small 
entities. 

The proposal is to revise $ 961.441 (b) 
|c)(3)(ii). and (c)(3)(iii) of Subpart— 
Administrative Rules and Regulations (7 
CFR 981.401-981.474; 49 FR 19798; and 
40788). Section 981.441 is issued under 
981.41 of the marketing agreement and 
Order No. 981 (7 CFR Part 981), both as 
amended, regulating the handling of 
almonds grown in California and 
hereinafter referred to collectively as 
the "order”. The order is effective under 
the Agricultural Marketing Agreement 
Act of 1937. as amended (7 U.S.C 001- 
074). The proposal is based on two 
unanimous recommendations of the 
Almond Board of California, hereinafter 
referred to as the “Board”, which works 
with USDA in administering the order. 

Section 981.41 of the order provides 
that the Board, with the approval of the 
Secretary, may allow handlers to 
receive credit for their direct marketing 
promotion expenditures, including paid 
advertising, against their pro rata 
expense assessment obligations for such 
activities. Section 981.441 prescribes the 
rules and regulations which handlers 
must follow to obtain such credit. 

Section 961.441(b) currently provides 
that in order for a handler to receive 
credit, his/her paid advertisements must 
he published, broadcast, or displayed, 
and his/her other marketing promotion 
activities must be conducted, during the 
year for which credit is requested, 
except that a handler may expend a 
maximum of 20 percent of his/her total 
creditable advertising and promotion 
obligation (as of the June 
^determination report) for 
advertisement* published, broadcast, or 
displayed and other marketing 
promotion activities conducted, during 
the subsequent July 1-December 31 
Period. A handler utilizing this extension 
of time must certify to the Board, at the 


time of the June 30 redetermination, his/ 
her planned expenditures during the 
extension period and must file anv 
required documentation with the Board 
no later than the following January 31. 

The Board now believes that the 20 
percent limit on credit for paid 
advertising and other marketing 
promotion activities during the July 1- 
December 31 extension period is too 
restrictive and proposed that this limit 
be increased to 40 percent. A handler's 
pro rata expenses assessment obligation 
for a particular crop year may not match 
his/her advertising and promotion needs 
for that year. Thus, it is desirable to 
allow a greater portion of a handler's 
creditable advertising to be carried over 
from one crop year to the next so that 
handlers can more effectively utilize 
their promotion funds. 

Section 981.441(c)(3)(H) provides that 
for an advertisement resulting from joint 
participation by a handler and a 
manufacturer or seller of a 
complementary commodity or product, 
and including the brands of both, credit 
shall be granted for the lesser of 50 
percent of the total allowable payment 
to the advertising medium, or 50 percent 
of the handler's actual payment. The 
Board recommends that this credit also 
be granted when the advertisement, in 
lieu of the handler's brand, includes a 
generic reference to California almonds. 
This change would give handlers 
additional flexibility in promoting the 
sale of almonds and is similar to the 
authority in $ 981.441(c)(3)(i)(A), which 
allows handlers 100 percent credit for 
their payments to an advertising 
medium for a generic advertisement 
which is solely intended to advertise 
California almonds. 

Section 961.441(c)(3)(iii) provides that 
for an advertisement resulting from joint 
participation by a handler and 
manufacturers or sellers of two 
complementary' commodities or products 
and including the brands of all three, 
credit shall be granted for one-third of 
the total allowable payment to the 
advertising medium, or one-third of the 
handler's actual payment, whichever is 
less. It is proposed that this credit also 
be granted when the advertisement, in 
lieu of the handler's brand, includes a 
generic reference to California almonds. 
This proposed change conforms to the 
proposed change in S 981.441(c)(3)(H). 
Although the Board did not recommend 
this change, it appears this was an 
oversight. 


List of Subjects in 7 CFR Part 981 

Marketing agreements and orders. 
Almonds. California. 

PART 981—(AMENDED) 

$981,441 I Amended 1 

Therefore. § 981.441 of Subpart— 
Administrative Rules and Regulations (7 
CFR 981.401-981.474; 49 FR 19798; and 
40788) is changed as follows: 

1. Section 981.441(b) is amended by 
changing “20 percent” to “40 percent.” 

2. Section 981.441ic)(3)(ii) is revised to 
read as follows: 

• • • • * 

(c) • • • 

(3) 

(ii) For an advertisement resulting 
from joint participation by a handler 
and a manufacturer or seller of a 
complementary commodity or product, 
and including the brand of the 
manufacturer or seller and either the 
handler's brand or a generic 
advertisement of California almonds, 
the credit shall be 50 percent of the total 
allowable payment to the advertising 
medium pursuant to paragraph (c)(1) of 
this section or 50 percent of the 
handler's actual payment thereof, 
whichever is less. 

• • • • • 

3. Section 981.441 (c)(3)(iii) is revised 
to read as follows: 

• • • • • 

(c) * * * 

(3) 

(Hi) For an advertisement resulting 
from joint participation by a handler 
and manufacturers or sellers of two 
complementary commodities or 
products, and including the brands of 
the two manufacturers or sellers and 
either the handler's brand or a generic 
advertisement of California almonds, 
the credit shall be the lesser of one-third 
of the total allowable payment to the 
advertising medium pursuant to 
paragraph (c)(1) of the section, or one- 
third of the handler’s actual payment. 

• • • • # 

(Secs. 1-19. 48 Slat. 31. as amended; 7 U.S.C. 
601-074) 

Dated: March 18 1985. 

Thomas R. Clark. 

Deputy Director. Fruit and Vegetable 
Division. 

[FR Doc. 85-6826 Filed 3-21-85; 8:45 ami 
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DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 

14CFR Part 39 
{Docket No. 84-ANE-241 

Airworthiness Directives; Harwell 
( )HC-< )( MX,V) Series Propellers 

agency: Federal Aviation 
Administration (FAA), DOT. 

ACTION: Notice of proposed rulemaking 

(NPRM) 

Summary: This notice proposes to adopt 
an airworthiness directive (AD) that 
would require inspection or replacement 
of certain blade clamp assemblies on 
HartzelK )HC-( )( )(X.V) series 
propellers at next overhaul or by 
Ianuary 1,1986. The proposed AD is 
needed to prevent failure of certain 
propeller blade clamp assemblies which 
could result in blade separation and 
severe unbalance. 

dates: Comments must be received on 
or before May 21.1985. 

AOORESSES: Comments on the proposal 
may be mailed in duplicate to: Office of 
Regional Counsel, Attn: Rules Docket 
No. 84-ANE-24, FAA. 12 New England 
Executive Park. Burlington. 
Massachusetts 01803. 

Comments may be inspected at Room 
311 weekdays, except federal holidays, 
between 8:00 a m. and 4:30 p.m. 

The applicable service document may 
be obtained from I lartzell Propeller 
Products Division. TRW Aircraft 
Components Group. 350 Washington 
Ave., Piqua. Ohio 45356. 

A copy of the service document is 
contained in the Rules Docket at the 
above FAA address. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Robert Alpiser. Chicago Aircraft 
Certification Office, ACE-140C. FAA. 
2300 East Devon Avenue. Oes Plaines, 
Illinois 80018, telephone (312) G94-7130. 
SUPPLEMENTARY INFORMATION: 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments us 
they may desire. Communications 
should identify the regulatory docket 
number and be submitted in duplicate to 
the address specified above. All 
communications received on or before 
the closing date for comments will be 
considered by the Director before taking 
action on the proposed rule. The 
proposal contained in this notice may be 
changed in light of comments received. 

Comments are specifically invited nn 
the overall regulatory, economic, 
environmental, and energy aspects of 


the proposed rule. All comments 
submitted will be available, both before 
and after the closing date for comments, 
in the Rules Docket for examination by 
interested persons. A report 
summarizing each FAA-pubiic contact 
concerned with the substance of the 
proposed AD ivill be filed in the Rules 
Docket. 

Commenter8 wishing the FAA to 
acknowledge receipt of their comments 
submitted in response to this notice 
must submit a self-addressed, stamped 
postcard on which the following 
statement is made: "Comments to 
Docket No. B4-ANE-24." The postcard 
will be date/time stamped and returned 
to the commenter. 

The FAA has determined that certain 
Hartzeil Propeller Part Number C-3-d ) 

blade clamp assemblies are susceptible 
to cracks in either the grease fitting bole 
or in the area of the inner bearing 
support housing radius which can result 
in possible blade loss. Since this 
condition is likely to exist or develop on 
other blade clamp assemblies of the 
Bame type design, the proposed AD 
would require inspection or replacement 
of certain blade clamp assemblies. 

Blade clamp assemblies with serial 
numbers ranging from 0 through D5293. 
generally produced prior to 1959 and 
having a grease fitting hole located 
approximately one-half inch from the 
clamp parting line, must be removed 
from service. Blade clamp assemblies 
with serial numbers ranging from D5294 
through K6336. generally produced 
between 1959 and 1980 and having a 
grease fitting hole located 
approximately one inch from the clamp 
parting line, must be inspected for 
defects and removed from service if 
defects are observ ed. Clamp assemblies 
on which no serial numbers are 
readable or which have mismatched 
serial numbers on each clamp half must 
be removed from service. A 5 year 
malfunction or defect computer run 
shows that there were 20 reports of 
blade clamp failures of which at least 3 
resulted in blade separation. I lartzell 
Propeller has issued Service Bulletins 
Nos. 126B and 127B and Instruction No. 
159A to address the corrective action 
described in this document. It is 
estimated that an average of 2.5 
manhours per blade clamp assembly 
will be required to comply with this AD. 
The cost of a replacement blade clamp 
assembly is approximately $500. 
Therefore, the coat to replace the damp 
on a two blade propeller will 
approximate $500 per blade x 2 i $35 / 
hr. X 5 hrs. labor = $1175 per propeller. 
The cost to inspect and reuse the blade 
dump assemblies on a two blade 
propeller will approximate $35 /hr. * 5 


hrs labor-$175 per propeller, it is 
estimated that 5.000 two-blade 
propellers will require replacement 
making the total cost for the fleet 
approximately $5,875,000. Because 
clamp assemblies manufactured since 
1959 only require inspection, it is 
unlikely that a fleet operator would have 
more than one or two propellers that 
require clamp replacement 
Additionally, compliance with this AD is 
a one-time cost, and any additional cost 
associated with blade damp 
replacement would be part of normal 
maintenance. Therefore, the FAA has 
determined that this proposed AD will 
not have a significant economic impact 
on a substantial number of small 
entities. 

Conclusion 

As described in supplementary 
information, the FAA has determined 
that this proposed document only 
involves a proposed regulation which is 
not considered to be major under 
Executive Order 12291, or significant 
under DOT Regulatory Policies and 
Procedures (44 FR 11034; February 26. 
1979). Therefore I certify that this is not 
a "major rule" under Executive Order 
12291; is not a "significant rule" under 
DOT Regulatory Policies and Procedures 
(44 FR 11034: February 28.1979]; and. if 
promulgated, will not have a significant 
economic impact on a substantial 
number of.small entities under the 
criteria of the Regulatory Flexibility Act. 
A copy of the draft evaluation prepared 
for this action is contained in the 
regulatory docket. A copy of it may be 
obtained by contacting thu person 
identified under the caption "FOR 
FURTHER INFORMATION CONTACT." 

List of Subjects in 14 CFR Part 39 

Propellers. Air Transportation, 
Aircraft, Aviation safely. 

The Proposed Amendment 

Accordingly, the FAA proposes lo 
amend $ 39.13 of Part 39 of Ine Federal 
Aviation Regulations (14 CFR 39 13) by 
adding the following new AD: 

llarUrlt Propeller Products Division: Apphe* 
lo ail Hartzeil Model ( |HC-{ H ) 

(X.V) senes propellers with Hartzeil Pari 
Number C-3d ) blade damp 
assemblies. 

Compliance is required at next overhaul or 
by January 1.1886. whichever occurs first. 

To prevent propeller blade clamp failure, 
accomplish the following: 

In) Replace all propeller blade clamp 
tifittemblitft which have serial numbers 
ranging frum 0 through 1)5293 with airworthy 
clamp assemblies. 

(hi Replace all propeller blade clamp 
assemblies which have mismatching serial 
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lumber* on each damp half or which have 
inre 'tdable serial numbers with airworthy 
Jump assemblies. 

[c) Mngnaflux inspect nil blade damp 
iwrablits which have aerial numbers 
arming from D5294 through K6333 in 
K<.c*d.mce with Hart 2 ell Service Instruction 
Co 1 fv9A dated February 1,1965. or FAA 
ipproved equivalent- Replace all defective 
iamp assemblies with airworthy clamp 
isN>mbliea. 

Note —Blade clamp assemblies with serin! 
lumber* subsequent to K6336 are not 

iffected by this AD. 

Aircraft may be ferried in accordance with 
he previsions of Federal Aviation 
Repulsions 21.197 and 21199 to a base where 
[he AD can be accomplished. 

Upon request, an equivalent means of 
;om pi lance with the requirements of this AD 
niy be approved by the Manager. Chicago 
Aircraft Certification Office, ACE-140C. 

FAA 2300 East Devon Avenue. Des Plaines. 
Moon 50018. telephone (312) 694-7130. 

The FAA will request the permission 
of the Federal Register to incorporate by 
reference the manufacturer's service 
information identified and described in 

this document. 

|Srcs 313(a). 601 and 603, Federal Aviation 
Act nf 1958 as amended (49 U.S.C. 1354(a), 

1421 and 1423): 49 ILS.C. 106(g) (Revised. Pub. 
L 9~-AA9, January 12,1963 f, and 14 CFR 11.85) 
biued in Burlington. Massachusettes, on 
Uarch », 1985. 

Robert E. Whittington. 

O. nr^ r New England Region. 

FR Doc 65-6872 Filed 3-21-65; 8:45 am) 

RJJR0 cooc at 


department of education 

Office of Elementary and Secondary 

Education 

34 CFR Part 251 

Indian Education Program — Formula 
Grants to Local Educational Agencies 
and Tribal Schools 

*G€ncy: Department of Education. 
actkdm: Notice of proposed rulemaking. 

Summary: The Secretary proposes to 
anienri the regulations governing the 
Wian Education Program—Formula 
k&nts to Local Educational Agencies 
»n<i Tribal Schools. These regulations 
being amended to implement recent 
“hanges made by Pub. L 96-396 to the 
^flinlenance of effort requirement 
ttnlained in the authority statute. 

Comments must be received on or 
“fore May 6.1965. 
a &ores$: Comments should be 
•ddre$$ed to Addon Baird. Chief. 

^Pport Services Branch. Indian 
Wucation Programs, LLS. Department of 
bfucaiion, 400 Maryland Avenue. S.W. 


(Room 2177, FOB-6), Washington. D.C. 
20202. 

FOR FURTHER INFORMATION CONTACT: 

Addon Baird. Telephone: (202) 732-1880. 
SUPPLEMENTARY INFORMATION: The 
proposed regulations would amend the 
regulations in 34 CFR Part 251 which 
implement section 306(b)(2) of Part A of 
the Indian Education Act of 1972 (Title 
IV of Pub. L 92-318, the Education 
Amendments of 1972, as amended). 
Section 306(b)(2) previously prohibited 
the payment of Part A formula grant 
funds to a local educational agency 
(LEA) unless the cognizant State 
educational agency (SEA) found that the 
applicant LEA maintained 100 percent of 
combined fiscal effort of the LEA and 
State, as determined in accordance with 
regulatory requirements. Pub. L 98-396 
amended Section 306(b)(2) of the Act by 
(1) reducing horn 100 percent to 90 
percent the combined fiscal efTort that 
must be maintained by the LEA: and (2) 
providing authority for the Secretary to 
waive that requirement for exceptional 
circumstances for one year only. 

The proposed regulations reflect the 
statutory reduction in the maintenance 
of effort requirement from 100 percent to 
90 percent (}§ 251.40(a)) and restate the 
Secretary's authority to waive the 
requirement under exceptional 
circumstances for one year only 
(S 251.41(a)). In addition, the proposed 
regulations: (1) clarify how the level of 
maintenance of effort is to be 
determined (J 251.40): (2) add the 
Secretary's criteria for consideration of 
a waiver of maintenance of effort 
(I 251.41(c)): and (3) establish a 
maintenance of effort standard to be 
applied to LEAs in the funding year 
immediately following their receipt of a 
waiver (5 251.42(a)) or a denial of a 
waiver (§ 251.42(b)). The Secretary 
considers those provisions of the 
proposed regulations that are not 
specifically mandated by statute to be 
necessary for the efficient 
administration of the program and for 
equitable treatment of alJ LEAs that 
seek funding under this program. 

The proposed regulations also revise 
§ 251.40 in its entirely for assistance to 
the reader. 

Executive Order 12291 

These proposed regulations have been 
reviewed in accordance with Executive 
Order 12291. They are not classified as 
major because they do not meet the 
criteria for major regulations established 
in the Order. 

Regulatory Flexibility Act Certification 

The Secretary certifies that these 
proposed regulations will not have a 


significant economic impact on a 
substantial number of small entities. 

The small entities affected by the 
regulations are local educational 
agencies. To the extent that the 
regulations affect States or State 
agencies they will not have an impact 
on small entities. States and State 
agenices are not considered small 
entities under the Act. 

Substantive changes in the regulations 
include a reduction in the maintenance 
of effort requirement and criteria for 
waiver of the requirement. 

The reduction in the maintenance of 
effort requirement in the regulations 
implements a statutory change. Criteria 
for waiver of the maintenance of effort 
requirement will not afreet a significant 
number of small entities. 

Intergovernmental Review 

This program is subject to the 
requirements of Executive Order 12372 
and the regulations In 34 CFR Part 79. 
The objective of the Executive Order is 
to foster an intergovernmental 
partnership and a strengthened 
federalism by relying on State and local 
processes for State and local 
government coordination and review of 
proposed Federal financial assistance. 

In accordance with the Order, this 
document is intended to provide early 
notification of the Department's specific 
plans and actions for this program. 

Paperwork Reduction Act of 1980 

These proposed regulations do not 
contain any new information collection 
requirements under the provisions of the 
Paperwork Reduction Act of 1980 (Pub. 

L 06-511). 

Invitation To Comment 

Interested persons are invited to 
submit comments and recommendations 
regarding these proposed regulations. 

The Secretary particularly invites 
public comments on the proposed 
6tandurd for determining an LEA's level 
of maintenance of effort for funding in 
the year following the year for which a 
waiver wa9 granted (5 251.42(a)). The 
application of the standard might result 
in the LEA's failure to maintain effort for 
a second year and, therefore, denial of a 
grant. In proposing this standard, the 
Secretary believes an LEA that has 
enjoyed the benefits of a waiver 
reasonably may be expected to attain, 
by the following year, at least 90 percent 
of the standard it failed to meet for the 
year in which the waiver was granted. 
Commenters may wish to propose 
alternative standards for the Secretary's 
consideration. 
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The Secretary also invites comments 
on whether LEAs that have been denied 
waivers and grants should be treated 
the next year the same as LEAs applying 
for the first time (5 251.42(b)). The 
Secretary believes that holding LEAs to 
the prior year standard, which they 
were unable to meet, could amount to a 
double penalty and would therefore be 
inequitable. Commenters may wish to 
propose alternative standards for 
determining maintenance of effort in 
these cases for the Secretary’s 
consideration. 

All comments submitted in response 
to these proposed regulations will be 
available for public inspection, during 
and after the comment period, in Room 
2177. FOB-6, 400 Maryland Avenue, 
S.W.. Washington, D.C., between the 
hours of 8:30 a.m. and 4:30 p.m., Monday 
through Friday of each week except 
Federal holidays. 

To assist the Department in complying 
with the specific requirements of 
Executive Order 12291 and the 
Paperwork Reduction Act of 1980 and 
their overall requirement of reducing 
regulatory burden, public comment is 
invited on whether there may be further 
opportunities to reduce any regulatory 
buitiens found in these proposed 
regulations. 

List of Subjects in 34 CFR Part 251 

Education. Elementary and secondary 
education. Grant programs—education. 
Grant programs—Indians. Indians— 
education. 

Citation of Legal Authority 

A citation of statutory or other legal 
authority is placed in parentheses on the 
line following each substantive 
provision of these proposed regulations. 

(Catalog of Federal Domestic Assistance No. 
54.060. Indian Education—Formula Grants to 
Local Educational Agencies and Tribal 
School) 

Dated: March 18,1965. 

William J. Bennett. 

Secretary of Education. 

The Secretary proposes to amend Part 
251 of Title 34 of the Code of Federal 
Regulations as follows: 

PART 251—FORMULA GRANTS- 
LOCAL EDUCATIONAL AGENCIES 
AND TRIBAL SCHOOLS 

1. Section 251.40 is revised to read as 
follows: 

9 251.40 What is the maintenance of effort 
requirement? 

(a) Subject to the granting of a waiver 
under 9 251.41, the Secretary does not 
make payments to an LEA for any fiscal 
year unless the appropriate SEA finds 


that the combined fiscal effort of that 
LEA and the State with respect to the 
provision of free public education by 
that LEA for the preceding fiscal year 
was not less than 90 percent of the 
combined fiscal effort for that purpose 
for the second preceding fiscal year. 

(b) For purposes of determining 
maintenance of effort, the preceding 
fiscal year" means the Federal fiscal 
year or the 12-month fiscal period most 
commonly used in a State for official 
reporting purposes prior to the beginning 
of the Federal fiscal year in which funds 
are awarded. 

Example: For funds awarded in fiscal year 
1985 for expenditure by LEAs during the 
1985-86 school year, if a State is using the 
Federal fiscal year, the "preceding fiscal 
year’* is fiscal year 1984 (which began on 
October 1.1963). The "second preceding 
fiscal year" is fiscal year 1983 (which began 
on October 1.1982). If a State is using a fiscal 
year that begins on ]uly 1. the "preceding 
fiscal year" is the 12-mongh fiscal period 
ending on June 30.1984. The "second 
preceding fiscal year" Is the 12-month fiscal 
period ending on June 30,1963. 

(c) (1) For the purpose of making the 
finding described in paragraph (a) of 
this section, an SEA may compute 
combined fiscal effort on the basis of 
either aggregate expenditures or per 
pupil expenditure. 

(2) (i) As used in this section. 
'Aggregate expenditures'* means 
expenditures by the LEA and the State 
for free public education provided by 
that LEA. 

(ii) The term includes expenditures for 
administration, instruction, attendance, 
health services, pupil transportation 
services, operation and maintenance of 
plant, fixed charges, and net 
expenditures to cover deficits for food 
services and student activities. 

(iii) The term does not include 
expenditures for community services, 
capital outlay and debt service, or any 
expenditures from funds granted under 
Federal programs of assistance. 

(3) As used in this section, "per pupil 
expenditure" means aggregate 
expenditures divided by the number of 
pupils in average daily attendance at the 
LEA’s schools—as determined in 
accordance with State law—during the 
fiscal year for which the computation is 
made. 

(20 U.S.C. 241**(b){2)) 

2. A new § 251.41 is added to Subpart 
E to read as follows: 

9 251.41 When may the Secretary grant a 
waiver of tha maintenance of effort 
requirement? 

(a) The Secretary may grant a waiver, 
for one year only, of the maintenance of 
effort requirement in 9 251.40. if the 


Secretary determines that the LEA's 
failure to meet that requirement is din* 
to exceptional circumstances. 

(b) An LEA may ask the Secretary la 
grant a waiver of the maintenance of 
effort requirement by submitting a 
request for a waiver that includes a 
description of the circumstances that tfu 
LEA considers to be exceptional. 

(c) (1) Exceptional circumstances 
include but are not limited to— 

(1) A natural disaster, or 

(ii) A precipitious and unforeseen 
decline in the financial resources of the 
LEA. 

(2) The Secretary does not consider 
tax initiatives or referenda to be 
exceptional circumstances. 

(d) If the Secretary’ grants a waiver 
under paragraph (a) of this section, the 
affected LEA may receive its full 
allocation of formula grant funds. 

(20 U.S.C. 241ee(bJ(2)) 

3. A new 9 251.42 is added to Subp rt 
E to read as follows: 

$ 251.42 What Is tha effect of a waiver ot 
denial of a waiver on determine* ion of »n 
LEA’s maintenance of effort in the 
following year? 

(a) To meet the maintenance of effurt 
requirement for the fiscal year following 
the fiscal year for which a waiver was 
granted, the LEA’s combined fiscal 
effort for the preceding fiscal year mint 
be at least 18 percent of the level of th«* 
third preceding fiscal year. 

Example: An LEA was granted a waive: in 
fiscal year 1985 because its fiscal effort in 
preceding fiscal year (1984) was less than 
percent of its fiscal effort in the second 
preceding fiscal year (1983) due to 
exceptional circumstances. In determining 
maintenance of effort for purpose of fundi: g 
in fiscal year 1986. the LEA’s combine fist il 
effort for the preceding fiscal year (19851 nui 
be at least 81 percent (90 percent of 90 
percent) of its fiscal effort in the third 
preceding fiscal year (1983). 

(b) To meet the maintenance of effort 
requirement for the fiscal year following 
the fiscal year for which a waiver was 
denied, the LEA's combined fiscal effort 
for the preceding fiscal year must be at 
least 90 percent of the fiscal effort in the 
second preceding fiscal year. 

Example : An LEA is denied a waiver, and 
grant, in fiscal year 1985 because its fiscal 
effort in the preceding fiscal year (1964) w *• 
less than 90 percent of its fiscal effort in thfl 
second preceding fiscal year (1983) and the 
Secretary determined that the circumitan< <•« 
were not exceptional. To meet the 
maintenance of effort required for funding in 
1988. the LEA's combined fiscal effort for the 
preceding fiscal year (19$5J mu9t be at least 
90 percent of the actual fiscal effort in the 
second preceding fiscal year (1984). 
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pj U.&C. 241cc(b)(2)) 

JFK Doc 85-6670 Filed 3-21-B5: 645 am) 

MXMR COOK •OOa-OI-M 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 86 

FRL-2802-7] 

Control of Air Pollution From New 
Motor Vehicles and New Motor Vehicle 
Engines; Nonconformance Penalties 
for Heavy-Duty Engines and Heavy- 
Duty Vehicles, Including Light-Duty 
Trucks 

agencV: Environmental Protection 
Agency (EPA). 
ac now: Proposed rule. 

summary; This is a notice that EPA is 
cancelling the public hearing on 
proposed rules (50 FR 9204. March 6, 
1985) concerning nonconformance 
penalties for heavy-duty engines and 
hi ivy-duty vehicles, including light-duty 
trucks, and that EPA is extending the 
comment period on the proposed rules 
from April 5. 1985 to April 24.1985. as 
requested by a commenter. EPA is also 
announcing that the sections entitled 
Annual Adjustments" and "NCP 
Formula" in the preamble of the 
proposal (50 FR 9213) contain 
typographical errors; however, the 
corresponding sections in the regulatory 
language of the proposal (50 FR 9224) 
srv correct. 

The hearing was scheduled to take 
place, if requested, on March 25,1985, 
beginning at 9:00 a.m. in the conference 
room at the EPA Motor Vehicle 
Emissions Laboratory, 2565 Plymouth 
Road. Ann Arbor, Ml. 48105. The hearing 
is bring cancelled because it was not 
requested by March 18.1985, as required 
by the proposal (50 FR 9204). (One 
commenter did request a hearing, but 
thul request was subsequently 
withdrawn.) 

Oates: All comments on the 
1 1 mformance penalty proposal (50 

FR 9204. March 8. 1985) should be 
received on or before April 24.1985. 
addresser: Send written comments to: 
Public Docket EN-B5-02, Central Docket 
Section (A-130), Environmental 
flection Agency, 401 M Street SW. f 
^Whtngton. DC 20460. If possible, a 
copy of the written comments should be 
submitted to the EPA contact listed 
below. 

F °* FURTHeR information contact. 

Robert Montgomery, Manufacturers 
Operations Division JBN-340F], 
Environmental Protection Agency. 401 M 


Street. SW.. Washington. DC 20460, 
Telephone: (202) 382-2500. 

Dated: March 19.1965. 

Charles L Elkins. 

Acting Assistant Administrator for Air and 
Radiation. 

[FR Doc. 85-67B2 Filed 3-21-65: 8:45 am] 

WLUMO CODE M40-4S-N 


DEPARTMENT OF THE INTERIOR 

Bureau of Reclamation 

43 CFR Part 418 

Newlands Reclamation Project, 
Nevada; Truckee River Storage 
Project. Nevada; and Washoe 
Reclamation Project, Nevada- 
California (Truckee and Carson River 
Basins, Califomla-Nevada); Pyramid 
Lake Indian Reservation, NV; Stillwater 
Area, Nevada 

agency: Bureau of Reclamation, 

Interior. 

action: Proposed rule. 

summary: The proposed rule will amend 
43 CFR 418 to include revised 
procedures for operation, management 
and control of the Truckee and Carson 
Rivers for the Newlands Project The 
existing rules were promulgated in 1967, 
but excess diversion of Truckee River 
water under those rules has depleted 
flows on the lower Truckee River and 
into Pyramid Lake. The depleted flows 
have adversely impacted the threatened 
and endangered fishery species in 
Pyramid Lake. The proposed rule will 
enable the implementation of new 
operating criteria and procedures for the 
Newlands Project that will limit 
diversions of Truckee River water while 
ensuring that all water users on the 
Newlands Project receive the amount of 
water to which they are legally entitled. 
dates: Comments should be submitted 
to the Bureau of Reclamation on or 
before April 22.1985. 
address: Submit comments to: David G. 
Houston. Regional Director. Mid-Pacific 
Region, Bureau of Reclamation. 2800 
Cottage Way. Sacramento. California 
95825. 

FOR FURTHER INFORMATION CONTACT. 

fames Moore, Regional Supervisor of 
Water and Power Resources 
Management. Mid-Pacific Regional 
Office. Telephone (918) 484-4201. 

SUPPLEMENTARY INFORMATION: 

Classification 

The Department of the Interior has 
determined that this document is not a 
major rule under E.0.12291 and certifies 


that this document will not have a 
significant economic effect on a 
substantial number of small entities 
under the Regulatory Flexibility Act (5 
U.S.C. 601 et seq ) The proposed rule 
will not affect the economy, competition, 
employment or productivity of the 
Newlands Project area. The proposed 
rule revises existing procedures for 
project operation and management, but 
all project water users will continue to 
receive the amount of water to which 
they are legally entitled. 

Regulatory Analysis 

Not required for this rulemaking. 
Environmental Impact Statement 

The proposed regulation in itself will 
not significantly affect the environment. 
The implementation of operating criteria 
and procedures (OCAP) for the 
Newlands Project that would occur in 
accordance with the amended 43 CFR 
Part 418 would require an environmental 
assessment. The Bureau of Reclamation 
has prepared such an environmental 
assessment a Notice of Availability was 
published in the Federal Register on 
February 12.1985 (Vol. 50, No. 29, pages 
5934-5947). 

The policy of the Department of the 
Interior is, whenever practicable, to 
afford the public an opportunity to 
participate in the rulemaking process. 
Accordingly, interested persons may 
submit written comments, suggestions, 
or objections regarding the proposed 
rule to the location identified in the 
Addresses section of this preamble. 
Comments must be received on or 
before 30 days after publication in the 
Federal Register. 

Paperwork Reduction Act 

This rule does not contain information 
collection requirements which require 
approval by the Office of Management 
and Budget under 44 U.S.C. 3501 et seq. 

The existing rules in 43 CFR Part 418 
were promulgated in 1987, under the 
authority of the Reclamation Act of 1902 
(32 Stat. 388) and 43 U.S.C. 373. Those 
rules permitted excess diversions from 
the Truckee River for the Newlands 
Project, which reduced flows in the 
lower portion of the Truckee River and 
into Pyramid Lake. Threatened and 
endungered fish species in Pyramid Lake 
were adversely impacted by the reduced 
inflows. Numerous court cases over 
water rights resulted from the 
controversy, many of which are still 
pending. The proposed amendments of 
43 CFR Part 418 will enable the 
Secretary of the Interior to limit Truckee 
River diversions for the Newlands 
Project, thus making additional water 
















11516 


Federal Register / Vol. 50. No. 56 / Friday. March 22. 1985 / Proposed Rules 


available for the fisheries. The Secretary 
will also be able to ensure that project 
water users receive the water supply to 
which they are legally entitled. The 
proposed rule will thus enable the 
Newlands Project to be operated as 
effectively as possible to meet the needs 
of all water user entities and the 
Pyramid Lake Tribe. 

List of Subjects in 43 CFR Part 418 

Fisheries. Indians—lands. Irrigation, 
Reclamation, Water pollution control. 
Water resources. Water supply. 

The revised 43 CFR Part 418 would 
read us follows: 

PART 418—NEWLANDS 
RECLAMATION PROJECT, NEVADA, 
TRUCKEE RIVER STORAGE PROJECT. 
NEVADA, AND WASHOE 
RECLAMATION PROJECT. NEVADA- 
CALIFORNIA (TRUCKEE AND CARSON 
RIVER BASINS, CALIFORNIA- 
NEVADA); PYRAMID LAKE INDIAN 
RESERVATION, NEVADA, 

STILLWATER AREA, NEVADA 

Sec 

418,1 Statement of considerations leading to 
the proposed adoption of general 
operating criteria and principles relating 
to the captioned stream systems. 

4182 Definitions. 

418 3 Procedures for operation, management 
and control of the Truckee and Carson 
Rivers in regard to exercise of water 
rights of the United States. 

418.4 District’s operation of the irrigation 
works. 

418.5 Water rights. 

418 6 Operating criteria. 

Authority: Sec. 10. 32 Stat. 388. et seq . . . 
U.S.C, 373. 

§ 418.1 Statement of consideration* 
leading to the proposed adoption of 
general operating criteria and principles 
relating to the captioned stream systems. 

(a) Under authority of the Act of 
Congress approved June 17. 1902 (32 
Stat. 388). commonly known as the 
Reclamation Act. and acts amendatory 
thereof or supplementary thereto, 
including the Washoe Project Act of 
August 1,1956 (70 Stat. 775), as amended 
by the Act of August 21,1958 (72 Stat. 
705). the Secretary of the Interior is 
charged with responsibility for the 
management of the water supplies 
available to the Newlands Project. 
Nevada, to the Truckee River Storage 
Project. Nevada, and to the Washoe 
Project. Califomia-Nevada. He is also 
required to provide for the construction, 
operation and maintenance of the 
authorized facilities and to provide for 
the proper management and 
administration of such facilities as well 
as of project lands and services. 


(b) Under the Constitution and 
various acts of Congress, the United 
States is trustee for the Indians and in 
that status it is obligated to protect and 
preserve the rights and interests of the 
Py ramid Lake Tribe of Indians in the 
Truckee River and in Pyramid Lake. 

This trust responsibility is vested in the 
Secretary' of the Interior. It is in the 
national interest that the fishery 
resource of Pyramid Lake be restored, 
that agricultural use be developed, and 
that the water inflow to the Lake be 
such as to allow realization of the great 
potential thereof, including recreation. 
The regulations in this part set forth 
Departmental controls to limit 
diversions for the Newlands Project 
from the Truckee River within decreed 
rights, and thereby make additional 
water available for delivery to Pyramid 
I«ake. 

(c) The Secretary is charged by law 
with the protection and conservation of 
migratory birds, and with maintaining 
the integrity of the refuge system 
developed pursuant to the Migratory 
Bird Treaty Act (16 U.S.C. 703-711). and 
the Migratory Bird Conservation Act (16 
U.S.C. 715-715r). The lower Carson 
River Basin is within a major division of 
the Pacific Fly way and provides part of 
the refuge system. 

Id) The area of the Truckee und the 
Carson River Basins is one of short 
water supply and its continuously 
subject to increasing competitive 
demands. 

(e) The rules and regulations in this 
part are formulated and issued by 
reason of the foregoing considerations 
and they have been developed within 
the framework of agreements, decrees, 
understandings, and obligations of the 
United States or to which the United 
States is a party. The rules and 
regulations in this part will be revised as 
experience indicates the need. 

§416.2 Definitions. 

As used in this part: 

(a) “Truckee River Decree*’ means the 
decree entered in the action entitled 
“United States v. On* Water Ditch Co. et 
al.,“ in the U.S. District Court. Nevada. 
Equity No. A-3. 

(b) “Carson River Decree” means the 
decree entered in the action entitled 
“United States v. Alpine Land and 
Reservoir Co. et a!.,” in U.S. District 
Court. Nevada (Equity No. D-183). 

(c) “Irrigation works” means the 
works of the United States constructed 
for the primary purpose of irrigating the 
lands of the Newlands Project within the 
boundaries of the Truckee-Carson 
irrigation District, and including Derby 
Dam, Lake Tahoe Dam, the Truckee 
Canal. Lahontan Dam and Reservoir. 


Carson Diversion Dam, T Canal. V 
Canal, and all other canals, turnouts, 
pumping plants and works necessary to 
irrigate and drain project lands. 

§ 418.3 Procedures for operation, 
management and control of the Truckee 
and Carson Rivera in regard to exercise of 
water rights of the United States. 

In order to make the most efficient use 
of the available water Periodically, the 
Regional Director of the Bureau of 
Reclamation, after consultation with thf 
Area Director of the Bureau of Indian 
Affairs and the Regional Director of th»* 
Fish und Wildlife Service, shall 
recommend changes in the operating 
criteria and procedures consistent with 
the guidelines set forth herein for the 
approval of the Secretary of coordinated 
operation and control of the Truckee 
and Carson Rivers in regard lo the 
exercise of water rights of the United 
States, so as to (a) comply with all of the 
terms and provisions of the Truckee 
River Decree and the Carson River 
Decree: and (6) maximize the use of the 
flows of the Carson River in satisfaction 
of Newlands Project's water entitlement 
and minimize the diversion of flows of 
the Truckee River for District use in 
order to make available to Py ramid Lake 
as much water as possible. 

§ 416.4 District s Operation of the 
Irrigation work*. 

(u) The operation of the irrigation 
works, including the diversion of water 
shall be in compliance with all of the 
terms and provisions of the Truckee 
River Decree and the Carson River 
Decree, the rules and regulations in this 
part, and the operation criteria and 
procedures adopted by the Secretary 

(b) It is determined that a water 
supply of not more than 406,000 acre* 
feet from both Truckee and Carson 
Rivers, if available, may be diverted in 
any year to irrigate Project irrigable 
lands. 

(c) It is further determined in regard to 
the operation and control of the ThicVee 
and Carson Rivers that the quantity of 
water, if available, to be diverted for the 
Project may be determined by operating 
criteria and procedures made in 
accordance with the standards set forth 
in § 418.3. 

(d) The Project’s water supply noted 
in paragraph (b) and (c) of this section 
shall be measured at the gaging station 
below Lahontan Dam and at diversion 
points along the Tntckee Canal. 
Measurements shall be made by the 
Project Operation through facilities and 
by methods satisfactory to the Secretary 
of the Interior or his representative and 
shall be compiled on a water-year basis 
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ia tending from October 1 to September 

30- 

|e) All water passing the gaging 
station below Lahontan Oam shall be 
charged against the Project's yearly 
supply of not more than four hundred 
and six thousand (406.000) acre-feet, 
excepting uncontrollable spillage from 
Lahontan Reservoir, and further 
excepting precautionary drawdown of 
the Reservoir to create space for storing 
flood waters from the Carson River 
basin, provided such drawdown is 
neither stored dowmstream in Project 
facilities nor used on the Project for 
irrigation, 

(f) The United States may temporarily 
store part of the Project's supply in 
upstream facilities provided that water 
so stored which is within the Project 
landowner's entitlement shall be 
credited to the Project and shall be 
released to the Project at its request. At 
am one time, the sum of the storage in 
Uhontan Reservoir and the total related 
creditable storage upstream shall not 
ca< ecd the present storage capacity of 
Lahontan Reservoir, which is here 
defined a two hundred and ninety 
thousand (290,000) acre-fecl, plus, 
however, in the event of such storage 
upstream, an additional amount equal to 
anticipated losses in transmission 
downstream to the Project. In addition, 
the Project Operator may store in 
Project reservoirs downstream of 
Lahontan Reservoir a quantity of water 
presently estimated to be 35.000 acre- 
feet. 

(k) Deliveries of water from the 
Tnkkee Canal into Lahontan Reservoir 
(when water is available and the Project 
is entitled to it) shall be permitted only 
w lung as the total storage credited to 
L.hontan Reservoir in that reservoir and 
‘n upstream facilities, at any one time, is 
nui more than two hundred and ninety 
thousand (290.000) acre-feet plus an 
amount equal to anticipated losses in 
transmission downstream from storage 
reservoir to Lahontan Reservoir. 

(h) Hydropower generation at 
Lahontan and V canal power plants 
be incidental only to releases or 
diversions of water for beneficial 
consumptive uses, except that power 
may be generated from water that 
would otherwise constitute 
uncontrollable spill or precautionary 
drawdown. 

$ 5 Water rights. 

The regulations in this part prescribe 
* tter uses within existing rights, lire 
filiations in this pari do not. in any 
change, amend, modify, abandon, 
diminish, or extend existing rights. 


$ 418.6 Operating criteria. 

Starting in 1985, operating criteria and 
procedures will be published for each 
water-year. Those rules shall supersede 
all previous rules and regulations 
regarding operation of the Newlands 
Project. 

Dated: March 12,1985. 

Robert N\ Broadbent. 

Assistant Secretary of the Interior . 

|FR Doc. 85-6733 Filed 3-21-85; 8:45 am) 
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Bureau of Land Management 
43CFR Part 3160 

Onshore Oil and Gas Operations 

agency: Bureau of Land Management. 
Interior. 

action: Notice of intent to propose 
rulemaking. 

Summary: The Bureau of Land 
Management is considering revising 
provisions of 43 CFR Part 3160 added by 
a final rulemaking published in the 
Federal Register on September 21.1984 
(49 FR 37356). to implement the Federal 
Oil and Gas Royalty Management Act of 
1982. These provisions, which became 
effective on October 22,1984. have been 
the subject of several public meetings 
during January and February 1985. In 
response to concerns identified during 
those meetings, the Bureau of Land 
Management invites both written and 
oral comments on the need for and 
extent of changes to the regulations as 
well as on the development of a list of 
potential violations that are described in 
43 CFR 3163.4-1 (d). During this 
rulemaking process, the Bureau will 
operate under policy guidance 
restricting the exercise of certain 
discretionary actions. 

OATES: Comments should be submitted 
by May 21,1985. 

Comments will be accepted until the 
time a proposed rulemaking is published 
in the Federal Register. Comments 
postmarked or received after the above 
date may be considered as part of the 
decisionmaking process in preparing a 
proposed rulemaking. 
address: Comments should be 
submitted to: Director (140). Bureau of 
I.and Management. Main Interior Bldg. 
Room 5555,1800 C Street, N.W.. 
Washington, D.C. 20240. 

Anyone wishing to arrange for the 
submission of oral comments, contact 
either 

Frank Salwerowicz. (303) 294-7136 
or 

Cene Daniels. (406) 657-6291 


or 

Tom Leshendok, (702) 784-5676 
or 

Ken Moyers, (303) 231-3380 
All comments, both written and 
summaries of the oral comments, will be 
available for public review in Room 5555 
of the above address during regular 
business hours (7:45 a.m. to 4:15 p.m.). 
Monday through Friday. 

FOR FURTHER INFORMATION CONTACT: 

Frank Salwerowicz, (303) 294-7136, 

(FTS) 564-7136. 

SUPPLEMENTARY INFORMATION: The 

Bureau of Land Management has 
become aware, through public meetings 
and written comments presented at 
those meetings, of recommendations 
regarding the inspection and 
enforcement program for onshore oil 
and gas operations. The comments at 
these public meetings have been made 
by the petroleum industry, some Indian 
tribes and other government agencies. 
The Bureau of Land Management is 
requesting additional participation in 
reviewing and possibly amending the 
existing regulations from the petroleum 
industry, Indian tribes. State 
Governments, other Federal agencies, 
public interest groups and all other 
interested individuals. It is the intent of 
the Bureau to more clearly define the 
operational requirements of the Federal 
Oil and Gas Royalty Management Act. 
While the necessary in-depth analysis of 
these regulations is occurring, the 
Bureau, through the exercise of its 
delegated discretionary authority, is 
taking interim actions to: (1) Suspend 
the use of the assessment for 
noncompliance provisions of 43 CFR 
3163.3 (c) through (j). except where 
actual loss or damage can be 
ascertained: (2) suspend the application 
of administrative penalties under 43 
CFR 3163.4-l(u) except for failure to 
abate major violations that are required 
to be corrected in less than 20 days and 
which have the immediate potential to 
affect public health and safety, cause 
significant environmental damage, affect 
production or royalty accountability, 
and those where drilling or other 
operations are conducted without prior 
approval: and (3) delay processing of 
inspection and enforcement 
assessments for the period October 22. 
1984. to January 4. 1985. pending a ruling 
from the Comptroller General regarding 
the Bureau's request to retroactively 
apply a "cap" on all Bureau 
assessments. In addition, the Bureau is 
issuing clarifying administrative 
instructions on: (1) the criteria to be 
used in determining whether a given 
violation should be considered as one 
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“knowingly or willfully” committed 
pursuant to 43 CFR 3163.4~l(b): (2) the 
requirement for fifth business day 
notification of new or resumed 
production pursuant to 43 CFR 3162.4- 
1(c); and (3) the technical and 
procedural review provisions of 43 CFR 
3165.3. The Bureau will continue to 
ensure compliance with the provisions 
of 43 CFR Part 3160 during this process, 
using all authorized steps at its disposal. 
| Steven Grilw. 

Deputy Assistant Secretary of the Interior. 
March 19.1985- 

|FR Doc. 85-6913 Filed 3-21-45: 8 45 am) 

BILLING COO€ OX>-#4-4l 


LEGAL SERVICES CORPORATION 

45 CFR Part 1601 

By-Laws of the Legal Services 
Corporation 

agency: Legal Services Corporation. 
action: Proposed rule; amendment. 

SUMMARY: On January 4. 1985. the Legal 
Services Corporation republished, for 
comment, the By-Laws which had 
become effective on May 19.1984. As a 
result of the comments received, the 
Corporation's Board of Directors voted 
to amend the By-Laws on Murch 8. 1985. 
The amendments make two major 
changes to the By-Laws and six minor or 
technical changes to the By-Laws. The 
major changes regard the scheduling of 
meetings, the use of telephonic 
participation in meetings and special 
meetings, and emergency* proceedings. 
Six minor changes have been made, 
including the term of Directors, 
compensation of Directors and the 
President of the Corporation, general 
notice of meetings, executive sessions, 
and public participation in meetings of 
the Board. 

dates: Comment must be submitted on 
or before April 22.1965. 
addresses: Comments should be 
mailed to: Office of Genera! Counsel. 
Legal Services Corporation, 733 15th 
Street. N.W.. Suite 601. Washington. 

D.C. 20005. 

FOR FURTHER INFORMATION CONTACT. 

Richard N. Bagenstos. Acting Deputy 
Ceneral Counsel. (202) 272-4010. 
SUPPLEMENTARY INFORMATION: Due to 
comments received by the I^gal 
Services Corporation since September. 
1984. the Board of Directors, after due 
deliberation, decided to republish the 
Corporation's By-Laws that had become 
effective on May 19. 1984. The By-Laws 
are republished for comment on January 
4. 1985, at 50 FR 495. Comments were 


received and considered. On March 8. 
1985. the Board, acting upon 
recommendations of its Operations and 
Regulations Committee, approved 
amendments of the By-Laws. The exact 
amendments are noted below on a 
section-by-section basis. Because 
substantive changes in the By-Laws 
have been proposed, the amendments to 
the proposed regulations are being 
published for further comment. 

Section 1601.0(c). 

The expiration date of Directors’ 
terms has been amended. The date July 
13,1984, following the words “the terms 
of six Directors of the Board shall 
expire** is changed to July 13,1987. This 
change is technical in nature. It 
recognizes that the date July 13,1984, 
has passed and that Directors were not 
confirmed to fill vacant seats. 

Section 1601.14 Compensation . 

The proposed amendment adds 
language that recognizes the fact, that, 
presently, compensation of Directors is 
restricted by language in the 
appropriations acts under which the 
Corporation has been funded in recent 
years. The amendment further 
recognizes that future appropriations 
acts or authorizing acts may also 
contain restrictions on compensation of 
Directors not contained in the Legal 
Services Corporation Act of 1974. as 
amended. 

Section 1601.15 Meetings. 

Three additions have been made, one 
technical and two substantive. 

The technical addition adds the letter 
“s“ to the word “agree" In the first 
sentence. This change reflects the 
proper English form of verbs following 
singular subjects. 

Two new sentences have been added 
to S 1601.15(b). These sentences allow 
the Board, by majority vote, to 
reschedule a meeting in advance of the 
scheduled date of the meeting noticed. 
Notice of such a change must be mailed 
to each Director at least twenty-one 
days before the rescheduled date or 
telegraphed at least fifteen days before 
such rescheduled date. The notice must 
specify the place, date, and hour of the 
rescheduled meeting. 

A new paragraph (c) has been added 
to § 1601.15. This new paragraph allows 
Directors to participate in meetings by 
way of conference telephone if a 
quorum of the Directors are physically 
present at the meeting. Participation 
under this section must be by telephone 
conference call or by any means of 
communication by which all members of 
the board may hear one another and by 
which interested members of the public 


are able to hear and identify all persons 
participating in the meeting. 

This section allows telephonic 
participation in all meetings. However, 
the safeguard of a physically present 
quorum is added to prevent possible 
abuse. 

Section 1601.16 Special Meetings. 

The first sentence of this section has 
been deleted. The deletion reflects the 
addition of § 1601.15(c). Because of that 
addition, the first sentence of $ 1601.16 
is no longer necessary. 

Section 1601.19(c). 

The amendment provides that general 
notice of meetings must also be sent to 
program directors. This addition reflects 
the Corporation's present practice and is 
in response to comments received- It 
ensures that programs will receive 
timely notice of meetings. 

Section 1601.22 Public Meetings 
Executive Sessions. 

The words “to close a meeting or any 
portion of a meeting** in the first 
sentence has been replaced with the 
words “that consideration of a specific 
matter should be closed". This change is 
made in response to comments received 
by the Corporation regarding executive 
sessions. The change clarifies that 
consideration of specific matters may be 
closed under the Government in the 
Sunshine Act. 

Section 1601 £3 Public Participation. 

Two additions have been made. The 
sentence “The Board welcomes written 
and other communications from 
members of the public." has been added 
to the beginning of the section. The 
word “Other" has been added to the 
beginning of the last sentence of the 
section. Both changes respond to 
comments received and reflect the 
Board's desire to have public input at its 
meetings. The second change recognizes 
the Chairman's ability to allow members 
of the public to address the Board even 
if they have not been able to request to 
do so in writing. 

Section 160124 Emergency 
Proceedings. 

This section has been entirely 
rewritten. Comments received 
expressed the opinion that the section, 
as originally passed, violated the 
Government in the Sunshine Act. 
Several commentators recommended tbr 
removal of disrupting members of the 
public if the disruption prevents the 
Board from conducting its business The 
proposed amendment is the result of a 
combination of alternatives offered to 
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the Board The revised section allows 
th • Board, by majority vote, to give the 
Chairman or presiding officer the 
authority to hove disrupting members of 
the public removed from the meeting if 
in the opinion of the Chairman, the 
Directors are rendered incapable of 
conducting a meeting by the acts or 
conduct of such members of the public 
present. 

This proposed amendment gives the 
Board thfj ability to conduct its business 
free of disruption while still obeying the 
letter and the spirit of the Government 
in the Sunshine Act. 

fret ion 1601.36 Compensation . 

The words "Except as otherwise 
provided by Pub. L 98-166 or 
subsequent legislation," have been 
added to the beginning of the section. 
This addition recognizes the additional 
resinctions on compensation of the 
President of the Corporation placed by 
the appropriations acts under which the 
Corporation has been operating and that 
future legislation may contain further 
restrictions not contained in the Legal 
Services Corporation Act of 1974, as 
amended. 

List of Subjects in 45 CFR Part 1601 

Administrative practice and 
procedure. Organization and functions 
fkiHi-rnment agencies). Seals and 

insignias* 

PART 1601H AMENDED) 

For the reasons set out above. 45 CFR 
Part 1601 is proposed to be amended as 

follows: 

§1601,8 I Amended! 

1 Paragraph (c) of § 1601.8 is 
amended by removing the numeral 
"1984 ’ after "the terms of six Directors 
of the Board shall expire on juiy 13." 
and inserting in its place the numeral 
‘1967". 

) 1601,14 (Amended! 

I Section 1601.14 is amended by 
inverting the words "Except to the 
* xte nt Legal Services Corporation is 
restricted by Pub. L98-166 and 98-411 
of subsequent appropriation or 
authorizing acts." at the beginning of the 
section before the words "Directors 
*ha!l be entitled". 

5 1601,15 (Amended] 

3 Paragraph (b) of 5 1601.15 is 
■mended by adding the letter "s" to the 
J*ord agree" following the words 
Directors of the Board" in the first 
fence. 

Paragraph (b) of § 1601.15 is further 

■mended by inserting the sentences "In 
^ cv *nt a majority of the members of 
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the Board agrees to reschedule a 
meeting to a date in advance of the 
scheduled date for such meeting, notice 
of such rescheduling shall be mailed to 
each Director at least twenty-one days 
before the rescheduled date for such 
meeting or shall be telegraphed or 
delivered at least fifteen days before 
such rescheduled date. Every such 
notice shall specify the place, date, and 
hour of the rescheduled meeting." after 
the last sentence of paragraph (b). 

5. Section 1601.15 is further amended 
by adding a new paragraph (c) which 
reads as follows: 

• • • • • 

(c) If a quorum of the Directors are 
physically present at a meeting of the 
Board, other Directors may participate 
in a meeting of the Board by means of 
conference telephone or by any means 
of communication by which all persons 
participating in the meeting are able to 
hear one another and by which 
interested members of the public are 
able to hear and identify ail persons 
participating in the meetings. 

§1601.18 (Amended! 

6. Section 1601.16 is amended by 
removing in its entirety the first 
sentence of the section. 

§ 1601.19 (Amended) 

7. Paragraph (c) of § 1601.19 is 
amended by inserting the words "and 
the program director" before the words 
"of every recipient." in the second 
sentence. 

§1601.22 (Amended) 

8. Section 1601.22 is amended by 
removing the words "to close a meeting 
or any portion of a meeting" before the 
words "to public observation" is the 
first sentence and inserting in their 
place the words "that consideration of a 
specific matter should be closed". 

§1601.23 (Amended) 

9. Section 1601.23 is amended by 
inserting the sentence ’The Board 
welcomes written and other 
communication from members of the 
public." at the beginning of the section. 

10. Section 1601.23 is further amended 
by inserting the word "Other" before the 
word "Member" in the last sentence of 
the section and by replacing the capital 
"M" In "Member" with a lower case 
"m". 

11. Section 1601.24 is revised to read 
as follows: 

§ 1601.24 Emergency proceedings. 

If. in the opinion of the Chairman, the 
Directors are rendered incapable of 
conducting a meeting by the acts or 
conduct of any members of the public 


present at the meeting, the Directors 
may thereupon determine by a recorded 
vote of the majority of the number of 
Directors present at the meeting that the 
Chairman or presiding officer of the 
Board shall have the authority to have 
such members of the public who are 
responsible for such acts or conduct 
removed from the meeting. 

§ 1601.38 | Amended | 

12. Section 1601.38 is amended by 
replacing the initial capital "T* with a 
lower case "t" and inserting the words 
"Except as otherwise provided by Pub. 

L. 98-166. 98—111 or subsequent 
legislation." at the beginning of the 
section. 

Dated: March 19. 1985 
Richard N. BugenMos. 

Acting Deputy Gawral Counsel. 

(re Doc. 85-G852 Filed 3-21-85: 8:45 am| 

tlLtJNO COOC M200S-* 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 22 

ICC Docket No. 85-25; RM-4735; FCC 85- 
55) 

Domestic Public Cellular Radio 
Telecommunicationa Service 

agency: Federal Communications 
Commission. 

action: Proposed rule. 

summary: Cellular Customer Equipment 
is not presently required to have a 
convenient means for the user to select 
operation on frequency Block A or Block 
B. This situation may stifle competition 
between wireline and non-wireline 
cellular carriers. In response to a 
petition for rulemaking, the Notice 
proposes several alternative solutions to 
this problem. Interested members of the 
public are invited to submit comments. 

dates: Comments are due by April 22, 
1985 and replies by May 7.1985. 

address: Secretary's Office, Room 202, 
Federal Communications Commission. 
Washington. D C. 20554. 

FOR FURTHER INFORMATION CONTACT: 

Kelly Cameron. (202) 632-6450. 

SUPPLEMENTARY INFORMATION: 

List of Subjects in 47 CFR Pari 22 

Mobile radio service. 

Notice of Proposed Rulemaking 

In the Matter of Amendment of Part 22 of 
the Commission’s Rules Relative to the 
Domestic Public Cellular Radio 
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Telecommunication* Service; CC Docket No. 
85-25, RM-4735. 

Adopted: January 31.1985. 

Released: February 12,1985. 

By the Commuuion. 

Background 

i 

1. The Law Offices of Matthew L 
Leibowitz. P.A. and Arthur K. Peters. 

P E., Consulting Engineers (petitioners) 
hove filed a Petition for Rulemaking 
requesting that the Commission require 
that all cellular customer equipment be 
equipped to permit subscriber selection 
of operation on either frequency Block A 
or Block B. Several parties have filed 
comments in support of the petition. The 
commentcrs have urged us to adopt the 
petitioners* proposal or an alternative 
solution, such as giving subscribers or 
resellers a proprietary interest in 
cellular telephone numbers or requiring 
that telephone numbers be 
programmable by the subscriber. 1 We 
recognize that, because of the early 
wireline entry into most markets, the 
widespread use of cellular customer 
equipment that does not permit 
subscriber selection of frequency Block 
A or Block B could have a serious anti¬ 
competitive effect in both the local and 
roamer markets. Accordingly, we are 
adopting this Notice of Proposed 
Rulemaking which proposes alternative 
methods for addressing this problem. 

We request that interested parties 
submit comments on the extent of the 


1 A tit! of the commenting parties is Attached u 
Appendix C. Non* of tha conuncntert opposed the 
petition. Several of the Regional Bell Cellular 
Companies (RBCCa) have filed comments in a 
related proceeding. Policy and Rule* Concerning 
the Furnishing of Customer Premises Equipment 
Enhanced Services and Cellular Communications 
Sen’ices by the Bell Operating Companies* Notice 
of Proposed Rule Making, OC Docket No. 64-03?, 
PCC 64-2/1. released June 2& 1064 arguing the! If an 
A/B switch requirement (or some similar 
requirement) is adopted it should be of general 
epplication. We will consider In this proceeding 
whether to impose an A/B Switch requirement on 
cellular system operator* affiliated with RBCCa. in 
addition to considering the more general relief 
proposed by petitioners. 

Two of the commenting parties. Chase/Poat 
Cellular Systems (Chase/Post) and MCI Cellular 
Telephone Company (MCI) have suggested that a 
further barrier to com petition exists Chaac/Post 
urges us to propoee that local telephone companies 
be required to give proprietary interest in cellular 
telephone numbers to subscribers snd resellers 
rather than to the local cellular carrier. Chase/Post 
argues that a subscriber that has spent money 
advertising a particular telephone number will be 

unlikely to switch to a different carrier if in so doing 
U must relinquish ita telephone number. Similarly. 
MCI suggests that we require that telvphona 
numbvts be programmable by the customer at the 
control head or handset. This would obviate the 

need for the customer to have a techmciaJ program 
a new tnlcphone number into his cellular unit upon 

•witching to a new carrier. We invite public 

comment on the necessity or desirability of adopting 

one of these suggestions. 


competitive threat and how best to 
address it. 1 * 

2. Petitioners note that the 
Commission has sought the expeditious 
initiation of cellular service to the public 
as part of a national telecommunications 
system. At the same time, the 
Commission has sought to foster a 
competitive market, featuring diversity 
of technology, service and price, by 
licensing two facilities-based 
competitors in each market. Therefore, 
petitioners point out. the Commission 
required all cellular mobile units to be 
able to operate over the entire 40 MHz 
of spectrum allocated to cellular (/.#., 
Block A and Block B) “in order to insure 
full coverage in all markets and 
compatibility on a nationwide basis.** 
Cellular Communications Systems, 88 
FCC 2d 489. 482 (1982). Further, all 
mobile, portable and base stations are 
required to conform with compatibility 
specifications approved by the 
Commission.*This compatibility 
standard included a requirement that 
“[a] means must be provided within the 
mobile station to identify the preferred 
system as either System A or System 
B .** 4 * * 

3. Based upon this regulatory 
background, petitioners contend that a 
mobile subscriber should have complete 
freedom to select operation on Block A 
or Block B and further that this selection 
should be a simple matter.* However, 
petitioners assert that several major 
manufacturers are designing and selling 
equipment that prevents easy selection 
of the frequency block.*Typica!ly, 
petitioners contend, this is done by 
installing a programmable read-only 
memory (PROM) in the mobile unit. The 
PROM would provide for service only 
on the preferred frequency block unless 
service on that block were totally 
unavailable. 7 * The subscriber would be 


* In particular, we request that commenting 
parties address themselves to the question of the 
cost to subscribers of switching carrier* where this 
requires reprogramming tha unit as well as the 
additional coat. If any. to subscribers and 
manufacturers of switchable units. 

'Cellular System Mobile Station—Land Station 
Compatability Specification. OST Bulletin No. 53 
(April 1961). Published as Appendix D to Cellular 
Communications Systems, SO FCC 2d at 570-640. 

• Id. at Section 23,10 ("Preferred-System 
Selection"). SO PCC 2d at 994. 

'Petitioners suggest the use of an A/B switch as 
ooa possible mechanism to allow easy selection. 

‘Petitioners confirmed this finding by s survey of 
manufacturers including OKI. Stromberg-Carlson. 
Genera) Electric. Motorola. E.F. Johnson. Harris. 
Western Electric and NEC The results of this 
survey have not been submitted to the Commission. 

’Thus, a subscriber receiving service on Block B 
could only receive service on Block A under unusual 
circumstance*, for example, when roaming in an 
area in which service in unavailable on Block B 


able to select operation on the other 
frequency block only by bringing the 
mobile unit to a cellular service center 
for reprogramming. 

4. Petitioners contend that this method 
of selection presents several problems. 
First, they note that competition for 
existing subscribers will be stifled by 
any device that inhibits easy selection 
of a frequency block. This will 
exacerbate the competitive 
disadvantage of the second carrier to 
enter the market, because the early 
subscribers will typically have mobile 
units programmed for the frequency 
block of the first carrier. In addition, 
petitioners contend that competition 
between local carriers for roamers will 
be eliminated. The petitioners argue 
that, absent easy frequency block 
selection, the resale of cellular service 
by a non-wireline applicant is unlikely 
to ameliorate the wireline head-start, 
because the reseller's customers would 
not be able to convert readily to the 
non-wireline system when it became 
operational. Petitioners also point out 
that a carrier would have a substantial 
economic incentive to offer or encourage 
the use of PROM-oriented mobiles in 
order to prevent subscribers from 
leaving its system. This incentive would 
apply equally to both carriers once both 
systems become operational. 

Discussion 

We tentatively find that automatic 
(/.e„ PROM-controlled) band selection, 
without a convenient method for 
customer selection of frequency block, 
could tend to lessen competition 
between wireline and non-wireline 
carriers within a market both for local 
subscribers 1 and for roamer 
subscribers. We solicit comment on 
whether automatic band selection 
provides any countervailing public 
benefit. 

6. Petitioners argue that automatic 
band selection exacerbates the “head¬ 
start problem." We recognize that in 
most markets, the wireline carrier 
begins service before the non-wireline 
carrier.* However, absent o 


'This would appear to be so at least in the uite 
of subscribers who purchase their equipment rath*’? 
than teasing it. See n. 10. infra. 

■To date, there have been only three non-wirehiw 
carriers that have begun service before their 
wireline competitors. Wireline carriers have been 
granted operating authority in 34 markets while 
non-wirelines have been licensed in only eight An 
additional 55 wtrehne carrier* and 43 non-wireline* 
have been granted construction permits, all of lt»e»«* 
in the 90 largest markets. It is unclear whether the 
wireline headstart will continue to subsequent 
markets to view of the Commission's adoption of a 
random selection procedure for swarding cellular 
authorisations in markets below the top thirty 

Csnttni"-*l 
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particularized showing lhat early entry 
by a wireline carrier would not be in the 
public interest* it is our goal to ensure 
that the public receives service as 
expeditiously as possible. 

7. We are concerned* however, that, 
once both carriers have entered the 
market. PROMcontrolled band 
selection will discourage cellular 
customers from choosing a cellular 
carrier on the basis of service area, 
quality of service, cost and similar 
factors, due to the inconvenience and 
expense of changing from one system to 
the other. 10 Moreover, automatic band 
selection may deprive roamers of any 
choice of carriers, thereby eliminating 
competition between carriers for 
roamers using this type of unit. This is 
because a subscriber to wireline service, 
for example, will hove preferred access 
to wireline service in other markets 
when roaming because the subscriber's 
mobile unit will automatically tune to 
the wireline frequency block. This 
roamer would be unable to use non- 
wireline service if a wireline carrier 
were operating. 11 

8. As petitioners have observed, each 
carrier will have an economic incentive 
to prevent its subscribers from changing 
to the other. We prefer that carriers 
attempt to retain their subscribers by 
offering superior service, rather than by 
holding them hostage by offering, or 
encouraging the use of. cellular customer 
equipment featuring automatic band 
selection. We believe that competition 
between carriers will ensure that the 
public receives the best service. 

9. In a fully competitive, free market, 
consumers would be able to choose 
cellular units that contain options that 
are important to them; consumers 
desiring ease of carrier selection would 
thus buy units with a mechanism for 
lubscriber selection of carrier. Because 
of th** existence of a substantial wireline 
headstart in many areas, however, the 
competitive nature of the market may 
have been skewed. When wireline 
carriers are licensed well before non¬ 
wireline carriers, consumers may not be 


Celhlar Lottery Selection, M Rg Id. g. 11MMP A 
WiUoo lor Declaratory Ruling filed by Amerit-ch 
MninU Communication*. Inc., which requests that 
" e «boh«htsir headstart doctrine, is currently 
pending before the Commission. 

1 < inconvenience may be minimal for e 
•ubjtnber leasing equipment rather than purchasing 
'»bresuae his decision to change would probably 
him to terminate hie lease with the service 
P^ 'der in any event 

It may be that our concern la this area It 
^mtstad if roamer service ia predominantly 
wirre j under agreements between home camera 
?*"• than by Individual subscriber selection. 

Jwes should comment on the degree to which an 
Wshllity to select between roaming systems 

coats on consumers or hinders competition 


aware that they will later be able to 
choose another carrier or that their 
choice of equipment may hamper their 
ability to use cellular systems on the 
other frequency block. 14 Wireline 
carriers' equipment distribution entities 
and the sales agents for wireline cellular 
carriers, who are responsible for many 
of the early equipment sales under a 
headstart, have a disincentive to 
promote the sale or lease of equipment 
with the subscriber selection option. As 
a result, the temporary competiiive 
imbalance caused by the headstart may 
have prolonged effects on consumers' 
freedom of choice. Because of this 
consequence of a wireline headstart, we 
are considering several ways to enhance 
consumers' freedom to choose carriers. 

10. One method to mitigate the effects 
of the headstart would be to require that 
all cellular customer equipment be 
designed with an easy means for 
subscriber selection of operations on 
either frequency Block A or Block B. 14 
Under this alternative we would require 
that all cellular mobile units sold or 
leased after a specified date 14 be so 
equipped. 14 However, two 
disadvantages to this approach prevent 
us from giving it our unqualified 
endorsement First we believe that to 
the extent possible, decisions 
concerning the types of features to be 
offered to the public should be decided 
by marketplace forces. If the cost of a 
particular feature, such as the one 
proposed by petitioners, outweighs its 
value to consumers, then there is no 
reason for this Commission to dictate to 
consumers that they must purchase it If, 
on the other hand, the value to 
consumers of this feature is very great 
then public demand will force 
manufacturers to supply this feature. In 
such a case, cellular customer 
equipment that does not permit easy 
selection of the frequency block may 
disappear from the market thereby 
obviating the need for regulatory 
action. 14 

11. The second problem with the 
solution urged by petitioners is that it 
appears unfairly to place the burden of 
remedial action on manufacturers when 
the benefit of the present situation is 


>T We note lhat one meant of mitigating this effect 
of the wireline headstart might be to require 
wireline carrier* and/or equipment distributor* to 
inform consumer* of the eventual entry of * second 
carrier and the potential advantage* of switchablc 
cellular units. 

u We invite comment •• to whether any 
particular method of subscriber selection should be 
required or prohibited , switch, keypad or 
programming). 

14 Comments ere sought on when such a 
regulation should be made effective. 

M The proposed rule I* set forth in Append!* A. 

** n. 2. tupm. 


being enjoyed by wireline & llular 
carriers. Therefore. In order to address 
this problem, we are taking two steps. 
We are considering, as a less intrusive 
alternative, requiring any equipment 
distribution entity affiliated with a 
wireline carrier, and any sales agent 
acting for a wireline carrier or its 
affiliates, to offer for sale or lease only 
equipment with a subscriber selection 
mechanism. 17 This is our preferred 
means of dealing with this problem, 
which will, it is hoped, be of temporary 
duration. 14 A less universally applicable 
variation on this approach, which could 
serve many of the same goals, would be 
to impose the requirement of offering 
only subscriber-selection units on 
distribution entities and sales agents 
affiliated with the operations of the 
Regional Bell Cellular Companies. 

12. Pursuant to applicable procedures 
set forth in Sections 1.415 and 1.419 of 
the Commission's Rules, Interested 
parties may file comments on or before 
April 22.1985, and reply comments on or 
before May 7.1985. All relevant and 
timely comments will be considered by 
the Commission before final action is 
taken in this proceeding. In reaching its 
decision, the Commission may take into 
consideration information and ideas not 
contained in the comments, provided 
that such information or a written 
summary indicating the nature and 
source of such information is placed in 
the public file, and provided that the fact 
of the Commission's reliance on such 
information is noted in the Report and 
Order. To file formally in this 
proceeding, participants must file an 
original and five copies of all comments, 
reply comments, and supporting 
comments. If participants want each 
Commissioner to receive a personal 
copy of their comments, an original plus 
nine copies must be filed. Comments 
and reply comments should be sent to 
Office of the Secretary, Federal 
Communications Commission. 
Washington, D.C. 20554. Comments and 
reply comments will be available for 
public inspection during regular 
business hours in the Dockets Reference 
Room (Room 239) of the Federal 


11 Hi* proposed rule is act forth in Appendix & 
This proposed rule doe* not include resellers of die 
wireline carrier's service because resellers am 
generally not under the control of the cantor. In 
addition, resellers may havs different Interest* and 
incentives than the carrier. This is most obviously 
to in the case of an eventual oon-wtrehne carrier 
that resells the wireline carrier s service. 

14 We request comments on whether any 
requirement imposed on wireline carriers should 
terminate automatically on either a set dele or some 
fixed period after entry of a non wireline carrier 
Into a market. 
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Communications Commission. 1919 M 
Street. NW.. Washington. D.C. 20554. 

13. For purposes of this nonrcstricted 
notice and comment rulemaking 
proceeding, members of the public are 
advised that ex parte contacts are 
permitted from the time the Commission 
adopts a notice of proposed rulemaking 
until the time a public notice is issued 
stating that a substantive disposition of 
the matter is to be considered at a 
forthcoming meeting. In general, an ex 
parte presentation is any written or oral 
communication (other than formal 
written comments/pleadings and formal 
oral arguments) between a person 
outside the Commission and a 
Commissioner or a member of the 
Commission's staff which addresses the 
merits of the proceeding. Any person 
who submits a written ex parte 
presentation must serve a copy of that 
presentation on the Commission's 
Secretary for inclusion in the public file. 
Any person who makes an oral ex parte 
presentation addressing matters not 
fully covered in any previously-filed 
written comments for the proceeding 
must prepare a written summary* of that 
presentation: on the day of oral 
presentation, that written summary must 
be served on the Commission s 
Secretary for inclusion in the public file, 
with a copy to the Commission official 
receiving the oral presentation. Each ex 
parte presentation described above 
must state on its face that the Secretary 
has been served, and must also state by 
docket number the proceeding to which 
it relates. See generally. 5 1-1231 of the 
Commission's rules, 47 CFR 1.1231. 

Regulatory Flexibility Act—Initial 
Anal) sis 

14. Reasons for Action and Objective. 
These rules are being proposed to 
promote competition in the cellular 
radio marketplace and to provide 
service to the public in the most 
efficient, expeditious manner possible. 

15. Legal Basis . The authority for this 
rulemaking is contained in sections 4(1) 
and 303(r) of the Communications Act of 
1934. as amended. 47 U.S.C. 154(i) rfnd 
3G3(r). 

18. Small Entities Affected and 
Potential impact . We are unaware of 
any small entities that would be directly 
affected by these rules. Subscribers to 
this service range in size from single 
individuals to multi-million dollar 
corporations. Small entities will not be 
adversely affected economically by 
these rules. We believe these rules will 
probably benefit small entities by 
promoting competition in both the local 
and roamer markets for cellular service. 


17. Relevant Federal Rules Which 
Overlap . Duplicate or Conflict with this 
action . None. 

18. Reporting, Record keeping and 
Compliance Requirements . This 
rulemaking does not involve any 
additional reporting requirements. 

19. Alternatives that would lessen 
impact None. 

20. It is ordered that a copy of this 
Notice of Proposed Rulemaking shall be 
sent to the Chief Counsel for Advocacy 
of the SmaH Business Administration. 

(Secs. 4. 303. 48 Slat.. us amended. 1066,1082; 
47 U.&C. 154. 303). 

federal Communications Commission. 
William). Tricarico. 

Secretary. 

Appendix A 

PART 22 —(AMENDED) 

47 CFR Part 22 is amended as follows: 
1. In $ 22.902. paragraph (e) is revised 
to read as follows: 

§ 22.902 Frequencies. 

• • « • • 

(e) All customer equipment must 
initially be capable of communicating on 
the 666 channels specified in paragraphs 
(b) (1) and (2) of this rule section, with a 
convenient means for the user to select 
operation on Block A or Block B. 

Appendix B 

47 CFR Part 22 is amended as follows: 
1. In S 22.902. paragraph (b)(2)(i) is 
added to read as follows: 

9 22.902 Frequencies. 

(b) * * * 

(2) • * * 

(i) No carrier operating a cellular 
system on frequency Block B, pursuant 
to subsection (b)(2) of this section, nor 
any subsidiary, affiliate, related 
company, or agent of such carrier, shall 
offer to the public, for sale or for lease, 
any cellular customer equipment that 
does not have a convenient means for 
the user to select operation on Block A 
or Block B. 

t 9 I # t 

Appendix C 

List of Commenting Parties 

American Mobile Communications 
Charisma Communications 
Chase/Post Cellular Systems 
Gcncom. Inc. et al. 

|ubon Engineering. Inc. 

MCI Cellular Telephone Company 
Telocator Network of America 

|FR Doc. 85-4623 Filed 3-21-85; 8:45 um| 
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DEPARTMENT OF DEFENSE 

GENERAL SERVICES 
ADMINISTRATION 


NATIONAL AERONAUTICS AND 
SPACE ADMINISTRATION 

48 CFR Parts 14 and 52 

Federal Acquisition Regulation (FAR); 
Acceptable Evidence in Establishing 
the Date of Mailing of a Late Bid or 
Proposal 

AGENCIES: Department of Defence 
(DOD). General Services Administration 
(GSA), and National Aeronautics and 
Space Administration (NASA). 
action: Proposed rule. 

summary: The Civilian Agency 
Acquisition Council and the Defense 
Acquisition Regulatory Council are 
considering a revision of Federal 
Acquisition Regulation (FAR) 14.304-1 
and the related solicitation provisions 
concerning acceptable evidence in 
establishing the date of mailing of a late 
bid or proposal sent by certified or 
registered mail. 

date: Comments on the proposed 
revisions should be submitted in writing 
to the FAR Secretariat at the address 
shown below on or before May 21,1985. 
to be considered in the formulation of 
the final rule. 

ADDRESS: Interested parties should 
submit written comments to: General 
Services Administration, Attn: FAR 
Secretariat (VR). 18th and F Streets. 
NW, Room 4041. Washington. DC 20405 
Please cite FAR Case No. 85-18 in all 
correspondence related to this issue. 
FOR FURTHER INFORMATION CONTACT: 
Roger M. Schwartz. Director, FAR 
Secretariat. (202) 523-4755. 
SUPPLEMENTARY INFORMATION: FAR 
14.304—1(b) and the related solicitation 
provision at 52.214-7 state that the only 
acceptable evidence to establish the 
date of mailing of a late bid. 
modification, or withdrawal sent cither 
by registered or cerlifled mail is a U.S. 
or Canadian Postal Service postmark on 
Ihe wrapper or on the original receipt 
from the U.S. or Canadian Postal 
Service. 

As a result of problems that have 
been encountered, it has become 
apparent that the requirement for a 
Postal Service postmark on either the 
wrapper or postal receipt (rather than 
on both) creates a situation where the 
potential exists for bidders to 
manipulate the bidding system to thoir 
own advantage. Concerns on this 
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subject have been expressed by the 
General Accounting Office, the Office of 
Federal Procurement Policy, and 
members of Congress, all of whom 
advocate adoption of the "double bull’s- 
eye" late bid rule, l.e.. that the only 
acceptable evidence to establish the 
date of mailing of a late bid, 
modification, or withdrawal sent either 
by registered or certified moil is a U.S. 
or Canadian Postal Service postmark on 
both the envelope or wrapper and on the 
or dinal receipt from the U.S. or 
Can adian Postal Servire. 

Accordingly, the proposed change 
revises FAR 14 304-l(b) and the related 
solicitation provision at 52.214-7 to 
incorporate the "double bulls eye" late 
biJ rule, and makes a corresponding 
revision in the solicitation provision at 
52.215-10, which pertains to late 
submissions, modifications, and 
withdrawals of proposals. 

Ruj^r M. Schwartz, 

Director, FAR Secretariat 
Dotted; March 18.1985. 

list of Subjects In 48 CFR Parts 14 and 

52 

Government procurement. 

Therefore, it is proposed that 48 CFR 
Parts 14 and 52 be amended as follows: 

1 The Authority for Parts 14 and 52 is: 

Authority: 40 U.S.C 4418(c); Chapter 137.10 
U S C.; 42 U.S.C. 2453(c). 

PART 14—SEALED BIDDING 

2. Section 14.304-1 is amended by 
revising the first sentence of paragraph 
(b) to read as follows: 

14.304- 1 General. 

• • • • 

(b| I he only acceptable evidence to 
establish the date of mailing of a late 
bid. modification, or withdrawal sent 
either by registered or certified mall Is a 
U S. or Canadian Posts! Service 
postmark on both the envelope or 
wrapper and on the original receipt from 
ibe U.S. or Canadian Postal 
Service.* • • 

PART 52— SOLICITATION 
PROVISIONS AND CONTRACT 

CLAUSES 

3. Section 52.214-7 is amended by 
inserting a colon In the first sentence of 
•he introductory text following the word 
Provision" and removing the remainder 

of the paragraph; by removing the date 
to the title of the solicitation provision 
ant l inserting in its place the date (JUL 
and by revising the first sentence 
to paragraph (c) of the provision to read 
follows: 


52.214- 7 Late Submissions, Modi Heat Ions, 
and Withdrawals of Bids. 

• • • • • 

(cj The only acceptable evidence to 
establish the date of mailing of a late bid 
modification, or withdrawal sent either by 
registered or certified mail is the U.S. or 
Canadian Postal Service postmark on both 
the envelope or wrapper and on the original 
receipt from the U.S. or Canadian Postal 
Service.* * * 

• • • • • 

4. Section 52.215-10 is amended by 
inserting a colon in the introductory text 
following the word "provision** and 
removing the remainder of the sentence; 
by removing the date in the title of the 
solicitation provision and inserting in its 
place the date (JUL 1985): and by 
revising the first sentence in paragraph 
(d) of the provision to read as follows: 

52.215- 10 Late Submissions, 
Modifications, and Withdrawals of 
Proposals. 

• • • • • 

(d) The only acceptable evidence to 
establish the date of mailing of a late 
proposal or modification sent either by 
registered or certified mail is the US. or 
Canadian Postal Service postmark on both 
the envelope or wrupper and on the original 
receipt from the U.S. or Canadian Postal 
Service.* * * 

• • • • • 

IFR Doc. 85-6797 Filed 3-21-85: 8:45 am) 
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48 CFR Part 52 

Federal Acquisition Regulation (FAR); 
Definition of Women-Owned Small 
Businesses 

Aor.wciES: Department of Defense 
(DOD), General Services Administration 
(GSA), and National Aeronautics and 
Space Administration (NASA). 
action: Proposed rule. 

summary: The Civilian Agency 
Acquisition Council and the Defense 
Acquisition Regulatory Council are 
considering a revision of the Federal 
Acquisition Regulation (FAR) in 52.219- 
13, Utilization of Women-Owned Small 
Businesses. 

date: Comments on the proposed 
revision should be submitted In writing 
to the FAR Secretariat at the address 
shown below on or before May 21.1985. 
to be considered in the formulation of 
the final rule. 

AOOAE8S: Interested parties should 
submit written comments to: General 
Services Administration. Attn: FAR 
Secretariat (VR). 18th and F Streets, 
NW.. Room 4041, Washington. D.C. 
20405. 

Please cite FAR Case No. 85-14 in all 
correspondence related to this issue. 


FOR FURTHER INFORMATION CONTACT: 

Roger ML Schwartz, Director. FAR 
Secretariat, (202) 520-4755, 
SUPPLEMENTARY INFORMATION: The 

proposed revision amends the contract 
clause at FAR 52.219-13, Utilization of 
Women-Owned Small Businesses, to 
define "small business concern’*, to 
expand the definition of "women-owned 
small businesses** to include the 
criterion that woqien-owned small 
businesses are small business concerns, 
and to specify that the contractor, acting 
in good faith, may rely on written 
representatives by its subcontractors 
regarding their status as women-owned 
small businesses. 

Dated: March 18.1985. 

Roger M. Schwartz 
Director . FAR Secretariat 

List of Subjects in 48 CFR Part 52 

Government procurement. 

Therefore, it is proposed that 48 CFR 
Part 52 be amended as follows: 

1. The Authority for Part 52 is: 

Authority: 40 U.S.C. 486(c); Chapter 137.10 

U S C; 42 U.S C 2453(c). 

PART 52—SOLICITATION 
PROVISIONS AND CONTRACT 
CLAUSES 

2. Section 52.219-13 is amended by 
removing in the title of the clause the 
date "(APR 1984)*' and inserting in its 
place the date **(]UN 1985)**: by revising 
in paragraph (a) of the clause the 
definition of "women-owned small 
businesses": by adding in the clause a 
definition of "Small business concern’*, 
following the definition of "Operate”; 
and by adding paragraph (d) in the 
clause as follows: 

§52.219-13 Utilization of Women-Owned 
Small Businesses. 

• • • • • 

(a) **Women-owned snMll businesses." as 
used in this clause, means businesses that are 
at least 51 percent owned by woman who are 
United States citizens and who also control 
and operate the business and that arc small 
business concerns. 

• • • • « 

"Small business concern," as used in this 
clause, means a concern including its 
affiliates, that is independently awxv*d and 
operated, not dominant in the field of 
operation in which it is bidding on 
Government contracts, and qualified as a 
small business under the criteria and size 
standards in 13 CFR Pari 121. 

• • • • • 

(d) The Contractor acting in good faith may 
rely on written representations by its 
subcontractors regarding their status as 
women-owned small businesses. 

• * • • a 

|KR Doc. 85-6796 Filed 3-21-65; 8 45 «m| 

bilung coot etw-ti-M 
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This section of the FEDERAL REGISTER 
contains documents other than rules or 
proposed rules that are applicable to the 
public Notices of hearings and 
investigations, committee meetings, agency 
decisions and rulings, delegations of 
authority, Ming of petitions and 
applications and agency statements of 
organization and functions are examples 
of documents appearing in this section 


ADMINISTRATIVE OFFICE OF THE 
UNITEO STATES COURTS 

Interpreters In Courts of the United 
States; Announcement of Spanish/ 
English Certification Examination 

agency: Administrative Office of the 
United States Courts. 
action: Notice of Spanish/English 
Certification Examination for Court 
Interpreters. 

summary: The Director of the 
Administrative Office of the United 
States Courts announces that the agency 
will conduct the written portion of the 
certification examination for individuals 
who desire to be certified to serve as 
Spanish/English interpreters in courts of 
the United States in accordance with the 
Court Interpreters Act. Pub. L No. 95- 
539. 92 Slat. 2040 (1978) (28 U.S.C, 1827). 
To sit for the examination, an‘individual 
must file a written application. 
dates: The agency will administer the 
written portion of the examination June 

1. 1985, at 9:30 u.m. The deadline for 
filing of applications is 4:00 p.m. on 
April 26.1985. The oral portion will be 
administered in August/September 1985. 

Testing Sites 

Applicants may sit for the written 
examination at any of the locations 
identified below. Applicants must 
identify the city for taking both the 
written and oral portions. For 1985, oral 
examination sites are limited to: 

Phoenix. AZ; \jos Angeles and San 
Francisco. CA: Washington. DC: Miami. 
FL: Atlanta. CA: Chicago, IL; New 
Orleans. LA: Boston, MA: Albuquerque. 
NM: Manhattan. NY; San )uan, PR; and 
Houston. TX. 

Written Testing Sites 

Arizona: Phoenix. Tuscon 
California: Fresno. Los Angeles. 
Monterey, Sacramento. San Diego. 

San Francisco 


Connecticut: Hartford 
District of Columbia 
Florida: Miami, Orlando. West Palm 
Beach 

Georgia: Atlanta 
Illinois: Chicago 
Louisiana: New Orleans 
Maryland: Baltimore 
Massachusetts: Boston 
Nevada: Las Vegas. Reno 
New Jersey: Newark. Trenton 
New Mexico: Albuquerque. Las Cruces. 
Santa Fe 

New York: Manhattan 
Pureto Rico: San Juan 
Texas: Brownsville. Corpus Christi. 
Dallas, Fort Worth, Houston. Laredo. 
San Antonio 
Utah: Salt Lake City 
Washington: Seattle 

Filing 

To make application for the 
examination write the following 
information: 

1. Name. 

2. Mailing address (please include zip 
code). 

3. Date of birth. 

4. Work and home telephone numbers. 

5. Social security number. 

8. City where you wish to take the 
written examination and city where you 
wish to take the oral examination. 

7. Any special arrangements that 
should be made due to physical 
disability or keeping of the Sabbath. 
There is a $25.00 application fee which 
should be sent with the above 
information. Checks should be made 
payable to the University of Arizona 
Federal Court Project. Applicants will 
then receive an admission form to the 
written examination and the specific 
location of the examination site. 
Applications without payment will not 
be processed 

Mailed applications with the above 
information must be received not later 
than 4.Wp.m, on April 26, 1985. Mail the 
application to: Dr. Roseann Duenas 
Gonzalez. Director. Federal Court 
Interpreters Certification Project. 

College of Arts and Sciences—Modem 
Language Bldg.. University of Arizona. 
Tucson, Arizona 85721. Telephone: (602) 
821-3687. 

FOR FURTHER INFORMATION CONTACT: 

Dr. Roseann Gonzalez. 


SUPPLEMENTARY INFORMATION: 

I. Background 

The Director of the Administrative 
Office of the United States Courts 
(AOUSC) is responsible for the 
establishment of a program to facilitte 
the use of interpreters in courts of the 
United States. He must prescribe, 
determine, and certify the qualifications 
of persons who may serve as certified 
interpreters in billingual proceedings 
and proceedings involving the hearing 
impaired. 28 U.S.C. 1827(b). Whenever 
an interpreter is required for a person in 
any criminal or civil action initiated by 
the United States, the presiding judicial 
officer must utilize the services of a 
certified interpreter, unless no certified 
interpreter is reasonably available. 

The AOUSC will provide the courts 
with a roster of certified court 
interpreters selected on the basis of the 
successful completion of written and 
oral examinations in English and a 
foreign language. 

II. This Examination 

This examination will be a 
comprehensive writen and oral 
examination for billingual proficiency in 
Spanish and English, developed and 
administered under contract by the 
University of Arizona. 

The written portion of the 
examination does not necessarily 
require the special knowledge of court 
vocabulary. Each applicant who 
completes successfully the written 
portion will be eligible for the ora) 
examination. Successful applicants will 
receive notice of the time and place of 
the oral portion of the examination. 

The oral portion of the examination 
will test, in simulated settings, the 
applicant s ability for (1) Interpret 
precisely from Spanish to English, in 
consecutive, simultaneous, and 
summary modes: (2) interpret from 
English to Spanish in consecutive, 
simultaneous, and summary modes: and 
(3) perform sight interpretation. The ora! 
portion of the examination does not 
necessarily require previous experience 
in court interpreting. 

III. Qualifications 

There are no formal educational 
requirements fo certification, either in 
ianguages or interpreting. However, the 
difficulty of the examination is at the 
college degree level of proficiency. 
Successful completion of the oral 
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portion of the examination normally 
would require prior training or 
professional experience in simultaneous, 
consecutive, and summary interpreting. 

IV. Duties 

Successful completion of the 
examination will not necessarily lead to 
full-time employment. Interpreters 
satisfy most court needs as independent 
contractors. However, where full-time 
interpreter are needed, only certified 
interpreters will be eligible for 
appointment. 

As the federal courts require full-time 
salaried interpreters, these interpreters 
will be chosen from the eligibility lists. 
The annual salary range is JSP-10 and 
ISP-11 ($24,011-534,292) for full-time 
salaried Interpreters. For certified 
interpreters who provide services as 
independent contractors, the fee is $175 
per days. 

Court interpreters perform all or some 
of the following duties: (1) Interpret 
verbatim in simultaneous, consecutive, 
or summary mode a foreign language 
into English, and vice verse, at 
arraignments, preliminary hearings, 
pretrial hearings, trials, and other court 
proceedings; (2) transcribe from 
electronic sound recordings; and (3) 
translate technical, medical, and legal 
documents and correspondence for 
introduction as evidence. 

Issued at Washington, D.C.. on March 14. 

196$, 

joAcph F. Spaniol. |r.. 

Deputy Director. 

[FR Doc. 85-6795 Filed 3-21-85: &45 ami 
BILUMQ COOC J310-S1-* * 


DEPARTMENT OF AGRICULTURE 

Soil Conservation Service 

Findings of No Significant Impact; 
Grand Forks County Legal Drain No. 4, 
Flood Prevention RC&D Measure, ND 

agency: Soil Conservation Service, 

USDA. 

action: Notice of a Finding of No 
Si gnificant Imp act. 

summary: Pursuant to section 102(2)(C) 
of the National Environmental Policy 
Act of 1969: the Council on 
Environmental Quality Guidelines (40 
CFR Part 650): the Soil Conservation 
Service, U.S. Department of Agriculture, 
gives notice that an environmental 
impact statement is not being prepared 
for the Grand Forks County Legal Drain 

*4 RCAD Measure. Grand Forks County, 
North Dakota. 

F °* FURTHER INFORMATION CONTACT: 

August J. Dombusch. Jr.. State 


Conservationist. Soil Conservation 
Service. Third Street and Rosser 
Avenue. Bismarck. North Dakota. 56502, 
Telephone 701-255-4011 ext. 421. 

SUPPLEMENTARY INFORMATION: The 

environmental assessment of this 
federally assisted action indicates that 
the project will not cause significant 
local, regional, or national impacts on 
the environment. As a result of these 
findings, August J. Dornbusch, Jr., State 
Conservationist, has determined that the 
preparation and review of an 
environmental impact statement are not 
needed for this project. 

The measure concern is a plan for 
flood prevention. The planned works of 
improvement include 3.150 feet of 
channel improvement repair and one 
reinforced concrete chute spillway with 
a straight inlet and SAF outlet. Riprap 
will be used around the chute spillway 
and provide additional erosion 
protection. Excavated material from the 
channel downstream of the concrete 
chute will be used to build the 
embankment for the chute spillway and 
to fill the existing channel to the 
planned elevation upstream of the 
spillway. The channel, embankment and 
other disturbed areas will be fertilized 
and seeded. 

Notice of a Finding of No Significant 
Impact (FONSI) has been forwarded to 
the Environmental Protection Agency 
and to various federal, state, and local 
agencies and interested parties. A 
limited number of copies of the FONSI 
are available to fill single copy requests 
at the above address. Basic data 
developed during the environmental 
assessment are on file and may be 
reviewed by contacting August J. 
Dornbusch, Jr. 

No Administrative action on 
implementation of proposal will be 
taken until 30 days after the date of this 
publication in the Federal Register. 

(Catalog of Federal Domestic Assistance 
Program No. 10.901. Resource Conservation 
and Development Program. State and local 
review procedures for federal and federally 
assisted programs and prefects are 
applicable) 

Dated: March 15.1985. 

August J. Dornbusch. |r„ 

State Conservationist 

(FR Doc. 85-6815 FUed 3-21-85; 8 45 am) 

MLUNO COOC *410-1*1-41 


North Canton School Critical Area 
Treatment RC&D Measure; Finding of 
No Significant Impact 

agency: Soil Conservation Service. 
USDA. 


action: Notice of a Finding of No 
Significant Impact. 


summary: Pursuant to section 102(2)(C) 
of the National Environmental Policy 
Act of 1969; the Council on 
Environmental Quality Guidelines (40 
CFR Part 1500); and the Soil 
Conservation Service Guidelines (7 CFR 
Part 650): the Soil Conservation Serv ice, 
the U.S. Department of Agriculture, 
gives notice that an environmental 
impact statement is not being prepared 
for !he North Canton School Critical 
Area Treatment RC&D Measure. 
H.jywood County, North Carolina. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Coy A. Garrett, State 
Conservationist, Soil Conservation 
Service. Room 544. 310 New Bern 
Avenue. Federal Building. Raleigh. North 
Carolina 27611, Telephone (9191 755- 
4210. 

SUPPLEMENTARY INFORMATION: The 

environmental assessment of this 
federally assisted action indicates that 
die project will not cause significant 
local regional, or national impacts on 
the environment. As a result of these 
findings, Mr. Coy A. Garrett State 
Conservationist has determined that the 
preparation and review of an 
environmental impact statement are not 
needed for this project. 

The measure concerns a plan to treat 
critical eroding areas at North Canton 
School with vegetative and structural 
measures. 

The Notice of Finding of No 
Significant Impact (FONSI) has been 
forwarded to the Environmental 
Protection Agency and to various 
Federal. State, and local agencies and 
interested parties. A limited number of 
copies of the FONSI are available to fill 
single copy requests ot the above 
address. Basic data developed during 
the environmental assessment are on 
file and may be reviewed by contacting 
Mr. Coy A. Garrett. 

No administrative action on 
implementation of the proposal will be 
taken until 30 days after the date of this 
publication in the Federal Register. 

(Catalog of Federal Domestic Assistance 
Program No. 10.901, Resource Conservation 
and Development Program. Executive Order 
12372. “Intergovernmental Review of Federal 
Programs' 4 U applicable) 

Dated: March 4, 1985. 

Coy A. Garrett. 

State Conservationist 

(FR Doc. 85-6823 Filed 3-21-65. 8.45 am) 

billing cooc *4io-is-4* 
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DEPARTMENT OF COMMERCE 

Agency Forms Under Review by the 
Office of Management and Budget 
(OMB) 

DOC has submitted to OMB for 
clearance the following proposals for 
collection of information under the 
provisions of the Paperwork Reduction 
Act (44 US.CL Chapter 35). 

Agency: Bureau of Census 
Title: Structure Questionnaire 
Form Nnmber Agency—DB-2800; 

OMB—None 

Type of Request: New collection 
Burden: 617 respondents; 103 reporting 
hours 

Needs and Uses: The information is 
needed to improve the success of the 
1960 Census and will be used to test 
new procedures for processing Census 
data more efficiently and to improve 
the data for housing units in multi-unit 
structures. 

Affected Public: Individuals or 
households 
Frequency: One time 
Respondent's Obligation: Mandatory 
OMB Desk Officer Timothy Sprrhc. 
395-4614. 

Agency: Bureau of Census 
Title: Liesure Activities Survey (LAS) 
Form Number Agency—Las-1, 2. 3. and 
13; OMB—N/A 
Type of Request: New 
Burden: 17,280 respondents; 2.550 
reporting hours 

Needs and Uses: The LAS provides 
annual measures of participation in 
selected liesure activities. Arts 
organizations use these data to make 
policy decisions based on such things 
as current demand, potential 
audience, and hour to best serve the 
needs of their constituent population. 
Affected Public: Individuals or 
households 
Frequency: Monthly 
Respondent's Olbigation: Voluntary 
OMB Desk Officer Timothy Sprehe. 
395-4614. 

Copies of the above information 
collection proposal can be obtained by 
calling or writing DOC Clearance 
Officer, Edward Michals (202) 337-4217, 
Department of Commerce, Room 6622. 
14th and Constitution Avenue NW., 
Washington. D.C. 20230. 

Written comments and 
recommendations for the proposed 
Information collections should be sent to 
Timothy Sprehe, OMB Desk Officer. 
Room 3235. New Executive Office 
Building. Washington. D.C. 20503. 


Dated: March 18.1965. 

Edward Michals. 

Departmental C/oamnce Officer. 

[FR Doc. BS-6862 Filed 3-21-85; 8:45 am) 

SILLING COOC MtS-CW-M 


International Trade Administration 
[C-351-501] 

Initiation o! • Countervailing Outy 
Investigation; Fuel Ethanol From Brazil 

agency: Import Administration. 
International Trade Administration. 
Commerce. 
action: Notice. 

summary: On the basis of a petition 
filed in proper form with the U.S. 
Department of Commerce, we arc 
initiating a countervailing duty 
investigation to determine whether 
manufacturers, producers, or exporters 
in Brazil of fuel ethanol as described in 
the “Scope of the Investigation 1 ’ section 
of this notice, receive benefits which 
constitute subsidies within the meaning 
of the countervailing duty law. The 
petition also alleges that "critical 
circumstances" exist within the meaning 
of section 703(e)(1) of the Act. We are 
notifying the U.S. International Trade 
Commission (ITC) of this action, so thdt 
it mMy determine whether imports of the 
subject merchandise from Brazil 
materially injure, or threaten material 
injury to. a U.S. industry. If the 
investigation proceeds normally, the ITC 
will make its preliminary determination 
on or before April 11,1985. and we will 
make our preliminary determination on 
or before May 21,1965. 

EFFECTIVE DATE: March 22.1965. 

FOR FURTHER INFORMATION CONTACT: 
Alain Letort. Office of Investigations, 
Import Administration, International 
Trade Administration. U.S. Department 
of Commerce, 14th Street and 
Constitution Avenue NW., Washington. 
D.C. 20230; telephone: (202) 377-5050. 
SUPPLEMENTARY INFORMATION: 

Petition 

On February 25.1965, we received a 
petition in proper form from the Ad Hoc 
Committee of Domestic Fuel Ethanol 
Producers, filed on behalf of the fuel 
ethanol industry in the United States. In 
compliance with the filing requirements 
of $ 355.28 of the Commerce Regulations 
(19 CFR 355.26), the petition alleges that 
manufacturers, producers, or exporters 
in Brazil of fuel ethaitol receive 
subsidies within the meaning of section 
701 of the Tariff Act of 1930. as amended 
(the Act). In addition, the petition 
alleges that "critical circumstances" 


exist within the meaning of section 
703(e)(1) of the Act. Since Brazil is u 
"country under the Agreement" within 
the meaning of section 701(b) of the Act. 
Title VII of the Act applies to this 
investigation, and the ITC is required to 
determine whether imports of the 
subject merchandise from Brazil 
materially Injure, or threaten material 
injury to. a U S. industry. 

Initiation of Investigation 

Under section 702(c) of the Act. wc 
must determine, within 20 days after a 
petition is filed, whether a petition sets 
forth the allegations necessary for the 
initiation of a countervailing duty 
investigation, and whether it contains 
information reasonably available to the 
petitioner supporting the allegations. We 
have examined the petition on fuel 
ethanol from Brazil, and we have found 
that the petition meets these 
requirements. Therefore, we are 
initiating a countervailing duty 
investigation to determine whether the 
manufacturers, producers ,px exporters 
in Brazil of fuel ethanol, as described in 
the "Scope of the Investigation" section 
of this notice, receive subsidies. 

Scope of the Investigation 

The product covered by this 
investigation is fuel-grade ethyl alcohol 
also called fuel ethanol, for use as a 
motor fuel additive, which is currently 
classified in the Tariff Schedules of the 
United States (TSUS) under item 
number 427.8600. Ethanol, when 
imported to be used as a fuel or in 
producing a fuel, is subject to addition^ 
duties under TSUS item number 901.50 

Most fuel ethanol in the United Stall•* 
is derived from alcohol fermented from 
agricultural feedstocks that contain 
sugar or starch, although fuel ethanol 
can be synthesized from petroleum oi 
natural gas. The vast majority of U.S. 
fuel ethanol is produced from com by 
either a dry- or wet-milling process. B> 
contrast, almost all Brazilian fuel 
ethanol producers use sugar cane as 
their feedstock. Com-derived fuel 
ethanol is interchangeable with fuel* 
ethanol derived from sugar cane; inde* i 
it is purchased by the same customers 
for identical uses. 

Ethanol U used as a fuel additive to 
boost the octane content of gasoline, 
thereby reducing engine pinging and 
knocking, as well as engine run-on wh< n 
the engine is shut off. The addition of 
fuel ethanol to gasoline allows gasolin 
to be refined to a lower octane level 
which increases gasoline production pt*r 
barrel of petroleum. 
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Allegations of Subsidies 

The petition alleges that 
manufacturers, producers, or exporters 
in Bruzil of fuel ethanol receive benefits 
under the following programs which 
constitute subsidies: 

• Incentives for Distilleries: 

—Proalcool Industrial Credit 
—Research and Development 

Assistance 

—Government Equity Infusions and 

Capital Assistance 
—PETROBRAS Storage Assistance 
—PETROBRAS Preferential Payment 

Terms 

• Incentives for Cooperatives and 
Distributors: 

—Preferential Financing 
—Government Debt and Equity 

Infusions in PETROBRAS 

• Regional Development Programs: 
—Cost Equalization Program 
-SUDENE 

• Working Capital Financing for 
Fa ports: 

Preferential Financing for Trading 
Companies: 

Export Financing Under the CIc- 
CREGE14-11 Circular; 

• financing for Storage of Exports in 
Bonded Warehouses: 

• PROEX Export Financing: 

• Resolution 68 Financing: 

• IPI Export Credit Premium: 

• Accelerated Depredation; 

• BEFIEX: 

• Income Tax Exemptions for Export 
Earnings; and 

• ClEX. 

Upstream Subsidy Allegation 

The petition alleges that Brazilian 
producers, manufacturers, and exporters 
of fuel ethanol receive the following 
“upstream subsidies" through the 
purchase of subsidized sugar cane, 
which is by far the ma}or input in fuel 
ethanol in Brazil: 

• Incentives for Sugar Cane 
Production: 

—Proalcool Agricultural Credit 
—Research and Development 

Assistance 

• Regional Development Programs: 
—Sugar Cane Plantation Roads 
—Research and Development Programs. 

Petitioner further alleges that 
upstream subsidies on sugar cane 
bestow a competitive benefit on fuel 
ethanol and have a significant effect in 
lowering the cost of producing fuel 
ethanol. Because the petition failed to 
quantify the amount of subsidy 
bestowed on sugar cane producers and 
to specify how much of that subsidy is 
passed through to ethanol producers. 


there is no basis on which to evaluate 
the competitive benefit allegedly 
bestowed on fuel ethanol or the effect of 
such benefit on the cost of producing 
fuel ethanol. Therefore, we find the 
petition does not provide "reasonable 
grounds," within the meaning of section 
771A of the Act, to believe or suspect 
that upstream subsidies are being 
bestowed on fuel ethanol, and are 
excluding such alleged subsidies from 
the scope of this investigation. 

Allegation of Critical Circumstances 

Petitioner alleges that critical 
circumstances exist with respect to 
imports of fuel ethanol from Brazil. 
Petitioner claims that fuel ethanol 
benefits from export subsidies that are 
inconsistent with the Agreement (the 
Subsidies Code), and that imports have 
been massive over a relatively short 
period. 

Notification of ITC 

Section 70£[d) of the Act requires us 
to notify the ITC of this action, and to 
provide it with the information we used 
to arrive at this determination. We will 
notify the ITC and make available to it 
all nonprivileged and nonconfidential 
information in our files. We will also 
allow the ITC access to oil privileged 
and confidential information in our files, 
provided it confirms that it will not 
disclose such information, either 
publicly or under an administrative 
protective order, without the written 
consent of the Deputy Assistant 
Secretary for Import Administration. 

Preliminary Determination by ITC 

The ITC will determine by April 11, 
1985, whether there is a reasonable 
indication that imports of fuel ethanol 
from Brazil are causing material injury, 
or threaten material injury, to a United 
States industry. If the ITC determination 
is negative, the investigation will end; 
otherwise, it will continue according to 
statutory procedures. 

Alan F. Holmor. 

Deputy Assistant Secretary for Import 
Administration. 

March 18.1985. 

(FR Doc, 85-6878 Filed 3-21-85: 8:45 am) 

BILLING COOL JSlO-OVN 


IC-351-4081 

Preliminary Affirmative Countervailing 
Duty Determination; Iron Ore Pollets 
From Brazil 

agency: Import Administration. 
International Trade Administration. 
Commerce. 
action: Notice. 


summary: We preliminarily determine 
that certain benefits which constitute 
subsidies within the meaning of the 
countervailing duty law are being 
provided to manufacturers, producers, 
or exporters in Brazil of certain types of 
iron ore pellets. The estimated net 
subsidy is 5.15 percent ad valorem. 

We have notified the United States 
International Trade Commission (ITC) 
of our determination. We are directing 
the U.S. Customs Service to suspend 
liquidation of all entries of iron ore 
pellets from Brazil that are entered, or 
withdrawn from warehouse, for 
consumption on or after the date of 
publication of this notice, and to require 
a cash deposit or bond on entries of 
these products in the amount equal to 
the estimated net subsidy. 

If this investigation proceeds 
normally, we will make our final 
determination by May 29.1985. 
EFFECTIVE DATE: March 22.1985. 

FOR FURTHER INFORMATION CONTACT: 
hoc Nguyen or Peggy Clarke, Import 
Administration. International Trade 
Administration. U.S. Department of 
Commerce. 14th Street and Constitution 
Avenue NW„ Washington, D.C. 20230: 
telephone: (202) 377-0167 (Nguyen) or 
(202) 377-2786 (Clarke). 

SUPPLEMENTARY INFORMATION: 
Preliminary Determination 

Based upon our investigation, we 
preliminarily determine that there is 
reason to believe or suspect that certain 
benefits which constitute subsidies 
within the meaning of section 701 of the 
Tariff Act of 1930, as amended (the Act), 
arc being provided to manufacturers, 
producers, or exporters in Brazil of iron 
ore pellets. For purposes of this 
investigation, the following programs 
are found to confer subsidies: 

• Income Tax Exemption for Expott 
Earning: and 

• Mineral Tax Incentives. 

We determine the estimated net 
subsidy to be 5.15 percent ad valotvm. 

Case History 

On December 20,1964. we received a 
petition from The Cleveland-Cliffs Iron 
Company. Oglebay Norton Company. 
Picklands Mather A Company, and the 
United Steelworkers of America on 
behalf of the U.S. iron ore pellets 
industry. In compliance with the filing 
requirements of $ 355.26 of our 
regulations (19 CFR 355 26). the petition 
alleged that manufacturers, producers, 
or exporters in Brazil of iron ore pellets 
directly or indirectly receive benefits 
which constitute subsidies within the 
meaning of section 701 of the Act, and 
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that these imports materially injure or 
threaten material injury to a U.S. 
industry. 

We found that the petition contained 
sufficient grounds upon which to initiate 
a countervailing duty investigation, and 
on January 9.1985. we initiated such an 
investigation (50 FR 2222). We stated 
that we expected to issue a preliminary 
determination by March 15.1985. 

Since Brazil is a "country under the 
Agreement" within the meaning of 
section 701(b) of the Act. an injury 
determination is required for this 
investigation. Therefore, we notified the 
ITC of our initiation. On February 4, 

1985. the ITC determined that there is a 
reasonable indication that these imports 
materially injure or threaten material 
injury to a U.S. industry (50 FR 5286}. 

We presented a questionnaire 
concerning the allegations to the 
government of Brazil in Washington. 
D.C.. on January 25.1985. On February 
27,1985. we received a response to the 
questionnaire. 

There is only one known producer and 
exporter in Brazil of iron ore pellets to 
the United States. Companhia Vale do 
Rio Doce (CVRD), for which we have 
received information from the 
government of Brazil. 

Scope of the Investigation 

The product covered by this 
Investigation is iron ore pellets. Iron ore 
pellets are defined, for purposes of this 
proceeding, as fine particles of iron 
oxide, hardened by heating and formed 
into balls of %* to for use in blast 
furnaces to obtain pig iron, as currently 
provided for In item 001.2450 of the 
Tariff Schedules of the United States. 
Annotated (TSUSA). 

Pellets for use in electric furnaces and 
containing not over three percent by 
weight of silica are excluded. In our 
initiation notice, we had inadvertently 
included TSUSA item 601.243a This 
item covers iron ore, not concentrated 
and not sintered. Iron ore pellets do not 
fall into this TSUSA item. Therefore, 
this item should not have been included 
in the scope. 

Analysis of Programs 

Throughout this notice, we refer to 
certain general principles applied to the 
facts of the current investigation. These 
principles are described in the 
"Subsidies Appendix" attached to the 
notice of "Cold-Rolled-Carbon Steel 
Flat-Roiled Products from Argentina; 
Final Affirmative Countervailing Duty 
Determination and Countervailing Duty 
Order," which was published in the 
April 26. 1984. issue of the Federal 
Register (49 FR 18006). 


Consistent with our practice in 
preliminary determinations, where a 
response to an allegation denies the 
existence of a program, receipt of 
benefits under o program, or eligibility 
of a company or industry under a 
program, and the Department has no 
persuasive evidence showing that the 
response is incorrect, we accept the 
response for purposes of the preliminary 
determination. All such responses are 
subject to verification. If the response 
cannot be supportd at verification, and 
the program is otherwise 
countervailable. the program will be 
considered a subsidy in the final 
determination. In its response, the 
government of Brazil provided data for 
the applicable period, including 
financial statements and debt 
information for Companhia Vale do Rio 
Doce (CVRD). 

For purposes of this preliminary 
determination, the period for which we 
are measuring subsidization ("the 
review period") is calendar year 1984. 

Based upon our analysis of the 
petition and the responses to our 
questionnaire, we preliminarily 
determine the following: 

/. Programs Determined To Confer 
Subsidies 

We preliminarily determine that 
subsidies are being provided to 
manufacturers, producers, or exporters 
in Brazil of iron ore pellets under the 
following programs: 

A. Income Tax Exemption for Export 
Earnings 

Under Decree-Laws 1158 and 1721, 
exporters of iron ore pellets are eligible 
for an exemption from income tax on a 
portion of profits attributable to export 
revenue. 

Because this exemption is tied to 
exports and is not available for 
domestic sales, we preliminarily 
determine it to be countervailable. 
CVRD took an exemption from income 
tax payable in 1984 on a portion of 
export profits earned in 1983. We 
multiplied that portion by the nominal 
corporate tax rate, and allocated the 
benefit over the total value of 1984 
exports to calculate a preliminary 
subsidy rate of 0.65 percent ad valorem. 

B. Minerals Tax Incentives 

Decree-Law No. 1038. as amended by 
Decree-Law No. 1172 and Decree No. 
66694. establishes a tax on minerals 
("I.U.M."). Iron ore pellets are subject to 
this tax. The tax for iron ore pellets sold 
domestically is 15 percent of the ex¬ 
mine price plus the value-added from 
marginal processing for transport (this 
includes pelletizing). The tax for 


exported Iron ore pellets is 7.5 percent 
This 7.5 precent tax is charged on 60 
percent of the f.o.b. price which the 
government claims closely approximates 
the ex-mine price. Payment of the LUM. 
exempts the firm from all other taxes 
except the income tax and all charges 
for the use of public services. This 
exemption includes social security taxes 
and property taxes. 

Because the LU.M. exempts the firm* 
from direct taxes and because the tax 
rate is lower for export than for 
domestic sales, we preliminarily 
determine this program to be 
countervailable. To find the benefit we 
took the difference between the 
domestic sales rate and the foreign sales 
rate, 7.5 percent, and multiplied by 60 
percent. We preliminarily find the 
benefit to be 4.50 percent ad valorem. 

II. Programs Determined Not to Confer 
A Subsidy 

A Depletion Allowance 

Petitioners allege that the 20 percent 
depletion allowance for mineral projects 
grantd by Decree-law 1096 and extended 
by Decree-Law 1779 confers a subsidy 
on the manufacturers and producers of 
iron ore pellets. 

In its response, the government of 
Brazil states that any firm owning a 
mine is eligible for the depletion 
allowance. The firm has the option of 
taking a depletion allowance equal to 
the greater of: 

1. The percentage of the total reserves 
extracted during the tax year times the 
original value of the mine; or 

Z Twenty percent of the ex-mine 
value of the minerals extracted during 
the tax year. 

In the past, we have found that 
depredation allowances, perse, are not 
countervailable. Because the depletion 
allowance on minerals In Brazil is part 
of the normal tax practice and because 
there is no indication that it favors 
exports over domestic products, we 
preliminarily determine this program not 
to be countervailable. 

B. BNDES/F1NAME Loans 

Petitioners allege that loans received 
from the National Economic and Social 
Development Bank (BNDES) and its 
subsidiary, the Special Agency of 
Industrial Financing (F1NAME). confer a 
subsidy on the manufacturers and 
producers of iron ore pellets. In support 
of this allegation petitioners argue that 
iron ore pellet producers, as part of the 
metallurgy sector, received a 
disproportionate share of BNDES and 
FINAME loans. 
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In edrlicr determinating, we have 
bund BNDES nnd FINAME loans to be 
jrovided to more than a specific 
ndustry or group of industries, and 
lence not countervaiiable (see, for 
pxumple. Final Affirmative 
Countervailing Duty Determination: 
Certain Carbon Steel Products from 
frazil, 49 III 17938). Information 
wived in this case supports our earlier 
:om lusion. For example, in the period 
1978—84. the BNDES system, including 
3NDES and FINAME. provided loans to 
the industrial agricultural, and energy 
lectors. 

We have also examined whether the 
netallurgy sector has received a 
disproportionate share of the loans 
nade by the BNDES system. Going back 
is far as 1975, we have found that the 
net.illurgy sector accounts for 4.3 
percent, on uverage, of BNDES loans to 
he industrial sector. Further, industrial 
inancing as a share of the BNDES 
>ortfolio has been declining over much 
of this period. Therefore, we conclude 
that the metallurgy sector has not 
waived a disproportionate share of the 
LVDES system loans. 

Because BNDES/FINAME loans are 
irovided to more than a specific 
industry or group of industries and there 
is no evidence of de facto selectivity in 
application, we find that these loans do 
nut confer a benefit on producers of iron 
ore pellets in Brazil. 

Petitioners* allegation that metallurgy 
Receives a disproportionate share of 
financing was based on comparison of 
thr share of loans to that sector with 
lhat sector's contribution to 
manufacturing output. We have used a 
similar analysis elsewhere (Final 
Affirmative Countervailing Duty 
^termination: Oil Country Tubular 
boobs from Korea. 49 FR 48776.). 
Nevertheless, there have been seme 
Rations raised about certain aspects 
of this comparison, in particular, 
whether the comparison of share of 
°® ns to share of GNP is the appropriate 
one. We invite interested parties to 
submit comments on these issues. 

/// Programs Determined Not To Be 

!/serf 

We preliminarily determine that 
tomifacturers, producers or exporters 
^ Brazil of iron ore pellets did not use 
the following programs listed in our 
notice of initiation. 

A (IPI) Export Credit Premium 

Petitioners allege that under the 
Ptfrtaria Ministerial No. 78. as amended 
by Portaria Ministerial No. 252, 

**porterg of iron ore pellets receive a 
c **h reimbursement from the 
!°vemment of Brazil based on the 


"adjusted" f.o.b price of the exported 
merchandise. 

The government of Brazil states in its 
response that producers of iron ore 
pellets are not eligible for the IPI credit 
premium. Accordingly, we preliminarily 
determine that this program was not 
used by the producers of the product 
under investigation. 

B. Financing for Storage of Export 
Merchandise Program: Resolution 330 of 
the Banco Central do Brasil 

Resolution 330 provides financing for 
up to 80 percent of the value of the 
merchandise placed in a specified 
bonded warehouse and destined for 
export. The government of Brazil states 
in its response that CVRD was not 
eligible for this program because 
Resolution 330 is applicable only to 
certain "manufactured" products listed 
by the Ministry of Finance. Therefore, 
we preliminarily determine that this 
program was not used. 

C. FINEX Export-Financing Program: 
Resolution 88 

Resolution 68 states that the 
Department of Foreign Commerce of the 
Banco do Brasil S.A. (CACEX) may 
draw upon the resources of the Fundo 
de Financiamento 4 Exportagao (FINEX) 
to extend dollar-denominated loans to 
foreign buyers of Brazilian goods and 
cruzeiro-denominated loans to 
exporters. Financing is granted on a 
transaction-by-transaction basis. 

In its response, the government of 
Brazil states that the respondent was 
not eligible for this kind of financing 
because it is provided only with respect 
to "manufactured" products. Therefore, 
we preliminarily determine that this 
program was not used by the producers 
of the product under investigation. 

D. The GDI Program: Exemption of IPI 
Tax and Customs Duties on Imported 
Equipment 

Article 13 of Decree Law No. 1137 
granted duty-free treatment and an 
exemption from the IPI tax on certain 
imported machinery under appropriate 
circumstances. Accelerated depreciation 
was also granted on domestic 
machinery. This legislation was 
amended by Article 9 of Decree Law No. 
1428 of December 2,1975, which reduced 
the maximum benefit on imported 
machinery to an exemption of 80 percent 
of the customs duties and 80 percent of 
the IPI lax. The accelerated depreciation 
for domestic equipment continued. 

The government of Brazil states in its 
response that CVRD did not receive any 
benefits under this program during the 
review period. Therefore, we 
preliminarily determine that this 


program was not used by the producers 
of the product under investigation 
during review period. 

E. The BEFIEX Program: Decree-Laws 
77065 and 1219 

The Comissao para a Concessao de 
Beneficios Fiscais a Programss 
Especiais de Exporta^ao (Commission 
for the Granting of Fiscal Benefits to 
Special Export Programs, or BEFIEX] 
grants at least three categories of 
benefits to Brazilian exporters: 

• Under Decree-Law 77065. BEFIEX 
may reduce by 70 to 90 percent import 
duties and the IPI tax on the importation 
of machinery, equipment, apparatus, 
instruments accessories and tools 
necessary for special export programs 
approved by the Ministry of Industry 
and Trade, and may reduce by 50 
percent import duties and the IPI tax on 
imports of components, raw materials 
and intermediary products; 

• Under article 13 of Decree No. 1219, 
BEFIEX may extend the carry-forward 
period for tax losses from 4 to 6 years: 
and 

• Under article 14 of the same decree, 
BEFIEX may allow special amortization 
of pre-operational expenses related to 
approved projects. 

In its response, the government of 
Brazil states that the respondent did not 
participate in this program. Accordingly, 
wc preliminarily determine that this 
program was not used during the review 
period. 

F. The CIEX Program: Tax Reductions 
on Export-Production Equipment: 
Decree-Law 1428 

Decree-Law 1426 authorized the 
Comissao para Incentives 4 Exporta 9.10 
(Commission for Export Incentives, or 
CIEX) to reduce import taxes and the IPI 
tax up to 10 percent on certain 
equipment for use in export production. 
In its response, the government of Brazil 
states that CVRD did not receive any 
benefits under this program. 

Accordingly, we preliminarily determine 
that this program was not used by the 
producers of the product under 
investigation during the review period. 

G. Accelerated Depreciation of 
Equipment: Decree Law 1137 

Pursuant to Decree Low 1137, any 
company which purchases Brazilian- 
made capital equipment and has an 
expansion project approved by the CD1 
may depreciate this equipment at twice 
the rate normally permitted under 
Brazilian tax laws. According to the 
government of Brazil, CVRD did not 
participate in this program during the 
review period. We preliminarily 
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determine that this program was not 
used. 

H. Working Capital Financing for 
Exports: Resolutions 674 and 882/950 

Petitioners allege that the government 
of Brazil provides preferential short- 
term financing for working capital to 
companies with qualifying export 
performance. In its response, the 
government of Brazil states that the 
respondent was not eligible for this kind 
of financing since such financing is only 
authorized for certain "manufactured" 
products. Therefore, we preliminarily 
determine this program not to be used. 

I. Export Financing Under CIC-CREGE 
14-11 Circular 

Under its CIC-CREGE 14-11 circular 
("14-11"). the Banco do Brasil provides 
180- and 360-day cruzero loans for 
export financing for manufactured 
products. In its response, the 
government of Brazil states that the 
respondent was not eligible for this kind 
of financing, since such financing is only 
authorized for certain "manufactured" 
products. Therefore, we preliminarily 
determine this program not to be used. 

J. The PROEX Program: Export 
Promotion Credit 

Petitioners allege that short-term 
credits for exports were established 
under the Programa de Financiamento a 
Producao para a Exportacao (PROEX). 
previously referred to as the Apoio a 
Exportacao program. In its response, the 
government of Brazil states that CVRD 
is not eligible for and did not receive 
any loans under this program. 
Accordingly, we preliminarily determine 
this program not to be used 

K. Tax Deduction for Financial 
Transactions Related to the 
Recuperation of Capital Expended in 
Prospecting Mineral Deposits: Decree 
58400 

According’to the government of Brazil, 
this program is available only to 
individual taxpayers. Furthermore, this 
program is no longer in effect. Therefore, 
we preliminarily determine this program 
not to be used. 

L Carajas Mine Incentives 

Petitioners allege that iron ore pellet 
producers and exporters benefit from 
several programs relating to the Carajas 
Mine. # 

In its response, the government of 
Brazil states that the Carajas Mine will 
produce only natural iron ore. not 
pellets. Since our investigation deals 
only with iron ore pellets, we determine 
that these incentives do not provide 


benefits to the production or exportation 
of iron ore pellets. 

IV. Programs for Which Additional 
Information is Needed 

A. ICM State Tax Incentives 

Petitioners allege that CVRD receives 
a rebate from the ICM state value-added 
tax similar to the IPI export credit 
premium. In our final affirmative 
countervailing duty determination on 
carbon steel plate from Brazil (48 FR 
2568), the Department found that the 
state value-added tax export credit 
premium was eliminated in 1979. 
However. CVRD’s annual report lists a 
"state tax (ICM) incentive received" in 
its statement of Stockholder's 
Investment. Therefore, we will seek 
further information during verification in 
order to make a decision concerning this 
program in our final determination. 

B. Subsidy Reserve and Tax Incentive 
Reserves 

The balance sheet in CVRD’s annual 
report for 1983 lists two capital reserves 
as a "subsidy reserve" and a “tax 
incentives reserve." We believe that 
these two reserv es should be 
investigated to determine the source of 
the funds allocated to them. Therefore, 
we will seek more information during 
verification in order to make a decision 
concerning this program in our final 
determination. 

C. Government Loan Guarantees 

Petitioners allege that the Brazilian 
government guarantees long-term loans 
in foreign currency on terms that are 
inconsistent with commercial 
considerations and, therefore, these 
guarantees are countervailable. 

According to the response, CVRD has 
not received any government- 
guaranteed loans since 1974. However, 
some 1973 and 1974 government 
guaranteed loans are still outstanding. 
Since we have no information on 
commercial guarantee rates and other 
factors affecting guarantees during that 
period, we will seek more information 
during verification in order to make a 
decision concerning this program in our 
final determination. 

Suspension of liquidation 

In accordance with section 703(d) of 
the Act. we are directing the U.S. 
Customs Service to suspend liquidation 
of ail entries of iron ore pellets from 
Brazil which ore entered, or withdrawn 
from warehouse, for consumption on or 
after the date of publication of this 
notice in the Federal Register and to 
require a cash deposit or bond for each 
such entry of this merchandise at 5.15 


percent ad valorem . This suspension 
will remain in effect until further notice. 

Preliminary Negative Determination of 
Critical Circumstances 

Petitioners allege that critical 
circumstances exist within the meaning 
of section 703(e)(1) of the Act, with 
respect to iron ore pellets from Brazil. In 
determining whether critical 
circumstances exist, we examine 
whether there is a reasonable basis to 
believe or suspect that: 

(a) The alleged subsidy is inconsistent 
with the Agreement, and 

(b) There have been massive imports 
of the subject merchandise over a 
relatively short period. 

In this case, information on the record 
docs not indicate that imports of the 
merchandise under investigation were 
massive over a relatively short period 
within the meaning of section 703(e)(1) 
of the Tariff Act of 1930. Therefore, we 
preliminarily determine that critical 
circumstances do not exist with respect 
to iron ore pellets from Brazil. 

ITC Notification 

In accordance with section 703(f) of 
the Act. we will notify the ITC of our 
determination. In addition, we are 
making available to the ITC all non- 
privileged and non-confidential 
information relating to this 
investigation. We will allow the ITC 
access to all privileged and confidential 
information in our files, provided the 
ITC confirms that it will not disclose 
much information, either publicly or 
under an administrative protective 
order, without the written consent of thi* 
Deputy Assistant Secretary for Import 
Administration. 

The ITC will determine whether these 
imports materially injure or threaten 
material injury to a U.S. industry 120 
day^ after the Department makes its 
preliminary affirmative determination or 
45 days after its final affirmative 
determination, whichever is latest. 

Public Comment 

In accordance with $ 355.35 of our 
regulations, we will hold a public 
hearing, if requested, to afford interested! 
parties an opportunity to comment on 
this preliminary determination at 2:00 
p.m. on April 17.1985, at the U.S. 
Department of Commerce, Room 1414, 
14th Street and Constitution Avenue 
NW.. Washington. D.C. 20230. 
individuals who wish to participate in 
the hearing must submit a request to the 
Deputy Assistant Secretary for Import 
Administration, room B-099, at the 
above address within 10 days of the 
publication of this notice. 
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Requests should contain: (1) The 
>arty’s name, address, and telephone 
lumber; (2) the number of participants; 

3) the reason for attending; and (4) a list 
>f the issues to be discussed. In 
idilition, at least 10 copies of pre- 
learings briefs must be submitted to the 
kputy Assistant Secretary by April 0, 
1985 Oral presentations will be limited 
o issues raised in the briefs. All written 
news should be Filed in accordance 
Kith 19 CFR 355,34, within 30 days of 
mblication of this notice, at the above 
iddress and in at least 10 copies. 

This notice is published pursuant to section 
W|0 of the Act (10 U.S.C. 1671(0). 

1 Christopher Partin, 

t\ r r v Deputy Assistant Secretary' for Import 
lr/r si ration. 

.torch IS, 1985. 

FR Dae. 85-8675 Filed 3-21-65; 8:45 om| 

I* *LUM3 CODE TO-OS-41 


Minority Business Development 

Agency 

Financial Assistance Application 
Announcements; South Carolina 

agency: Minority Business 
)eve!opment Agency, Commerce. 
action: Notice. 

Summary: The Minority Business 
development Agency (MBDA) 
mnounces that it is soliciting 
:ompetitive applications under its 
Minority Business Development Center 
IMBDC) Program to operate an MBDC 
or h 3 year period, subject to available 
unds. The cost of performance for the 
rst 11 months is estimated at $171,417 
or the project performance of 08/01/85 
to 06/30/88. The MBDC will operate in 
lie Columbia, South Carolina 
Metropolitan Statistical Ar»a fMSA). 

"H e first year cost for $145,704 in 
FHvimI funds and a minimum of $25,713 
n non- Federal funds (which can be a 
•ombinatkm of cash, in-kind 
contribution and fees for services. The 
Number is 04-10-85009-81 for 
ihe Columbia, South Carolina MSA. 

• f inding instrument for the MBDC 
’*dl be a cooperative agreement and 
competition is open to individuals, 
ton profit and for-profit organization. 

-1 state governments. American 
Irdton tribes and educational 
dilution* 

ihe MBDC will provide management 
technical assistance to eligible 
CiU *nta for the establishment and 
operation of businesses. The MBDC 
» r °gram is designed to assist those 
Minority businesses that have the 
r ^hcsi potential for success. In order to 
1 "ir.p!M, tills. MBDA supports MBDC 


rograms that can: coordinate and 
roker public and private sector 
resources on behalf of minority 
individuals and firms; ofTer them a full 
range of management and technical 
assistance; and serve as a conduit of 
information and assistance regarding 
minority business. 

Applications will be judged on the 
experience and capability of the firm 
and its staff in addressing the needs of 
minority business individuals and 
organizations; the resources available to 
the firm in providing management and 
technical assistance; the firm's proposed 
approach to performing the work 
requirements included in the 
application; and the firm's estimated 
cost for providing such assistance. It is 
advisable that applicants have an 
existing office in the geographic region 
for which they are applying. 

The MBDC will operate for a 3-year 
period with periodic reviews 
culminating in annual evaluations to 
determine if funding for the project 
should continue. Continued funding will 
be at the discretion of MBDA based on 
such factors as an MBDC's satisfactory 
performance, the availability of funds, 
and Agency priorities. 

CLOSING date: The closing date for 
applications is April 30,1985. 
Applications must be postmarked on or 
before April 3a 1985. 
address: Atlanta Regional Office, 1371 
Peachtree Street NE., Suite 505, Atlanta. 
Georgia 30309, (404) 881-4091 
FOR FURTHER INFORMATION CONTACT: 
Carlton L Eccles, Regional Director, 
Atlanta Regional Office. 

SUPPLEMENTARY INFORMATION: 
Questions concerning the preceding 
information, copies of application kits 
and applicable regulations can be 
obtained at the above address. 

A pre-application conference to assist 
all interested applicants will be held at 
the U.S. Department of Commerce, 
Minority Business Development Agency, 
1371 Peachtree Street NE.. Suite 505, 
Atlanta. Georgia. Monday. April 15.1985 
at 9:00 a.m. 

(11.800 Minority Buninass Development 
(Catalog of Federal Domestic Assistance)) 
Dated: March 15,1965. 

Carlton L. Ecdes, 

Regional Director. Atlanta Regional Off ice. 
[FR Doc. 85-6853 Filed 3-21-85; 8:45 am) 

Bit LING COOC *610-21-41 


Financial Assistance Application 
Announcements; North Carolina 

agency: Minority Business 
Development Agency. Commerce. 


action: Notice. 


summary: The Minority Business 
Development Agency (MBDA) 
announces that it is soliciting 
competitive applications under its 
Minority Business Development Center 
(MBDC) Program to operate an MBDC 
for a 3-year period, subject to available 
funds. The cost of performance for the 
first 11 months is estimated at $171,417 
for the project performance of 08/01/85 
to 06/30/86. The MBDC will operate in 
the Fayetteville, North Carolina 
Metropolitan Statistical Area (MSA). 
The first year cost for $145,704 in 
Federal funds and a minimum of $25,713 
in non-Federal funds (which can be a 
combination of cash, in-kind 
contribution and fees for services. The 
Project Number is 04-10-85022-01 for 
the Fayetteville, North Carolina MSA. 

The funding instrument for the MBDC 
will be a cooperative agreement and 
competition is open to individuals, 
nonprofit and for-profit organization, 
local and state governments, American 
Indian tribes and educational 
institutions. 

The MBDC will provide management 
and technical assistance to eligible 
clients for the establishment and 
operation of businesses. The MBDC 
program is designed to assist those 
minority businesses that have the 
highest potential for success. In order to 
accomplish thi9, MBDA supports MBDC 
programs that can: coordinate and 
broker public and private sector 
resources on behalf of minority 
individuals and firms; offer them a full 
range of management 8nd technical 
assistance; and serve as a conduit of 
information and assistance regarding 
minority business. 

Applications will be judged on the 
experience and capability of the firm 
and its staff in addressing the needs of 
minority business individuals and 
organizations; the resources available to 
the firm in providing management and 
technical assistance; the firm's proposed 
approach to performing the work 
requirements included in the 
application; and the firm's estimated 
cost for providing such assistance. It is 
advisable that applicants have an 
existing office in the geographic region 
for which they arc applying. 

The MBDC will operate for a 3-year 
period with periodic reviews 
culminating in annual evaluations to 
determine if funding for the project 
should continue. Continued funding will 
be at the discretion of MBDA based on 
such factors as an MBDCs satisfactory 
performance, the availability of funds, 
and Agency priorities. 
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closino date: The closing date for 
applications is April 30,1985. 
Applications must be postmarked on or 
before April 30,1985. 
aodress: Atlanta Regional Office, 1371 
Peachtree Street NE., Suite 505, Atlanta. 
Georgia 30309, (404) 881-4091, 

FOR FURTHER INFORMATION CONTACT: 
Carlton L Eccles, Regional Director, 
Atlanta Regional Office. 

SUPPLEMENTARY INFORMATION: 
Questions concerning the preceding 
information, copies of application kits 
and applicable regulations can be 
obtained at the above address. 

A pre-application conference to assist 
all interested applicants will be held at 
the U.S. Department of Commerce. 
Minority Business Development Agency. 
1371 Peachtree Street NE., Suite 505, 
Atlanta, Georgia, Monday, April 15.1985 
at 9:00 am. 

(11.800 Minority Business Development 
(Catalog of Federal Domestic Assistance)) 
Dated: March 15,1985. 

Carlton L Eccles. 

Regional Director. Atlanta Regional Office . 
|FR Doc 85-8854 Filed 3-21-85; 8:45 am) 

BILLING COOC IS 10-21-41 


National Oceanic and Atmospheric 
Administration 

Western Pacific Fishery Management 
Council: Public Meeting 

The Western Pacific Fishery 
Management Council's Pelagic Species 
Plan Development Team will convene a 
public meeting on March 20.1985, at 9 
o.m.. in the conference room of the 
NMFS I ionolulu Laboratory, 2570 Dole 
Street. Honolulu, HI. to discuss the draft 
Pelagic Species Fishery Management 
Plan. For further information, contact 
Kitty Simonds, Executive Director, 
Western Pacific Fishery Management 
Council. 1164 Bishop St., Room 1405, 
Honolulu, HI 96813; telephone: (808) 523- 
1368 or FTS (808) 645-8923. 

Dated: March 18. 1985. 

Roland Finch. 

Director. Office of Fisheries Management. 
National Marine Fisheries Service. 

|FR Doc 85-8769 Filed 3-21-85; 8:45 am) 

BILLING COOC 1510-22-4* 


North Pacific Fishary Management 
Council; Public Meeting 

The North Pacific Fishery 
Management Council will convene a 
public meeting in Anchorage, AK. March 
27-29,1985, at 9 a.m., on March 27. at 
the Captain Cook Hotel. The agenda 
includes a review of proposed 


amendments to the Magnuson Fishery 
Conservation and Management Act, and 
consideration of any foreign fishing 
permits submitted for joint ventures and 
direct allocations. 

The Council will review and approve 
for public review the 1985 amendment 
packages and decisions documents for 
the Gulf of Alaska and Bering Sea/ 
Aleutians Islands groundfish fishery' 
management plans (FMPs). Final 
Council action on the amendments will 
be taken in May after a public comment 
period. The Council will also discuss 
und reconsider its February 1985 
apportionment of the sablefish optimum 
yield to domestic annual processing 
trawl fisheries. 

Also on the agenda is a Council 
review of decisions made by the Alaska 
Board of Fisheries on king and Tanner 
crab management for 1985 to determine 
whether amendments to the Council's 
FMPs are required for consistency 
between federal and state regulations. 

The Council's Scientific and 
Statistical Committee will convene a 
public meeting March 25,1985, at 1:30 
p.m. at the Captain Cook Hotel. The 
Advisory' Panel also will convene a 
public meeting on March 25. at 1:30 p.m. 
at the hotel with an orientation for riew 
members and will continue with regular 
agenda items on March 26. Other plan 
team and workgroup meetings may be 
held on short notice during the week. 

For further information, contact Jim H. 
Branson, Executive Director. North 
Pacific Fishery Management Council. 
P.O. Box 103136, Anchorage. AK 99510: 
telephone: (907) 274-4563. 

Dated: March 19.1985. 

Roland Finch. Director, 

Office of Fisheries Management . National 
Marine Fisheries Service . 

[FR Doc 85-6887 Filed 3-21-85 8:45 am] 

BILLING COOC 2610-22-11 


Taking and Importing of Marine 
Mammals; Proposed Modification to 
Permit No. 393 (P277A); Dr. Richard H. 
Lambert sen 

Notice is hereby given that Dr. 
Richard H. Lambertsen. Department of 
Physiological Sciences. College of 
Veterinary Medicine, Box J—144. J. Hillis 
Miller Health Center, University of 
Florida. Gainesville. Florida 32610, has 
requested a modification of Permit No. 
393 issued on September 13,1982 (47 FR 
41413) under the authority of the Marine 
Mammal Protection Act of 1972 (18 
U.S.C. 1361-1407). the Endangered 
Species Act of 1973 (16 U.S.C. 1531- 
1543), the regulations governing the 
taking and importing of marine 
mammals (50 CFR Part 216) and the 


regulations governing endangered 
species permits (50 CFR Part 217-222). 

The Permit Holder is requesting to 
include the Pacific Ocean stock of 
humpback whales (Megaptera 
novaeangtiae) in the study and be 
authorized to import biopsy material 
taken from humpback whales in coastal 
Mexican waters. Concurrent with the 
publication of this notice in the Federal 
Register, the Secretary of Commerce is 
forwarding copies of the modification 
request to the Marine Mammal 
Commission und the Committee of 
Scientific Advisors. 

Written data or views, or requests for 
a public hearing on this modification 
request should be submitted to the 
Assistant Administrator for Fisheries. 
National Marine Fisheries Service. U.S. 
Department of Commerce. Washington. 
D.C 20235 within 30 days of the 
publication of Ihis notice. Those 
individuals requesting a hearing should 
set forth the specific reasons why a 
hearing on Ihis particular modification 
request would be appropriate. The 
holding of such hearing is at the 
discretion of the Assistant 
Administrator for Fisheries. 

All statements and opinions contained 
in the modification are summaries of 
those of the Applicant and do not 
necessarily reflect the views of the 
Notional Marine Fisheries Service. 

Documents submitted in connection 
with the above modification are 
available for review in the following 
offices: 

Assistant Administrator for Fisheries. 
National Marine Fisheries Service, 
3300 Whitehaven Street NW.. 
Washington, D C.; 

Regional Director, Alaska Region. 
National Marine Fisheries Service, 
P.O. Box 1668. funeau, Alaska 99802: 
Regional Director, National Marine 
Fisheries Serv ice. 14 Elm Street. 
Federal Building, Gloucester. 
Massachusetts 01930; 

Regional Director. Northwest Region. 
National Marine Fisheries Service, 
7600 Sand Point Way, N.E.. BIN 
Cl5700, Seattle. Washington 98115: 
Regional Director. Southeast Region. 
National Marine Fisheries Service, 
9450 Koger Boulevard. St. Petersburg. 
Florida 33702; and 

Regional Director. Southwest Region 
National Marine Fisheries Service, 300 
South Ferry Street. Terminal Island. 
California 90731. 
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Dated March 15.1965. 

Kicimrd B. Roc, 

Director,, Office of Protected Species and 
Habitat Conservation. Notional Marine 
Fisheries Service. 

|HR Doc. 63^66^8 Filed 3-21-85: 8:45 «m| 
•.CUMQ COOC JS’O-M-u 


COMMITTEE FOR THE 
IMPLEMENTATION OF TEXTILE 
AGREEMENTS 

Request for Public Comment on 
Bilateral Textile Consultations With the 
Government of the Republic of 
Indonesia To Review Trade in 
Category 648 (Men-Made Fiber 
Trousers for Women, Girls and Infants) 

March 21.1985. 

On February 28,1985. the Government 
of the United States requested 
consultations with the Government of 
the Republic of Indonesia with respect 
to man-made fiber trouser for women, 
girls, and infants in Category 648. This 
request was made on the basis of the 
dxmement. ag amended, between the 
Governments of the United States and 
the Republic of Indonesia relating to 
trade in Cotton. Wool and Man-Made 
Fiber Textiles and Textiles Products of 
October 13 and November 9.1982. 

The purpose of this notice is to advise 
the public that, if no solution is agreed 
upon in consultations between the two 
governments, CITA, pursuant to the 
agreement, as amended, may establish a 
prorated specific limit of 361,751 dozen 
for the entry and withdrawal from 
warehouse for consumption of textile 
products in Category 648. produced or 
manufactured in Indonesia and exported 
to the United States during the period 
which began on February 28.19S5 and 
extends through the end of the 
agreement year. June 30,1985. The limit 
may be adjusted to include prorated 
•wing and carryforward. 

The Government of the United States 
has decided, pending agreement on a 
mutually satisfactory solution, to control 
imports in this category during the 90- 
day consultation period (February 28, 
1983-May 28,1985) at a level of 313,181 
dozen. In the event the limit established 
for the ninety-day period is exceeded. 
»uch excess amount, if allowed to enter, 
may be charged to the level established 
for the period which began on February 
28.1985 and extends through June 30. 

1985. 

A summary market statement for this 
eatery follows this notice. 

A description of the textile categories 
m terms of T.S.U.S.A. numbers was 
Published in the Federal Register on 
December 13,1982 (47 FR 55709). as 


amended on April 7,1983 (48 FR 15175), 
May 3.1983 (48 FR 19924). December 14, 
1983 (48 FR 55807). December 30.1983 
(48 FR 57581). April 4. 1984 (49 FR 
13397). June 28,1984 (49 FR 28622). July 
16. 1984 (49 FR 28754), November 9.1984 
(49 FR 44782). and in Statistical 
Headnote 5. Schedule 3 of the TARIFF 
SCHEDULES OF THE UNITED STATES 
ANNOTATED (1985). 

Anyone wishing to comment or 
provide dsta or information regarding 
the treatment of Category 648 under the 
BilateriaJ Cotton. Wool and Man-made 
Fiber Textile Agreement with the 
Government of the Republic of 
Indonesia, or on any other aspect 
thereof, or to comment on domestic 
production or availability of textile 
products included in the category, is 
invited to submit such comments or 
information in ten copies to Mr. Walter 

C. Lenahan. Chairman. Committee for 
the Implementation, of Textile 
Agreements, Room H-3100. 

International Trade Administration. U.S. 
Department of Commerce. Washington. 

D. C. 20230. Because the exact timing of 
the consultations is not yet certain, 
comments should be submitted 
promptly. Comments or information 
submitted in response to this notice will 
be available for public inspection in the 
Office of Textiles and Apparel. Room 
3100. U.S. Department of Commerce, 

14th and Constitution Avenue NW„ 
Washington. D.C, and may be obtained 
upon written request. 

Further comment may be invited 
regarding particular comments or 
information received from the public 
which the Committee for the 
Implementation of Textile Agreements 
considers appropriate for further 
consideration. 

The solicitation of comments 
regarding any aspect of the agreement 
or the implementation thereof is not a 
waiver in any respect of the exemption 
contained in 5 U.S.C. 553(a)(1) relating 
to matters which constitute “a foreign 
affairs function of the United States.” 
Ronald 1. Levin. 

Acting Chairman. Committee for the 
Implementation for Textile Agreements 

Indonesia—Market Statement 

Category 648— Women 's, Girls * and Infants 
( WCI) MMF Trousers, Slacks and Shorts 
February 1965. 

Category 648 imports from Indonesia 
quintupled in 1984 to 950.007 dozen. This Is 
on top of a four fold increase the previous 
year when imports rose to 180.848 dozen from 
44.039 dozen in 1902. Indonesia is the third 
largest supplier of WGI MMF trousers etc., 
end accounted for half of the total Category 
048 import increase in 1984. This is a sharp 
and substantial increase in imports which, if 


continued, creates a real threat of market 
disruption. Imports from the two larger 
suppliers are restrained. 

Domestic production reached 21.041.000 
dozen in 1983 and U.S. producers supplied 73 
percent of the market. The import* to- 
preduction ratio was 37.1 percent. Data 
indicate that production did not increase in 
1984 and probably declined. For example, 
women's trouser cuttings were off 12 percent 
in 1984 Category 048 imports, on the other 
hand, reached a record high in 1984 of 
9.502.984 dozen, up 18 percent from 1983. 
Given the import increase, even if production 
remains at 1983 levels, the U,S. producer's 
market share will drop 09 percent 

Imports have increased three of the four 
years since 1980. The U.S. producer s share of 
the Category 648 market declined in each of 
the years that imports increased. Imports in 
1984 were 00 percent higher than 1980 levels 
and the import-to-production ratio was 37.1 
percent compared with 32.0 percent in 1980. 

Forty-five percent of these imports from 
Indonesia are entered under TSUSA No. 
383.8160—WCI knit shorts: 22 percent under 
383.9065—WCI woven shorts: and 12 percent 
under 383 2250—Girls* and Infants* trousers. 
These garments are imported at landed duty- 
paid values below prices for comparable 
trousers, slacks and shorts. 

March 21.1965. 

Committee for the Implementation of Textile 
Agreements 

Commissioner of Customs, 

Department of the Treasury. Washington. 

DC. 

Dear Mr. Commissioner. Under the terms of 
section 204 of the Agricultural Act of 1958. as 
amended (7 U.S. 1854), and the Arrangement 
Regarding International Trade in Textiles 
done at Geneva on December 20,1983, as 
extended on December 15.1977 and 
December 22.1981; pursuant to the Bilateral 
Cotton. Woo! and Man-Made Fiber Textile 
Agreement of October 13 and November 9. 
1982. as amended, between the Governments 
of the United States and the Republic of 
Indonesia: and in accordance with the 
provisions of Executive Order 11651 of March 
3,1972. as amended, you are directed to 
prohibit, effective on March 27,1965, entry 
into the United States for consumption and 
withdrawal from warehouse for consumption 
of man-made fiber textile products in 
Category’ 848 produced or manufactured in 
Indonesia and exported during the ninety-day 
period which began on February 28.1985 and 
extends through May 28,1985. in excess of 
313.181 dozen. 1 

Textile products in Category 048 which 
have been exported to the United States prior 
to February 28.1985 shall not b^subject to 
this directive. 

Textile products in Category 648 which 
have been released from the custody of the 
U.S. Customs Service under the provisions of 
19 U.S.C 1448(b) or 1484(a)(1)(A) prior to the 
effective date of this directive shall not be 
denied entry under this directive. 


‘The level hat not been adjusted to reflect any 
imports exported after February 27.1985. 
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A description of the textile categories in 
terms of T.S.U.S.A. numbers was published to 
the Federal Register on December 13,1982 (47 
lit 55709). as amended on April 7.1983 (48 FR 
15175). May 3.1983 (48 FR 19924). December 
14,1983 (48 FR 55607). December 30.1983 (48 
FR 57584). Apri) 4, 1984 (49 FR 13397). June 2* 
1984 (49 FR 20622). |uly 16, 1984 (49 FR 28754). 
November 9,1984 (49 FR 44782). and in 
Statistical Head note 5, Schedule 3 of the 
TARIFF SCHEDULES OF THE UNITED 
STATES ANNOTATED (1985) 
tn carrying out the above directions, the 
Commissioner of Customs should construe 
entry Into the United States for consumption 
to include entry for consumption into the 
Commonwealth of Puerto Rico. 

The Committee for the Implementation of 
Textile Agreements has determined that 
these actions fall within the foreign affairs 
exception to the rulemaking provisions of 5 
U.S.C. 553. 

Sincerely, 

Ronald 1. Levin, 

Act/ng Chairman. Committee for the 
Implementation of Textile AgivenwnU. 

|FR Doc. 85-7036 Filed 3-21-85:043 nra| 

SILLING COOC 3*10 0*0* 


Request for Public Comment on 
Bilateral Textile Consultations on Man- 
Made Fiber Braided Handbags, 
Luggage and Flat Goods In Category 
670 pt. From Taiwan 

March 20.1985. 

On February 28,1985, the American 
Institute in Taiwan, under section 204 of 
the Agracultural Act of 1958. as 
amended (7 U.S.C. 1854). requested the 
Coordination Council for North 
American Affairs in Taiwan to enter 
into consultations concerning exports to 
the United States of man-made fiber 
braided handbags, luggage and flat 
goods in Category 870 pt.. classified in 
T.S.U.S.A. numbers 706.3410, 706.3420 
and 706.3430. produced or manufactured 
in Taiwan. 

The purpose of this notice is to advise 
that, if no solution is agreed upon in 
consultations, the Committee for the 
Implementation of Textile Agreements 
may later establish a limit for the entry 
and withdrawal from warehouse for 
consumption of these products, 
produced or manufactured in Taiwan 
and exported to the United States during 
the twelve-month period which began 
on February 28,1985 and extends 
through February 27.1986 at a level of 
3,641.138 pounds. 

A summary market statement 
concerning this category follows this 
notice. 

Anyone wishing to comment or 


provide data or information regarding 
the treatment of man-made fiber 
handbags, luggage and flat foods in 
Category 870 pt is invited to sumbit 
such comments or information in ten 
copies to Mr. Walter C Lenahan. 
Chairman. Committee for the 
Implementation of Textile Agreements, 
International Trade Administration. 

U S. Department of Commerce. 
Washington. D.C. 20230, Since the exact 
timing of consultations is not yet certain, 
it is requested that comments be 
submitted promptly. Comments or 
information submitted in response to 
this notice will be available for public 
inspection in the Office of Textiles and 
Apparel, Room 3100, U.S. Department of 
Commerce, 14th and Constitution 
Avenue NW.. Washington. D.C. 20230. 
and may be obtained upon written 
request. 

Further comment may be invited 
regarding particular comments or 
information received from the public 
which the Committee for the 
implementation of Textile Agreements 
considers appropriate for further 
consideration. 

The solicitation of comments is not a 
waiver in any respect of the exemption 
. contained in frU.S.C. 553(a)(1) relating 
to matters which constitute M a foreign 
affajre function of the United States/* 
Ronald I. Irvin. 

Action Chairman, Committee for the 
Implementation of Textile Agreements. 

Taiwan—Market Statement 

Category 670 Pt Man-Made Fihttr Braided 
Luggoge. Handbags and Flat* xnk; TSUSA 
No 706.3400 

February 1985. 

U.S. imports in TSUSA No. 706-3400 from 
Taiwan were 3.0 million pounds during 1984. 
nearly three times the quantity imported a 
year earlier. This was a sharp and substantial 
increase in Imports of items for which the 
U.Sl domestic market has been adversely 
affected by imports Taiwan was the Largest 
supplier of TSUSA No. 706,3400. accounting 
for 02* of the total imports during 1984 

In 1984 these products entered the United 
States in TSUSA Number 706.3400. In 1985. 
those products are entered in TSUSA 
numbers 708.3410, 708 3420 and 7083430. 

Imports under TSUSA No. 7083400 from 
Taiwan increased sharply after the U.S. and 
Taiwan agreed upon a level of trade for non- 
braided luggage. According to the U.S. 
Customs Service, the increase in imparts 
under this TSUSA Number was due to an 
increase in braided luggage. These additional 
imports of luggage circumvented the agreed 
level with Taiwan which was designed lo 
prevent further market disruption. 


Domestic production of man made fiber 
luggage is measured by the fabric consumed 
by the luggage producing establishments. Thf 
fabric consumed by these establishments 
declined from 27.3 million pounds in 196! to 
24 4 million pounds in 1983. Imports of fabric 
from all sources contained in the man-much* 
fiber non-bralded luggage, assuming one-hall 
the total weight as fabric, increased from 20.'< 
million pounds in 19(11 to 71.3 million pound* 
in 1984. Imports continued to expand in 1984 
in spite of agreements reached wtth the two 
major suppliers which control imports or nor 
braided luggage. In addition to the imports o( 
non braided luggage, there were substantial 
increases of imports of braided luggage umb r 
TSUSA No. 706.3408 However, it is not 
possible to determine precisely the quantity 
since luggage Imports are not identified unde r 
this number. 

The U S. producer's share of the market for 
man made filler luggage declined drastically 
in recent years. The 1983 share, at 33.5%. was 
|ust over one-half the 1981 share of 57.4 
percent. The sharp and substantial import 
increase in 1964 has resulted in a further 
decline in market share. The ratio of imporU 
to domestic production Increased from 7i2 
in 1981 to 198.4* tn 1983. Imports during 196*. 
were 718 million pounds, nearly three time" 
the 1983 production level. If imports of 
braided luggage were included In the import 
levels, the U S producer's market sharr 
would be less and the ratio of imports to 
production would be higher. 

(FR Doc 85-7035 Filed 3-21-85; 9:43 am| 

atLLma coot osukop-* 

Requesting Public Comment on 
Bilateral Textile Consultations With the 
Government of Turkey on Category 
313 (Cotton Sheeting) 

March 21,1985. 

On February 28, 1965. the United 
Slates Government, under Article 3 of 
the Arrangement Regarding 
International Trade in Textiles, 
requested the Government of Turkey to 
enter into consultations concerning 
exports to the United States of cotton 
sheeting in Category 313. produced or 
manufactured In Turkey. 

The purpose of this notice is to advm> 
that if no solution is agreed upon in 
further consultations between the two 
governments within sixty days of the 
date of delivery of the aforementioned 
note, entry and withdrawal from 
warehouse for consumption of cotton 
textiles in Category 313, produced or 
manufactured in Turkey and exported to 
the United States during the twelve¬ 
month period which began on Fehrutm 
28,1985 may be restrained at 12.713,472 
square yards. 

A summary market statement follows 
this notice. 

Anyone wishing to comment or 
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provide data or information regarding 
the treatment of Category 313 is invited 
to submit such comments or information 
in ten copies to Mr. Walter C. Lenahan. 
Chairman. Committee for the 
Implementation of Textile Agreements, 
international Trade Administration. U.S. 
Department of Commerce. Washington. 
D.C. 20230. Comments or information 
submitted in response to this notice will 
be available for public inspection in the 
Office of Textiles and Apparel, Room 
3100, U.S. Department of Commerce. 

14th and Constitution Avenue NW.. 
Washington. D.C., and may be obtained 
upon written request. 

Further comment may be invited 
regarding particular comments or 
information received from the public 
which the Committee for the 
Implementation of Textile Agreements 
considers appropriate for further 
consideration. 

The solicitation of comments 
regarding any aspect of the agreement 
or the implementation thereof is not 
waiver in any respect of the exemption 
contained in 5 U.S.C. 553(a)(1) relating 
to matters which constitute “a foreign 
affairs function of the United States.*' 
Ronald t. Levin. v 
Acting Chairman. Committee for the 
I mplementation of Textile Agreements. 

Turkey—Market Statement 

Category 313—Cotton Sheeting 
February 1965. 

U.S. imports of Category 313 from Turkey 
stalled 14 7 million square yards for the year 
ending December 1984. a substantial increase 
over the 355.000 square yards imported a year 
earlier. There were no imports of Category 
313 from Turkey in 1962, however, it is now 
(ho tenth largest supplier. 

The domestic industry producing cotton 
Meeting fabric is adversely affected by 
imports. While the market expanded in early 
1984 as the U.S. economy improved, the U S. 
producer’s share of the market for 
domestically produced end imported sheeting 
declined. Despite a strong first quarter 
showing, domestic production was relatively 
flat for JunuarySeptcmber. reflecting the 8 
percent decline in second and third quarter 
production. This downturn coincided with a 
substantial loss of market share for domestic 
producers, from 50.4 percent in fanuary- 
September 1983 to 41.4 percent in 1984. 

Total imports of cotton sheeting fabric 
increased 28,2 percent, from 320.5 million 
square yards in 1963 to 410.0 million squurc 
yard* m 1984.1984 was the first time that 
imports of cotton sheeting surpassed 
domestic production. 

The import to production ratio of Category 
313 Increase from 94.8 percent In January- 
September 1084 to 138.1 percent in January* 
September 1984. 

1KR Doc. 65-7037 Fiied 3-21-65:9:43 am| 

SILLING COOC ISIO-Oft-M 


CONSUMER PRODUCT SAFETY 
COMMISSION 

Toxicological Advisory Board; Meeting 

agency: Consumer Product Safety 
Commission. 

action: Notice of meeting: Toxicological 
Advisory Board. 

summary: The Toxicological Advisory 
Board will meet on Tuesday, April 9, 
1985, from 8:30 a m. to approximately 
2:00 p.m. The meeting, which is open to 
the public, will be in Room 456 at 5401 
Westbard Avenue. Bethesda. Mary land. 
FOR FURTHER INFORMATION CONTACT: 

Dr. Fred Marozzi. Directorate for Health 
Sciences. Consumer Product Safety 
Commission, Washington. D C. 20207; 
telephone (301) 492-6477. 
SUPPLEMENTARY INFORMATION: The 
Toxicological Advisory Board is a nine- 
member advisory committee which 
advises the Commission on 
precautionary labeling for acutely toxic 
household substances and on 
instructions for first-aid treatment 
labeling. In addition, the Board reviews 
labeling requirements that have been 
issued under the Federal Hazardous 
Substances Act and recommends 
revisions it considers appropriate. The 
Toxicological Advisory Board was 
established on May 9, 1979, under the 
authority of 15 U.S.C. 1275. and shall 
terminate on May 9.1985. 

The following topics will be discussed 
at the meeting of the Toxicological 
Advisory Board on April 9.1985, in the 
order listed: 

1. The Consumer Product Safety 
Commission's staff will brief the Board 
on the Commission's decisions with 
respect to implementation of the 
recommendations in the Board's Final 
Report. 

2. The staff will attempt to resolve, 
with the help of the Board, minor 
Inconsistencies in some of the labels 
contained in the appendix to the Board's 
Final Report. 

3. The Board will be asked to consider 
some reasonable alternative for the 
induction of emesis when the toxicity of 
the substance dictates rapid removal 
and syrup of ipecac and medical advice 
are not immediately available. 

The meeting is open to the public; 
however, apace is limited. Interested 
persons who wish to make oral or 
written presentations to the Board on 
the subjects described above should 
notify Dr. Fred Marozzi. Directorate for 
Health Sciences, Consumer Product 
Safety Commission, Washington. D.C., 
telephone (301) 492-6477, by March 29. 
1985. The notification should state: The 


name, address, and phone number of the 
individual who will make an oral 
presentation or submit a written 
presentation; the person, company, 
group, or industry on whose behalf the 
presentation will be made; the subject 
matter of the presentation; and the 
approximate time requested for an oral 
presentation or the number of pages 
required for a written presentation. Time 
permitting, such presentations, and 
possibly other oral statements from the 
audience to members of the Board, may 
be allowed by the presiding officer. 

Persons who submit requests to make 
presentations by March 29.1985, as 
described above, will be notified before 
the meeting of the presiding officer's 
decision concerning their request. 

Dated: March 18,1985. 

Sadye K Dunn. 

Secretary. Consumer Product Safety 
Commission. 

(FR Doc 85-0824 Filed 3-21-65; 8:45 *m| 

BILLING COOC USS-01-* 


DEPARTMENT OF DEFENSE 

Office of the Secretary 

Defense Science Board Task Force on 
Special Operations; Meetings 

action: Notice of advisory committee 
meetings. 

summary: The Defense Science Board 
Task Force on Special Operations will 
meet in dosed session on 24-25 April 
1985 in the Pentagon. Arlington, 

Virginia. 

The mission of the Defense Science 
Board is to advise the Secretary of 
Defense and the Udder Secretary of 
Defense for Research and Engineering 
on scientific and technical matters as 
they affect the perceived needs of the 
Department of Defense. At this meeting 
the Task Force will receive classified 
briefings on Special Operations. 

In accordance with Section 10(d) of 
the Federal Advisory Committee Act, 
Pub. L. 92-463, as amended (5 U.S.C. 
App. 11, (1962)), it has ben determined 
that this DSB Panel meeting, concerns 
matters listed in 5 U.S.C. 552b(c)(l) 
(1982). and that accordingly this meeting 
will be closed to the public. 

Dated: March 19. 1965- 

Patricia II. Means, 

OSD Federal Register Liaison Officer. 
Department of Defense. 

|FR Doc. 85-8888 Filed 3-21-85; 8:45 am) 

BILLING CODE M10-01-M 
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DEPARTMENT OF EDUCATION 

Education Appeal Board Hearings; 
Acceptance of Application for Review 

AGENCY: Department of Education. 
action: Notice of application for review 
accepted for hearing by Education 
Appeal Board. 


FOR FURTHER INFORMATION CONTACT: 

Orman W. Ketcham. Acting Chairman, 
Education Appeal Board. 400 Maryland 
Avenue SW. (Room 1065, FOB-fi). 
Washington. D C. 20202. Telephone: 

(2021 245-7835. 

SUPPLEMENTARY INFORMATION: Under 
sections 451 through 454 of the General 
Education Provisions Ad (20 U.S.C. 1234 
at svq.). the Education Appeal Board 
(the Board) has authority to conduct (1) 
audit appeal hearings, (2) withholding, 
termination, and cease and desist 
hearings initiated by the Secretary of 
Education, and (3) other proceedings 
designated by the Secretary as being 
within the jurisdiction of the Board. 

The Secretary has designated the 
Board as having jurisdiction over appeal 
proceedings related to final audit 
determinations, the withholding or 
termination of funds, and cease and 
desist actions for most programs 
administered by the Department of 
Education fED). The Secretary also has 
designated the Board as having 
jurisdiction to conduct hearings 
concerning most ED administered 
programs that involve (a) a 
determination that a grant is void, (b) 
the disapproval of a request for 
permission to incur an expenditure 
during the term of a grant, or (c) 
determinations regarding cost allocation 
plans or special rates negotiated with 
specified grantees. Fjnal regulations 
governing Board jurisdiction and 
procedures were published In the 
Federal Register on May 19, 198! at 46 
FR 27304 (34 CFR Port 78). 

Application Accepted 

On February 22,1985. the Education 
Appeal Board accepted an application 
for review of the final audit 
determination in Audit Control No. 06- 
30008 from the Texas Education Agency. 
The appeal of the final audit 
determination in Audit Control No. 06- 
30008 was docketed at 3-(178)-65. 

The Texas Education Agency 
requested review of a final audit 
determination issued by the Assistance 
Management and Procurement Service. 
The underlying audit reviewed costs 
charged to Federal grant awards during 
fiscal years 1980 and 1981 by the 
Houston Education Service Center 


Direct costs were disallowed because 
of inadequate documentation and 
improper allocation of costs. Indirect 
costs were disallowed because other 
costs were erroneously characterized as 
direct or indirect costs. 

The Department requests a refund of 
$8,713. The Texas Education Agency 
disputes this liability. 

This appeal has been consolidated 
with an earlier appeal arising from the 
same audit which is docketed at 38- 
(170J-84. Notice of acceptance of the 
earlier appeal is published at 50 FR 2328 
(January 1& 1985). 

Intcn'ention 

Section 7643 of the final regulations 
establishing procedures for the 
Education Appeal Board pro\ides that 
an interested person, group, or agency, 
may upon application to the Board 
Chairman, intervene in appeals before 
the Education Appeal Board. 

An application to intervene must 
indicate to the satisfaction of the Board 
Chairman or. as appropriate, the Panel 
Chairperson, that the potential 
intervener has an interest in, and 
information relevant to. the specific 
issues raised in the appeal. If an 
application to intervene is approved, the 
intervenor becomes a party to the 
proceedings. 

These applications to intervene, or 
questions, should be addressed to 
Orman W. Ketcham. Acting Chairman. 
Education Appeal Board. 400 Maryland 
Avenue SW. (Room 1065. FOB-6), 
Washington. D.C. 20202. Telephone: 
(202) 245-7835. 

(20 U.&C 1234) 

(Calalog of Federal Dumc&Uc Assistance No 
not applicable) 

Dated March 19.1985. 

A. Wayne Roberts. 

Deputy Undersecretary. Intergovernmental 
and Interagency Affairs. 

[FR Doc 85-8871 Filed 3-21-85; 8:45 am| 

WIUNG COOC *000 01* 


DEPARTMENT OF ENERGY 

Atomic Energy; Proposed Subsequent 
Arrangement; EURATOM 

Pursuant to section 131 of the Atomic 
Energy Act of 1954. as amended (42 
U.S.C. 2160) notice is hereby given of a 
proposed “subsequent arrangement" 
under the Additional Agreement for 
Cooperation Between the Government 
of the United States of America and the 
European Atomic Energy Community 
(EURATOM) Concerning Peaceful Uses 
of Atomic Energy, as amended. 

The subsequent arrangement to be 
carried out under the above mentioned 


agreement Involves approval of the 
following sale: Contract Number S-EU- 
840. to the Netherlands Energy Research 
Foundation. Petten. the Netherlands. 2.5 
grams of p!utonium-239. for use as 
standard reference material. 

In accordance with Section 131 of the 
Atomic Energy Act of 1954. as amended, 
it has been determined that this 
subsequent arrangement will not be 
inimical to the common defense and 
security. 

This subsequent arrangement will 
take effect no sooner than fifteen days 
after the date of publication of this 

notice. 

For the Department of Energy. 

Dated: March 16 19B5 
George). Bradley, fr., 

Deputy Assistant Secretary for International 

Affairs. 

(FR Doc. 85-8904 Filed 3-21-85; 8:45 am] 

MIUMO COOC MM-01-N 


Economic Regulatory Administration 

! Docket No. ERA-FC-85-001; OFP Case No 
63205-9264-20-241 

Powerplant and Industrial Fuel Use; 
Gilroy Foods, Inc. 

agency: Ecomomlc Regulatory 
Administration. DOE. 

action: Notice of acceptance of petition 
for exemption and availability of 
certification by Gilroy Energy Company. 
Inc. 

summary: On January* 24.1985. Gilroy 
Energy Company. Inc. (Gilroy),, filed a 
petition with the Economic Regulatory 
Administration (ERA) of the Departmeni 
of Energy (DOE) requesting a permanent 
cogeneration exemption for a proposed 
electric powerplant to be located at the 
Gilroy Foods. Inc. (Gilroy Foods), plant. 
Gilroy. California, from the prohibitions 
of Title II of the Powerplant and 
Industrial Fuel Use Act of 1978 (42 
U.S.C. 8301 et seqJ (“FUA" or “the 
Act"). Title II of FUA prohibits both the 
use of petroleum and natural gas as a 
primary energy source in any new 
powerplant and the construction of any 
such facility without the capability to 
use an alternate fuel as a primary 
energy source. Final rules setting forth 
criteria and procedures for petitioning 
for exemptions from the prohibitions of 
Title II of FUA are found in 10 CFR Parts 
500. 501. and 503. Final rules governing 
the cogeneration exemption were 
revised on June 25.1982 (47 FR 29209, 
July 6.1962), and are found at 10 CFR 
503.37. 
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The proposed powerplant for which 
the petition was filed is an 

i roximately 115 MW (net) combined 
cycle cogeneration facility consisting of 
(1) a gas turbine generator. (2) a waste 
heat recovery steam generator, and (3) a 
Mt am extraction turbine generator. The 
plant will bum natural gas or No. 2 fuel 
oil It is expected that virtually all of the 
net annual electric power produced by 
the cogenerator will be sold to Pacific 
Gas & Electric Company (PG&E). making 
lb** cogeneration facility an electric 
powerplant pursuant to the definitions 
contained in 10 CFR 500.2. The facility 
will produce approximately 60.000 lbs. 
of steam per hour which will supply 
Gilroy Food’s needs. Gilroy will operate 
the facility. 

KRA has determined that the petition 
appears to include sufficient evidence to 
support an ERA determination on the 
exemption request and it is therefore 
accepted pursuant to 10 CFR SOl.3. A 
review of the petition is provided in the 
SUPPUtllEMTAJtV INFORMATION section 
below. 

A? provided for in sections 701 (c) and 
(d) of FUA and 10 CFR 5013 and 501.33. 
interested persons are invited to submit 
written comments in regard to this 
petition and any interested person may 
submit a written request that ERA 
convene a public hearing. 

The public file containing a copy of 
this Notice of Acceptance and 
Availability of Certification as well as 
other documents and supporting 
materials on this proceeding is available 
upon request through DOE Freedom of 
Information Reading Room. 1000 
Independence Avenue SW.. Room 1E- 
160, Washington. D.C. 2Q5a5, from 9*)0 
» m, to 4:00 p.m.. Monday through Friday 
except Federal holidays. 

FRA will issue a final order granting 
or denying the petition for exemption 
from the prohibitions of the Act within 
*ix months after the end of the period 
for public comment and hearing, unless 
KRA extends such period. Notice of any 
such extension, together with a 
itatement of reasons therefor, would be 
published in the Federal Register. 
date: Written comments are due on or 
bofon* May 6,1985. A request for a 
public hearing must be made within this 
wme 45-day period. 
addresses: Fifteen copies of written 
comment* or a request for a public 
faring shall be submitted to: Case 
Control Unit, Office of Fuels Programs. 
Room GA-007. Forrestal Building. 1000 
Independence Avenue SW., 

Washington, D.C 20665. 

Socket No. F.RA-FC-85-001 should be 
printed on the outside of the envelope 
and the document contained therein. 


FOH FURTHER INFORMATION CONTACT: 

George G. Blackmore, Office of Fuels 
Programs, Economic Regulatory 
Administration. 1000 Independence 
Avenue SW.. Room GA-073L. 
Washington. D.C 20585. Phone (202) 
252-1774. 

Steven E, Ferguson. Office of the 
General Counsel, Department of 
Energy, Forrestal Budding, Room 6A- 
113.1000 Independence Avenue SW . 
Washington. D C. 20585. Phone f202) 
252-6947. 

SUPPLEMENTARY INFORMATION: Gitroy 
proposes to instalt a cogeneration 
system at Gilroy Foods. Gilroy. 
California, which will (1) generate 
electrical power for sale to PG&E, and 
(2) produce steam to meet the Gilroy 
Foods' processing requirements. The 
proposed cogeneration system will be 
operated by Gilroy. The system will 
consist of a gas turbine generator which 
will produce electric power, a waste 
heat recovery system, and an extraction 
steam turbine which will produce steam 
and additional electric power for sale to 
PCftE. 

The cogeneration facility is classified 
as an electric powerplant under FUA 
because more than 50 percent of its net 
annual electric generation will be sold. 

Section 212(c) of the Act and 10 CFR 
503.37 provide for a permanent 
cogeneration exemption from the 
prohibitions of Title (1 of FUA. In 
accordance with the requirements of 
i 503.37(a)(1), Gilroy has certified to 
ERA that. 

1. The oil or gas to be consumed by 
the congeneration facility will be less 
than that which would otherwise be 
consumed in the absence of the 
proposed powerplant. where the 
calculation of savings is in accordance 
with 10 CFR 503.37(b): and 

2. The use of a mixture of petroleum 
or natural gas and an alternate fuel in 
the cogeneration facility, for which an 
exemption under 10 CFR 503.38 would 
be available, would not be economically 
or technically feasible. 

In accordance with the evidentiary 
requirements of § 50337(c) (and in 
addition to the certifications discussed 
above). Gilroy has included as part of its 
petition: 

1. Exhibits containing the basts for the 
certifications described above, and 
Z An environmental impact analysis, 
as required under 10 CFR 503.13. 

In processing this exemption request. 
ERA will comply with the requirements 
of the National Environmental Policy 
Act of 1960 (NEPA); the Council on 
Environmental Quality's implementing 
regulations. 40 CFR Part 1500 et seq.: 
and DOE's guidelines implementing 


those regulations, published at 45 FR 
20694. March 28.198a NEPA compliance 
may involve the preparation of (1) an 
Environmental Impact Statement (EIS). 
(2) an Environmental Assessment: err (3) 
a memorandum to the file finding that 
the grant of the requested exemption 
would not be considered a major 
Federal action significantly affecting the 
quality of the environment. If an EIS is 
determined to be required. ERA will 
publish a Notice of Intent to prepare an 
EIS in the Federal Register as soon as 
practicable. No final action will be 
taken on the exemption petition until 
ERA # NEPA compliance has been 
completed. 

The acceptance of the petition by ERA 
does not constitute a determination that 
Gilroy is entitled to the exemption 
requested. That determination will he 
based on the entire record of this 
proceeding, including any comments 
received during the public comment 
period provided for in this notice. 

Issued in Washington. DC, on March 14 
1985. 

Robert L Davies, 

Director. Coal a Electricity Dn i*wn. Office of 
Fuels Programs, Econc'imc Regulatory 
Administration 

(FR Doc. 85-6901 Filed 3-21-65: 645 am) 

BILLING COOf *440-41-41 


[Docket No. ERA-FC-65-002: OFF Case No. 
55118-9283-20-24) 

Powerplant and Industrial Fuel Use; 
General Electric 

agency: Economic Regulatory 
Administration. DOE. 
action: Notice of Acceptance of Petition 
for Exemption and Availability of 
Certification by General Electric. 

summary: On January 7,1985. General 
Electric (CE) filed a petition with the 
Economic Regulatory Administration 
(ERA) of the Department of Energy 
(DOE) requesting a permanent 
cogeneration exemption for the 
proposed facility located in Texas City. 
Texas, from the prohibitions of Title II of 
the Powerplant and Industrial Fuel Use 
Act of 1978 (42 U.S.C. 8301 et seq .) 
("FUA” or "the Act"}. Title II of FUA 
prohibits both the use of petroleum and 
natural gas as a primary energy source 
in any new powerplant and the 
construction of any such facility without 
the capability to use an alternate fuel as 
a primary energy source. Final rules 
setting forth criteria and procedures for 
petitioning for exemptions from the 
prohibitions of Title II of FUA are found 
in 10 CFR Parts 500. 501. and 503. Final 
rules governing the cogeneration 
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exemption were revised on June 25.1982 
(47 FR 29209. July 6,1982). and are found 
at 10 CFR 503.37. 

The facility will be located on land 
belonging to Monsanto's chemical plant 
in Texas City. Galveston County. Texas. 
The proposed facility is a gas turbine, 
heat recovery steam generator (HRSG) 
and an extraction condensing steam 
turbine-generator installation which will 
supply steam to Monsanto's processes. 

It is anticipated that the power 
generated by the facility will be sold to 
a utility in Texas and may be wheeled 
from the facility to this purchaser. 

ERA has determined that the petition 
appears to include sufficient evidence to 
support an ERA determination, and it is 
therefore accepted pursuant to 10 CFR 
501.3. A review of the petition is 
provided in the supplementary 
INFORMATION section below. 

As provided for in sections 701 (c) and 
(d) of FUA and 10 # CFR 50131 and 
501.33, interested persons are invited to 
submit written comments in regard to 
this petition and any interested person 
may submit a written request the ERA 
convene a public hearing. 

The public file containing a copy of 
this Notice of Acceptance and 
Availability of Certification, as well as 
other documents and supporting 
materials on this proceeding, is 
available upon request through DOE. 
Freedom of information Reading Room. 
1000 Independence Avenue SW.. Room 
IE-190, Washington. D.C. 20585. from 
9:00 a.m. to 4:00 p.m.. Monday through 
Friday, except Federal holidays. 

ERA will issue a final order granting 
or denying the petition for exemption 
from the prohibitions of the Act within 
six months after the end of the period 
for public comment and hearing, unless 
ERA extends such period. Notice of any 
extension, together with a statement of 
reasons therefor, would be published in 
the Federal Register. 
oates: Written comments are due on or 
before May 6,1985. A request for a 
public hearing must be made within this 
same 45-period. 

addresses: Fifteen copies of writtem 
comments or a request for a public 
hearing shall be submitted to: Office of 
Fuels Programs, Room GA-073, Forrestal 
Building, 1000 Independence Avenue 
SW.. Washington, D.C. 20585 (Attn: 
Frank Duchainc). 

Docket No. ERA-FC 65-002 should be 
printed on the outside of the envelope 
and the document contained therein. 

FOR FURTHER INFORMATION CONTACT: 
Frank Duchaine, Office of Fuels 

Programs. Economic Regulatory 

Administration. 1000 Independence 

Avenue SW.. Room CA-073-D. 


Washington, D.C. 20585. Telephone 
(202) 252-1649 

Steven E. Ferguson, Office of General 
Counsel. Department of Energy. 
Forrestal Building. Room 0A-113.1000 
Independence Avenue SW.. 
Washington. D.C. 20585. Telephone 
(202) 252-8947. 

SUPPLEMENTARY INFORMATION: The 

cogeneration plant system will consist 
of four gas turbine-generators coupled to 
four supplementary-fired HRSGs and 
also a single shaft tandem compound 
single automatic extraction/admission 
double flow low pressure section 
condensing steam turbine-generator. 
Steam supply to Monsanto's processes 
during peak (emergency) demand 
periods approaches 1.4 x 10 0 pph. 

Plant size and the number of gas 
turbine/HRSG units is determined by 
continuity of steam flow to Monsanto's 
processes. With all cogeneration plant 
systems operating and the HRSGs 
unfired, the normal process steam 
demands are easily met and the 
available steam not required by the 
processes is used to generate electrical 
power via the steam turbine-generator. 
By curtailing steam flow to the steam 
turbine-generator. 10 0 pph steam can be 
delivered to processes with the HRSGs 
unbred. By curtailing steam flow to the 
steam turbine-generator and firing the 
four HRSGs, the peak steam demand of 
1.4 x 10 0 pph can be supplied by the 
cogeneration plant 

The cogeneration facility is classified 
as an electric power plant under FUA 
because more than 50 percent of its net 
annual electric generation will be sold. 

Section 212(c) of the Act and 10 CFR 
503.37 provide for a permanent 
cogeneration exemption from the 
prohibitions of Title 11 of FUA. 

In accordance with the requirements of 
5 503.37(a)(1). GE has certified to ERA 
that: 

1. The oil or gas to be consumed by 
the congeneration facility will be less 
than that which would otherwise be 
consumed in the absence of the 
cogeneration facility, where the 
calculation of savings is in accordance 
with 10 CFR 503.37(b); and 
Z The use of a mixture of oil or 
natural gas and an alternate fuel for the 
cogeneration facility, for which an 
exemption under 10 CFR 503.38 would 
be available, would not be economically 
or technically feasible. In accordance 
with the evidentiary requirements of 
S 503.37(c) (and in addition to the 
certifications discussed above). GE has 
included as part of its petition: 

1. Exhibits containing the basis for the 
certifications described above; and 


2. An environment al im pact analysis, 
as required under 10 CFR 503.13. 

in processing this exemption request. 
ERA will comply with the requirements 
of the National Environmental Policy 
Act of 1989 (NEPA); the Council on 
Environmental Quality's implementing 
regulations. 40 CFR Part 1500 et seq.\ 
and DOE's guidelines implementing 
those regulations, published at 45 FR 
20894, March 28.1980. NEPA compliance 
may involve the preparation of (1) an 
Environmental Impact Statement (E1S); 
(2) an Environmental Assessment; or (3) 
a memorandum to the file finding that 
the grant of the requested exemption 
would not be considered a major 
Federal action significantly affecting the 
quality of the environment. If an EIS is 
determined to be required, ERA will 
publish a Notice of Intent to prepare an 
EIS in the Federal Register as soon as 
possible. No final action will be taken 
on the exemption petition until ERA’S 
NEPA compliance has been completed 

The acceptance of the petition by ERA 
does not constitute a determination that 
GE is entitled to the exemption 
requested. That determination will be 
based on the entire record of this 
proceeding, including any comments 
received during the public comment 
period provided for in this notice. 

Issued in Washington. D.C, on March 8 
1985. 

Robert L. Davies, 

Director, Coal & Electricity Division, Offic ol 
Fuels Programs, Economic Regulatory 
Administration. 

(FR Doc 85-6902 Filed 3-21-85: 8:45 am] 

BtLLMQ COOC f450-01-M 


I Docket No. ERA-FC-84-014; OFP Cate Mo 
87047-9250-21-241 

Powerplant and Industrial Fuel Use; 
Sunlaw Energy Corp. 

aoency: Economic Regulatory 
Administration. DOE. 

action: Notice of Extension of Decision 
Period on Petition for Exemption by 
Sunlaw Energy Corporation Facility in 
Vernon, California. 

The Economic Regulatory 
Administration (ERA) of the Depart™ .nt 
of Energy (DOE) hereby extends by one 
hundred and twenty (120) days to June 
28.1985, the Decision Period within 
which to either grant or deny the refpieit 
for a permanent congeneration 
exemption from the prohibitions of Title 
ii of the Powerplant and Industrial Fuel 
Use Act of 1978 (42 U.S.C. 8301 et seq) 
("FUA" or "the Act") filed by Sunlaw 
Energy Corporation [Sunlaw) for its 
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proposed combine cycle congeneration 
factillty in Vernon. California. 

Section 501.68(a)(2) of 10 CFR Part 
501—Administrative Procedures and 
Sanctions. Subpart F—allows for the 
extension of the decision period on an 
exemption petition to a date certain by 
publishing such notice in the Federal 
Register and stating the reasons for such 
extension. 

This extension by ERA of the decision 
to grant or deny the petition is necessary 
because of uncertainties which have 
arisen regarding the control technology 
which will be required for the electric 
piwerplant in order to meet California 
rmissfon standards. Sunlaw will attempt 
to resolve these issues during the 
extension period. 

l«8ued in Washington. D.C.. on March 5. 

1965. 

Robert L Davies. 

D: rector. Coal P Eletricity Division Office of 
Fuel* Programs, Economic Regulatory 
Administration* 

JFK Doc. 65-6905 Filed 3-21-65; M5 ami 

StLUNQ COOK 


Federal Energy Regulatory 
Commission 

1Doctet Nos. ER8S-337-000, at al. | 

Electric Rate and Corporate 
Regulation Filings; American Electric 
Power Service Corporation, et A 

Tnke notice that the following filings 
have been made with the Commission: 

1 American Electric Power Service 
Corporation 

(Docket No. ER65-337-000) 

March 14.1965. 

Take notice that on March 4.1965. 
American Electric Power Service 
Corporation (AEP) on behalf of its 
affiliate Indiana & Michigan Electric 
Company (UkME) Modification No. Id 
dated January 1,1985 to the 
Interconnection Agreement dated June 1, 
1966 between the Central Illinois Public 
Service Company (CIPS) and I&ME. The 
Commission has previously designated 
his /Agreement as lAMEsRule Schedule 
FERC No. 67 and CIPS's Rate Schedule 
FERC No. 62. 

AEP states the section 1 and section 2 
of Modification No. 16 provides for an 
increase in the transmission demand 
rate for Short Term Power when I&ME is 
the supplying party to $0.46 per kilowatt 
P*r week and to $0,092 per kilowatt per 
day Section 3 increases the Limited 
Term Power transmission demand rate 
*hen I&ME is the supplying party to 
52 00 per kilowatt per month. The 
proposed rates included in this 


Modification No. 16 for Short Term and 
Limited Term Power are similar to the 
rates for Transmission Service provided 
by the AEP System which have been 
filed and accepted for filing by the 
Commission and are the same as the 
rates which have been filed with the 
Commission on behalf of l&ME. AEP 
requests an effective date of April 15. 
1985. which will allow AEP to offer 
similar services at similar rates to 
operating subsidiaries as established in 
previous AEP filings, and therefore 
requests waiver of the Commission's 
notice requirements. 

Copies of this filing were served upon 
the Michigan Public Service 
Commission. Public Service Commission 
of Indiana, and Illinois Commerce 
Commission. 

Comment date: March 27.1985. in 
accordance with Standard Paragraph B 
at the end of this notice. 

2. Central Illinois Public Service 
Company 

[Docket No. ER6S-356-000| 

March 18.1985. 

Take notice that on March 8.1965. 
Central Illinois Public Service Company 
(Central Illinois) tendered for filing a 
Letter Agreement dated October 23. 

1984. modifying the Interconnection 
Agreement dated November 1.1969. 
between Tennessee Valley Authority 
and Illinois Power Company. Union 
Electric Company and Central Illinois. 

Central Illinois states that the Letter 
Agreement provides for a modification 
in the treatment of charges for certain 
facilities at TVA’t Shawnee Substation, 
namely the 345 Kv ractor. 

Central Illinois requests an effective 
date of January 1,1985. and therefore 
requests waiver of the Commission’s 
notice requirements. 

Copies of this filing have been served 
upon Illinois Power Company. Union 
Electric Company. Tennessee Valley 
Authority and the Illinois Commerce 
Commission. A copy of the Letter 
Agreement has been sent to the 
Missouri Public Service Commission 

Comment date: April 3,1965. in 
accordance with Standard Paragraph E 
at the end of this notice. 

3. Idaho Power Company 

[Docket No. ER85-349-O0O1 
March 16.1965 

Take notice that on March 8.1985. 
Idaho Power Company (Idaho) tendered 
for filing in compliance with the Federal 
Energy Regulatory Commission's Order 
of October 7.1978. a summary of sales 
made under the Company's 1st Revised 
FERC Electric Tariff. Volume No, 1 
(Supersedes Original Volume No. 1) 


during January. 1985. along with cost 
justification for the rate charged. This 
filing includes the following 
supplements: 

Utah Power & Light Company. 
Supplement 39 

Sierra Pacific Power Company. 
Supplement 35 

Portland General Electric Company. 
Supplement 32 

Southern California Edison Company. 
Supplement 26 

San Diego Gas & Electric Company. 
Supplement 21 

Washington Water Power Company. 
Supplement 27 

Los Angeles Water 8 Power Company, 
Supplement 22 

City of Burbank, Supplement 20 
City of Glendale. Supplement 21 
Pacific Gas and Electric Company. 
Supplement 7 

Comment date: April 3.1985. In 
accordance with Standard Paragraph E 
at the end of this notice. 

4. lowa-lllinois Gas and Electric 
Company 

[Docket No. ER85-343-000) 

March 15.1965 

Take notice that on March 5.1985. 
lowa-lllinois Gas and Electric Company 
(lowa-lllinois) tendered for filing an 
Assignment for Capacity Schedule data 
February 21.1965. between lowa- 
lllinois, Iowa Power and Light Company. 
Iowa Public Service Company, Central 
Iowa Power Cooperative. Interstate 
Power Company, City of Tipton, Iowa, 
City of Harlan. Iowa, and City of 
Wavelv. Iowa (parties to the Louisa 
Transmission Operating Agreement, as 
amended designated as lowa-lllinois* 
Rate Schedule FERC No. 52, as 
supplemented), and the City of Geneseo. 
Illinois (Geneseo). proposed effective on 
the consummation of a purchase by 
Geneseo of a one-haif percent undivided 
ownership interest in Louisa Generating 
Station from the existing undivided 
interest of lowa-lllinois pursuant to a 
Purchase and Sale Agreement between 
them, 

lowa-lllinois requests waiver of the 
notice requirements so as to permit an 
effective date of the Geneseo 
Assignment for Capacity Schedule as of 
the consummation of the purchase by 
Geneseo of its interest in Louisa 
Generating Station. The other 
jurisdictional parties concur in this 
request in their respective Certificate of 
Concurrence included in the filing, 
lowa-lllinois states the Ceneseo 
Assignments for Cacacity Schedule, 
made pursuant to Article [V, and tel the 
form of Exhibit II. of the Louisa 
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Transmission Operating Agreement, 
provides Genesco with a scheduling 
path, utilizing the line segment of Louisa 
Transmission from Substation 93 to 
Substation 39. for Geneseo's generation 
share from Louisa Generating Station, 
and that no new facilities are required 
to effectuate the arrangement. 

lowa-lllinois requests waiver of the 
Commission's notice requirements to 
permit the assignment to become 
effective on the consummation of the 
purchase of Gcneseo of its interest in 
Louisa Generation Station. 

lowa-lllinois States a copy of the filing 
has been mailed to each of the 
respective parties, the Iowa Satate 
Commerce Commission, the Illinois 
Commerce Commission, the Minnesota 
Public Utilities Company and the South 
Dakota Public Utilities Commission. 

Comment date: March 27,1985. in 
accordance with Standard Paragraph E 
at the end of this notice. 

5. Monlaup Electric Company 

(Docket No. KRB5-345-000) 

March 18,1985. 

Take notice that on March 6.1985, 
Montaup Electric Company (Montaup) 
tendered for filing a notice of 
cancellation of Rate Schedule FERC No. 
66 and Supplement No. 1, and Rate 
Schedule FERC No. 73 and Supplement 
No. 1. 

Montaup requests an effective date of 
May 6.1985. 

According to Montaup copies of the 
filing have been served upon Hingham 
Municipal Lighting Plant, Massachusetts 
Minicipal Wholesale Electric Company. 
Massachusetts Department of Public 
Utilities, and the Newport Electric 
Corporation. 

Comment date: April 2,1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

6. Otter Tail Power Company 

(Docket No. ER8S-348-000) 

Take notice that on March 8.1985, 
Otter Tail Power Company (Otter Tail) 
tendered for filing an initial Service 
Schedule A, which is proposed to . 
become effective May 1 , 1985. 

Otter Tail states that the filing 
provides for Otter Tail to sell and 
Northern States Power Company to 
purchase 50 MW of Schedule A MAPP 
Participation Power for summer season 
of 1985. commencing May 1 and 
continuing through October 31,1985. 

Both parties also request an option of an 
additional 40 MW if agreeable under the 
same terms. 

Copies of the filing have been served 


upon Northern States Power Company. 

Comment date: April 3,1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

7. Public Service Company of New 
Mexico 

[Docket No. ER85-351-000) 

March 18. 1985. 

Take notice that on March 8,1985, the 
Public Service Company of New Mexico 
(PNM) tendered for filing a Notice of 
Cancellation of Supplement Nos. 2,19. 
32 and 35 of Public Serv ice Company of 
New Mexico Rate Schedule FPC No. 31. 

PNM requests an effective date of 
December 31.1984, and therefore 
requests waiver of the Commission's 
notice requirements. 

Copies of the filing have been served 
upon Plains Electric Generation and 
Transmission Cooperative, Inc. and the 
New Mexico Public Service 
Commission. 

Comment date: April 3.1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

8. Puget Sound Power & Light Company 

(Docket No. ERB5-347-000) 

March 18,1985. 

Take notice that on March 8,1985, 
Puget Sound Power A Light Company 
(Puget) tendered for filing as an iniital 
rate schedule, a Letter Agreement 
Between Puget and the City of Seattle 
Department of Lighting (Seattle). 

Puget states that the Agreement sets 
forth the terms and conditions under 
which Puget has agreed to accept 74,400 
Mwh of storage energy from Seattle in 
December 1984, and return the same 
amount of energy to Seattle in February 
and March 1985. 

Puget requests an effective date of 
December 1.1984, and therefore 
requests waiver of the Commission's 
notice requirements. 

A copy of the filing has been sent to 
the City of Seattle. 

Comment date: April 3.1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

9. The Washington Water Power 
Company 

(Docket No. ER85-321-000] 

March 18,1985. 

Take notice that on February 25.1985. 
the Washington Water Power Company 
(Washington) submitted for filing a 
Certificate of Concurrence in lieu of 
filing a Notice of Concellation of 
Washington's FPC No. 76 which is also 
Pacific's Rate Schedule FPC No. 112. 

Comment date: April 11,1985. in 


accordance with Standard Paragraph F. 
at the end of this notice. 

10. Yankee Atomic Electric Company 

(Docket No. ER84-654-0021 
March 18.1985. 

Take notice that on March 5,1985 
Yankee Atomic Electric Company 
(Yankee) submitted for filing a 
compliance filing pursuant to the 
Commission's Order dated February 1, 
1985. 

Yankee states that as ordered by the 
Commission its Power Contract 
Amendments (1) implements the 
treatment of CWIP mandated by $ 35.26 
of the Commission's Rules of Practice 
and Procedure and (2) reflects the 
inclusion of its proposed 
decommissioning charge and indicates 
the specific amounts allocated to each 
wholesale customer. 

Comment date: April 1.1985, in 
accordance with Standard Paragraph 11 
at the end of this notice. 

Standard Paragraphs 

E. Any person desiring to be heard or 
to protest said filing should file a motion 
to intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street, NE.. Washington, 
D.C. 20428, in accordance with rules 21* 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211 
and 385.214). All such motions or 
protests should be filed on or before the 
comment date. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on Hie with the 
Commission and are available for public 
inspection. 

H. Any person desiring to be heard or 
to protest this filing should file 
comments with the Federal Energy 
Regulatory Commission. 825 North 
Capitol Street. NE.. Washington, D.C. 
20426. on or before the comment date. 
Comments will be considered by the 
Commission in determining the 
appropriate action to be taken. Copies of 
this filing are on file with the 
Commission and are available for public 
inspection. 

Kennoth F. Plumb, 

Secretory. 

[FR Doc 85-6897 Filed 3-21-85: *45 »mj 

SILLING COOf 1717-01-11 
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I Project No. $747-000, ft at) 

Hydroelectric Applications (Power 
Resources Development Corp.), et al.; 
Applications Filed With the 
Commission 

Take notice that the following 
hydroelectric applications have been 
filed with the Federal Energy Regulatory 
Commission and are available for public 

inspection: 

1 a. Type of Application: Preliminary 

Permit. 

b. Project No.: 8747-000. 

c. Date Filed: November 29,1984. 

d. Applicant: Power Resources 
Development Corporation. 

e. Name of Project: Sullivan Island. 

f. Location: Oswegatchie River in St. 
Lawrence County, New York. 

g. Filed Pursuant to: Federal Power 
Act, 16 U.S.C. 791(a)-825(r). 

h. Contact Person: Mr. Roger P. 
Swanson, President. Power Resources 
D< v elopment Corporation, 66 East 
Fourth Street, Oswego. New York 1312a 

i Comment Date: May 17,1985. 

j. Description of Project: The proposed 
project would consist of Option *1 or 
Option #2. 

Option #1 would consist of: (a) A new 
12-foot-high. 125-foot-long concrete dam 
(north) and a new 15-foot-high, 75-foot- 
long concrete dam (south); (2) a 
reservoir with a surface area of 100 
acres, no usable storage capacity, and a 
normal water surface elevation of 610 
feet m.s.l4 (3) a new intake structure 
located at the south dam; (4) a new 
powerhouse located at the south dam 
containing two generating units with a 
capacity of 1,350 kW each for a total 
installed capacity of 2.700 kW; (5) a new 
15.5-foot-deep, 45-foot-wide. 45.9-foot- 
long tailrace (6) a new transmission line, 
TOO feet long; and (7) appurtenant 
facilities. 

Option #2 would consist of the same 
as Option #1 except that: (1) The south 
dam would be located 500 feet upstream 
from the proposed location in Option 
*L with (2) a 500-foot-long penstock 
which would connect the proposed 
intake structure at the south dam to; (3) 
thf' proposed powerhouse which would 
he in the same location as Option #1. 

No tailrace would be proposed. 

The Applicant estimates the average 
annual generation would be 12.300,000 
kWh. 

k. Purpose of Project: Project power 
would be sold to Niagara Mohawk 
Power Corporation. 

1 This notice also consists of the 
following standard paragraphs: A6, A7, 
A9, B, C and D2. m 

m Proposed Scope of Studies under 
Permit: A preliminary' permit, if issued. 


does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of 4 
months during which time Applicant 
would investigate project design 
alternatives, financial feasibility, 
environmental effects of project 
construction and operation, and project 
power potential. Depending upon the 
outcome of the studies, the Applicant 
would decide whether to proceed with 
an application for FERC license. 
Applicant estimates that the cost of the 
studies under permit would be $22,000. 

2 a. Type of Application: Preliminary 
Permit. 

b. Project No.: 8911-000. 

c. Date Filed: fanuary 31.1985. 

d. Applicant: Burlington Energy 
Associates. 

e. Name of Project: Burlington Water 
Power (Lock & Dam No. 18). 

f. Location: on the Mississippi River in 
Des Moines County. Iowa. 

g. Filed Pursuant to: Federal Power 
Act, 18 U.S.C. 791(a)-825(r) 

h. Contact Person: Mr. George M. 
Waldow. 512 Sunrise Circle. Muscatine, 
Iowa 52761 

L Comment Date: May 17,1985. 

j. Description of Project: The proposed 
project would utilize the existing U.S. 
Army Corps of Engineers Lock and Dam 
No. 18 and would consist of: (1) A 
proposed intake channel; (2) a new 
powerhouse structure in a 250-fool 
section of the existing overflow 
embankmenL The powerhouse will 
contain five turbine-generator units with 
a total installed capacity of 17.5 MW; (3) 
a proposed tailrace channel; (4) a 
proposed substation; (5) approximately 
4,000 feet of new transmission line at 69 
kV; and (6) appurtenant facilities. 
Applicant estimates that the average 
annual energy generation would be 
98,000 MWH. 

k. Purpose of Project: The proposed 
market for the generated energy would 
be investors owned Iowa utilities. An 
alternative market would be the Illinois 
Municipal Electric Agency. 

l. This notice also consists of the 
following standard paragraphs: A5, A7, 
A9. B. C, and D2. 

m. Proposed Scope of Studies under 
permit: A preliminary permit, if issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of 36 
months during which time it would 
prepare studies of the hydraulic, 
construction, economic, environmental, 
historic and recreational aspects of the 
project. Depending on the outcome of 
the studies, Applicant would prepare an 
application for an FERC license. 
Applicant estimates the cost of the 


studies under the permit would range 
from $200,000 to $500,000. 

3 a. Type of Application: Preliminary 
Permit. 

b. Project No.: 8697-000. 

c. Date Filed: November 1,1984. 

d. Applicant: Herkimer Associates. 

e. Name of Project: Erie Barge Canal 
Lock E-18. 

f. Location: Mohawk Barge Canal, 
Herkimer County. New York. 

g. Filed Pursuant to: Federal Power 
Act, 18 U.S.C. 791(a}-825(r). 

h. Contact Person: Mr. Joel Kirk 
Rector. Herkimer Associates. 8 Peabody 
Terrace *32, Cambridge. Massachusetts 
02138. 

L Comment Date: May 17.1985. 

j. Description of Project: The proposed 
project would consist of: (1) An existing 
12-foot-high, 100-foot-long concrete and 
steel movable dam; (2) a reservoir with 
a surface area of 420 acres, a storage 
capacity of 2,200 acre-feet, and a normal 
water surface elevation of 383.3 feet 
m.s.L; (3) a new intake structure 500 feet 
upstream of the dam; (4) a new 
powerhouse containing one generating 
unit with a capacity of 1,640 kW; (5) a 
new 850-foot-iong tailrace; (6) a new 
transmission line. 2,640 feet long: and (7) 
appurtenant facilities. The Applicant 
estimates the average annual generation 
would be 14.962.000 kWh. The existing 
dam is owned by the New York State 
Department of Transportation. 

k. Purpose of Project: Project power 
would be sold to Niagara Mohawk 
Power Corporation. 

l. This notice also consists of the 
following standard paragraphs: A5, A7, 
A9. B. C, and D2. 

m. Proposed Scope of Studies under 
Permit: A preliminary permit, if issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of 36 
months during which time Applicant 
would investigate project design 
alternatives, financial feasibility, 
environmental effects of project 
construction and operation, and project 
power potential. Depending upon the 
outcome of the studies, the Applicant 
would decide whether to proceed with 
an application for FERC license. 
Applicant estimates that the cost of the 
studies under permit would be $125,000. 

4 a. Type of Application: Preliminary 
Permit. 

b. Project No.: 8760-000. 

c. Date Filed: December 3,1984. 

d. Applicant: Colorado Carbon 
Corporation. 

e. Name of Project: Skaguay. 

f. Location: West Beaver Creek, Teller 
and Fremont Counties. Colorado. 
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g. Filed Pursuant to: Federal Power 
Act, 16 U.S.C. 791(a)-825(r). 

h. Contact Person: Eric R. Jacobson. 
Box 2162, Grand Junction. Colorado 
81502. 

i. Comment Date: May 17,1985. 

j. Description of Project: The proposed 
project would consist of. (1) The existing 
Skaguay Dam and Reservoir, which is 
owned by the Colorado Division of 
Wildlife, consisting of a 500-foot-long 
rock fill about 80 feet high and 
impounding a reservoir area of 260 acres 
and having 6.500 acre-feet of storage: (2) 
an existing penstock which would be 
rehabilitated, about 5 miles long and 
varying in diameter from 2Vfr to 5 feet; 

(3) an existing powerhouse which would 
be rehabilitated, containing 10 
generating units with a total capacity of 
2,400 kW; (4) a proposed. 7-mile-long 22- 
kV transmission line; and (5) 
appurtenant facilities. Portions of the 
project would be located on U.S. lands 
administered by the Bureau of Land 
Management. The project's estimated 
average annual generation of 20,000,000 
kWh would be sold to a nearby utility. 

k. This notice also consists of the 
following standard paragraphs: A5. A7. 
A9. B. C, D2. 

l. Proposed Scope of Studies under 
Permit: A preliminary permit, if issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of 36 
months during which time Applicant 
would investigate project design 
alternatives, financial feasibility, 
environmental effects of project 
construction and operation, and project 
power potentiaL Depending upon the 
outcome of the studies, the Applicant 
would decide whether to proceed with 
an application for FERC license. 
Applicant estimates that the cost of the 
studies under permit would be $30,000. 

5 a. Type of Application: Preliminary 
Permit 

b. Project No.: 6921-000. 

c. Date Filed: February 1,1985. 

d. Applicant: Independence Electric 
Corporation. 

e. Name of Project: Frost Shoals 
Hydroelectric Project 

f. Location: On the Broad River in 
Richland, Fairfield 6 Newberry 
Counties. South Carolina. 

g. Filed Pursuant to: Federal Power 
Act. 16 U.S.C. 791(a)-825(r). 

h. Contact Person: Mr. C. William 
Miller. President. Independence Electric 
Corporation, 919—18th Street. N.W.. 

Suite 750. Washington. D.C. 20006. 

i. Comment Date: May 13,1985. 

j. Description of Project: The proposed 
project would be owned and operated 
by the Applicant and would consist of: 

(1) A proposed earth dam. which would 


be 1.500 feet long and 80 feet high, 
containing a 610-foot-long, concrete 
spillway; (2) a proposed reservoir with a 
surface area of 9.180 acres at power pool 
elevation of 220 feet m.sJ.: (3) a 
proposed powerhouse containing two 
generating units rated at 20 MW each. 
The powerhouse would be located in the 
existing river bed and would be an 
integral part of the earth dam; ( 4 ) a 
proposed tailrace; (5) a proposed 115- 
KV, one-mile-long transmission line; and 
(6) appurtenant facilities. 

The estimated average annual energy 
output for the project would be 
178,000,000 kWh, 

Construction of the proposed project 
would inundate approximately 350 acres 
of the Harrison State Forest and about 
1,600 acres of land at the lower end of 
the Little River. Approximately 12 miles 
of the Southern Railway tracks would 
need to be relocated and 3 miles of State 
Highway 215 would need to be 
reconstructed at a higher elevation. 

k. Proposed Scope of Studies under 
Permit: A preliminary permit, if issued, 
does not authorize construction. 
Applicant 8eeks issuance of preliminary 
permit for a period of 36 months during 
which time Applicant would investigate 
project design alternatives, financial 
feasibility, environmental effects of 
project construction and operation, and 
project power potential. Depending upon 
the outcome of the studies, the 
Applicant would decide whether to 
proceed with an application for FERC 
license. Applicant estimates that the 
cost of the studies under permit would 
be $50,000. 

l. This notice also consists of the 
following standard paragraphs: AB, A7, 
A9, B, C and U2. 

0 a. Type of Application: Major 
License. 

b. Project No.; 7327-002. 

c. Date Filed: September 20,1964. 

d. Applicant: Greenfields Irrigation 
District and Turnbull Partners. Ltd. 

e. Name of Project: Turnbull Drops 
Water Power Project. 

f. Location: On the U.S. Bureau of 
Reclamation’s (Bureau) Spring Valley 
Canal in Tenton County, Montana. 

g. Filed Pursuant to: Federal Power 
Act. 16 U.S.C. 791[u)-825(r). 

h. Contact Person: Mr. William S. 
Fowler, Mitex Incorporated, 91 Newbury 
Street. Boston. Massachusetts 02116. 

i. Comment Date: May 13,1985. 

j. Description of Project: The proposed 
project would utilize the existing Bureau 
Spring Valley Canal and would contain 
two power developments. The Upper 
Development would consist of: (1) An 
intake structure to be located in the 
existing concrete transition of the chute 
drop at station 581 f 00; (2) an 1100 foot- 


long, 108-inch-diameter penstock: (3) a 
concrete powerhouse containing one 
generating unit with a rated capacity of 
3,848 kW at a head of 97 feet: (4) a 
tailrace discharging into the canal; (5) a 
switchyard adjacent to the powerhouse; 
and (8) a 1-mile-long. 69-kV transmission 
line. 

The Lower Development would 
consist of: (1) An intake structure to be 
located in the existing concrete 
transition of the chute drop at station 
667 + 00; (2) a 2340-foot-long, 108-inch- 
diameter penstock: (3) a concrete 
powerhouse containing one generating 
unit with a rated capacity of 5.760 kW r at 
a head of 146 feet; (4) a tailrace 
discharging into the canal; (5) a 
switchyard adjacent to the powerhouse; 
and (6) a 2-miie-iong. 69-kV transmission 
line. 

The project transmission lines would 
be connected to the existing 69-kV 
Augusta transmission line owned by the 
Sun River Electric Cooperative, Inc. The 
Applicant estimates that the average 
annual energy production would be 27.2 
million kWh. The cost to construct the 
project would be $13.75 million in 1985 
dollars. 

k. Purpose of Project; The project 
power would be sold to Montana Power 
Company. 

l. This notice also consists of the 
following standard paragraphs: A3. A9. 

B and C. 

7 a. Type of Application: Conduit 
Exemption. 

b. Project No.: 8828-000. 

c. Date Filed: December 26,1984. 

d. Applicant: The Metropolitan Woter 
District of Southern California. 

e. Name of Project; Valley View 
Power Plant Project. 

f. Location: On the Applicant’s water 
distribution system, that gets its water 
from the Colorado River, in the City of 
Yorba Linda, in Orange County. 
California. 

g. Filed Pursuant to: Federal Power 
Act 16 U.S.C. 791{a)-825(r). 

h. Contact Person: Mr. Cary M. 

Snyder. Principal Engineer. The 
Metropolitan Water District of Southern 
California, P.O. Box 54153, Terminal 
Annex. Los Angeles, California 90054. 

I. Comment Date: April 28.1985. 

j. Description of Project. The proposed 
project would be located on the 
Applicant s existing Valley View 
Penstock, part of its water distribution 
system, utilizing energy that is currently 
wasted through an energy dissipator. 

The project would consist of a 
powerhouse, to contain a single 
generating umit with a rated capacity of 
4,100 kW operating under a head of 421 
feet. A 100-foot-long tap line would 
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connect the project with the existing 
Southern California Edison Company's 
(SCR) 86-kV transmission line at the 

site. 

k. Purpose of Project: The project's 
estimated annual generation of 13.6 
million KWh will be sold to SCE. 

1 This notice also consists of the 
following standard paragraphs: A3. A9. 

B, C & D3b. 

8 a. Type of Application: Exemption 
|5VfW or less). 

b. Project No.: 6242-001. 

c. Date Filed: December 4.1984. 

d. Applicant* Worcester Hydro 
Company. 

e. Name of Project Ladd's Mill. 

f. Location: On the North Branch of 
the Winooski River in Washington 
County. Vermont. 

g. Filed Pursuant to: Section 408 of the 
Energy Security Act of 1980,16 U.S.C 
2705 and 2708. 

h. Contact Person: Mr. John it Stuart. 
P.0, Box 367. Essex Center, Vermont 

05451. 

i. Comment Date: April 28.1985. 

j. Description of Project: The proposed 
project would consist of: (1) The Existing 
21-foot-high, 0O-foot4ong. concrete 
gravity dam; (2) the proposed re- 
installation of twelve-inch-high 
flashboards; (3) an existing 7.7-acre 
reservoir which would be increased to 
8.5 acres with the installation of the 
twelve-inch-high flashborads, thereby 
increasing the storage capacity from the 
existing 56.9 acre-feet to 67.6 acre-feet; 

(4) the proposed installation of two 85.5- 
kW generating units for a total installed 
capacity of 171-kW; (5) the proposed 
reconditioning of the existing 70-foot- . 
long tail race channel: (6) the proposed 
construction of a small control building 
to house the turbine controls; and (7) 
appurtenant facilities. 

The Applicant estimates the average 
annual energy production to be 735.000 
kWh. The Applicant intends to sell the 
elecricity produced to a Vermont utility. 

k This notice also consists of the 
following standard paragraphs: Al. A9. 

B. C and D3a. 

1 Purpose of Exemption: An 
exemption, if issued, gives the Exemptee 
priority of control, development, and 
operation of the project under the terms 
of exemption from licensing, and 
protects the Exemptee from permit or 
license applicants that would seek to 
take or develop the project. 

9 a. Type of Application: Preliminary 
permits. 

b Project No.: 8750-000. 

c. Date Filed: November 29.1984. 

d Applicant: Great Western Power 
and Light, Inc. 

c Name of Project: Bitch Creek 


f. Location: On Bitch Creek in Teton 
County. Idaho. 

g. Filed Pursuant to: Federal Power 
Act. 16 U.S.C. 791(aJ-825(r). 

h. Contact Person: Mr. Mike Graham. 
President, Great Western Power, 484 
East 300 North, Manti. Utah 84642. 

I. Comment Date: May 13.1985. 

j. Description of Project: The proposed 
project would consist of: (1) A 5-foot- 
high. concrete dam at an elevation of 
5,740 feet; (2) a 40-inch-diameter. 5.200- 
foot-long buried penstock; (3) a 
powerhouse containing two generating 
units with a combined rated capacity of 
350 KW operating under a head of 80 
feet: and (4) a 4.000-foot-long. 13.8-kV 
transmission line tying into an existing 
Fall Electric Company power line. 

The total average annual energy 
production would be 2.936,000 KWh. 

A preliminary pemrit. if issued, does 
not authorize construction. The 
Applicant seeks a 36 month permit to 
study the feasibility of constructing and 
operating the project. No new access 
road will be needed for the purpose of 
conducting these studies. The estimated 
cost for conducting these studies is 
$125,000. 

k. Purpose of Project: Project power 
will be sold to local municipalities or to 
the local power company. 

l. This notice also consists of the 
following standard paragraphs: A6. A7. 

A A9, B, C. and D2. 

10 a. Type of Application: 5MW or 
less Exemption. 

b. Project No.: 4739-002. 

c. Date Filed: November 16,1984. 

d. Applicant: Mac Hydro Power 
Company, Incorporated. 

e. Name of Project: East of Stuart Fork 
Creek Hydroelectic. 

f. Location: On East Fork of Stuart 
Fork Creek, near town of Weaverville. 
within the Shasta-Trinity National 
Forest, in Trinity County, California. 

g. Filed Pursuant to: Section 408 of the 
Federal Energy Security Act. 18 U.S.C. 
2705 and 2708 as amended. 

h. Contact Person: Mr. H. L "Pete" 
Childers. President. Mac Hydro Power 
Company, Incorporated. 9200 Shanley 
Lane. Auburn, California 95603. 

L Comment Date: April 22.1985. 

|. Description of Project: The proposed 
project would consist of: (1) A drop 
structure in the south bank of East Fork 
of Stuart Fork Creek at elevation 3,850 
feet; (2) a 24-inch-diameter. 5.200-foot- 
long pipeline/penstock; (3) a 
powerhouse containing one generating 
unit with a rated capacity of 910 kW; 
and (4) a 2.5-mile-long, 12.5-kV 
transmission line from the powerhouse 
to an existing Pacific Gas and Electric 
Company (PG&E) transmission line. The 
Applicant estimates the average annual 


energy generation at 8.5 million KWh to 
be sold to PGAE. 

k. This notice also consists of the 
following standard pragraphs: A9, B. C 
and D3(n). 

L Exemption for Small Hydroelectric 
Power Project under 5MW Capacity— 
any qualified license or conduit 
exemption applicant desiring to Tile a 
competing application must submit to 
the Committee, on or before the specific 
comment date for the particular 
application, either a competing license 
or conduit exemption application that 
proposes to develop at least 7.5 
megawatts in that project, or a notice of 
intent to file such an application. Any 
qualified small hydroelectric exemption 
applicant dsiring to file a competing 
application must submit to the 
Commission, on or before the specified 
comment date for the particular 
application, either a competing small 
hydroelectic exemption application or a 
notice of intent to file such an 
application. Submission of a timely 
notice of intent allows an interested 
person to file the competing license, 
conduit exemption, or small 
hydroelectric exemption application no 
later than 60 days after the specified 
comment date for the particular 
application. Applications for preliminary 
permit will not be accepted in response 
to this notice. 

m. This application has been accepted 
for filing as of February 28.1983, the 
submittal date of the Applicant's 
originally accepted exemption 
application pursuant to the Eagle Power 
Company, et, al.. 28 FERC 81.061, 
issued July 18.1984. 

11 a. Type of Application: Minor 
License. 

b. Project No.: 6987-001. 

c. Date Filed: November 15,1984. 

d. Applicant: Mr. Roy F. Fulton. 

e. Name of Project: North Fork Yager 
Creek. 

f. Location: On North Fork Yager 
Creek in Humboldt County, California. 

g. Filed Pursuant to: Federal Power 
Act 16 U.S.C, 791(a)-825(r). 

h. Contact Person: Mr. Roy F. Fulton. 
Route 2, Box 33A, Eureka, California 
95501. 

i. Comment Date: May 17.1985. 

J. Description of Project: The 

proposed project would consist of: (1) A 
6-foot-high concrete diversion dam at 
elevation 1,200 feet; (2) a 60-inch- 
diameter, 1,000-foot-iong penstock; (3) a 
powerhouse to contain a single 
generating unit with a rated capacity of 
1,500 kW operating under a head of 95 
feet: and (4) a 115-kV. 1,700-foot long 
transmission line will connect the 
project with on existing Pacific Gas and 
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Electric Company (PG&F.) line north of 
the powerhouse. 

k. Purpose of Project: The project's 
estimated 2.9 million kWh of annual 
energy will be sold to PfcaE. 

l. This notice also consists of the 
following standard paragraphs: A9, D, C 
A Dl. 

m. License or Conduit Exemption— 
Any qualified license, conduit 
exemption, or small hydroelectric 
exemption applicant desiring to file a 
competing application must submit to 
the Commission, on or before the 
specified comment date for the 
particular application, either a 
competing license, conduit exemption, 
or small hydroelectric exemption 
application, or a notice of intent to file 
such an application. Submission of a 
timely notice of intent allows an 
interested person to file the competing 
license, conduit exemption, or small 
hydroelectric exemption application no 
later than 60 days after the specified 
comment date for the particular 
application. Applications for preliminary 
permit will not be accepted In response 
to this notice. 

This provision is subject to the 
following exception: If an application 
described in this notice was filed by the 
preliminary permittee during the term of 
the permit, a small hydroelectric 
exemption application may be filed by 
the permittee only (license and conduit 
exemption applications are not affected 
by this restriction). 

n. This application has been accepted 
for filing as of January 10,1983. the 
submittal date of the Applicant's 
originally accepted exemption 
application pursuant to Eagle Power 
Company, et, oi, 28 FERC \ 61.061. 
issued July 18.1984. 

12 a. Type of Application: Minor 
License. 

b. Project No: 6451-n02. 

c. Date Filed: December 17,1984. 

d. Applicant: Thornton N. Snider. 

e. Name of Project: San Antonio Creek 
Hydroelectric Project. 

f. Location: On San Antonio Creek, 
near lown of Sheep Ranch, in Calaveras 
County, California. 

g. Filed Pursuant to: Federal Power 
Act 16U.S.C 791(a)-625(r). 

h. Contact Person: Mr. Thornton N. 
Snider. P.O. Box 870, Turlock, California 
95380. 

i. Comment Date: May 17,1985. 

j. Description of Project: The proposed 
project would consist of: (1) A 4.5-foot- 
high, 96-foot-long diversion dam at 
elevation 2.650 feet: (2) a 24-inch- 
diameter. 5.500-foot-long steel penstock: 
(3) a powerhouse containing one 
generating unit with a rated capacity of 
400 kW operating under a head of 398 


feet; and (4) a 1-mile-long. 12-kV 
transmission line from the powerhouse 
to connect to an existing Pacific Gas and 
Electric Company (PG&E) transmission 
line. The Applicant estimates the 
average annual energy generation at 

l. 24 million kWh to be sold to PC&E. 

The project cost has been estimated to 
be about $690,000. The Applicant does 
not propose any recreational facilities as 
a part of the project. 

k. This notice also consists of the 
following standard paragraphs: A3. A9, 
B. C and DL 

13 a. Type of Application: Preliminary 
Permit. 

b. Project No: 8888-000. 

c. Date Filed: October 15.1984. 

d. Applicant: Small Hydro East. 

e. Name of Project: Millsfield Pond 
Brook. 

f. Location: Millsfield Pond Brook in 
Coos County, New Hampshire. 

g. Filed Pursuant to: Federal Power 
Act, 16 U.S.C. 791(a}-825(r). 

h. Contact Person: Mr. James D. 

Sysko. Smell Hydro East, Star Route 
240, Bethel, Maine 04217. 

i. Comment Date: May 17,1985. 

|. Description of Project: The proposed 
project would consist of: (1) An existing 
natural pond at elevation of 1,580 feet 

m. s.l. using no dam: (2) a new concrete 
intake structure; (3) an 18-inch-diameter, 
2.500 foot-long PVC penstock: (4) a new 
powerhouse containing one generating 
unit with a capacity of 100 kW; (5) a 
new transmission line. 3.000 feet long: 
and (6) appurtenant facilities. The 
Applicant estimates the average annual 
generation would be 813,000 kWh. 

k. Purpose of Project: Project power 
would be sold to the Public Service 
Company of New Hampshire. 

l. This notice also consists of the 
following standard paragraphs: Aft, A7, 
A9, B. C, and D2. 

m. Proposed Scope of Studies under 
Permit: A preliminary permit, if issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of 18 
months during which time Applicant 
would investigate project design 
alternatives, financial feasibility, 
environmental effects of project 
construction and operation, and project 
power potential. Depending upon the 
outcome of the studies, the Applicant 
would decide whether to proceed with 
an application for FERC license. 
Applicant estimates that the cost of the 
studies under permit would be $6,000. 

14 a. Type of application: Preliminary 
Permit. 

b. Project No: 8892-000. 

c. Date Filed: January 28.1965. 

d. Applicant: Hydro Power 
Development. 


e. Name of Project: Clearwater. 

f. Location: In Clearwater National 
Forest, on the Little North Fork of 
Clearwater River, in Clearwater County, 
Idaho. 

g. Filed Pursuant to: Federal Power 
Act, 16 U.S.C. 791(a)-825(r). 

h. Contact Person: Bobby L Cox. 
Hydro Power Development, Inc, P.O. 
Box 1926, Colorado Springs. Colorado 
80901. 

i. Comment Date: May 13.1985. 

j. Description of Project: The proposed 
project would consist of: (1) A 6-foot- 
high diversion dam at elevation 2,100 
feet; (2) a 23,000-foot-long canal or 
flume; (3) three 405-foot-long. 48-Inch- 
diameter steel penstocks; (4J a 
powerhouse containing three generating 
units with a combined capacity of 14.700 
kW and an average annual generation of 
86.000,000 kWh; and (5) a 19-mile-long 
transmission line. 

A preliminary permit does not 
authorize construction. Applicant seeks 
issuance of a preliminary permit for a 
term of 36 months during which if would 
conduct engineering and environmental 
feasibility studies and prepare an FERC 
license application at a cost of $350,000 
No new roads would be constructed 
during the feasibility study. Test boring* 
would be made. 

k. Purpose of Project The project 
power would be sold to either Idaho 
Power and Light or Washington Wafer 
Power Company. 

l. This notice also consists of the 
following standard paragraphs: A6, A7. 
A9, B. C. and D2. 

15 a. Type of Application: Minor 
License. 

b. Project No.: 7930-001. 

c. Date Filed: October 3,1984. 

d. Applicant: Larry Hensley. 

e. Name of Project: Fry Creek. 

f. Location: On Fry Creek, a tributary 
of the South Fork American River, near 
Kyburz. in F.1 Dorado County, California. 

g. Filed Pursuant to: Federal Power 
Act. 16 U.S.C. 791(a)-825(r). 

h. Contact Person: Mr. Larry Hensley, 
9240 Central Avenue. Orangevale, 
California 95662, (918) 988-2184. 

i. Comment Date: May 17.1985. 

j. Description of Project: The proposed 
project would consist of: (1) A 2-foot- 
high. 15-foot-wide concrete diversion 
dam across Fry Creek at elevation 4,040 
feet msl: (2) a 8-inch-diameter, 2,500- 
foot-long steel penstock: (3) a 
powerhouse located at elevation 3.640 
feet msl containing a single Pelton 
turbine-generator unit with a rated 
capacity of 30 kW and producing an 
estimated average annual generation of 
0.13 GWh; (4) a 6-inch-diameter. 30-foot 
long steel pipe tailrace; and (5) a 200- 
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ut-long. 440-voll transmission line to 
Itcrionnect the project to an existing 
^dfic Gas and Electric Company 
*F.) line. Project power would be 
>Jd to PG8E. The project would occupy 
$$ than 1 acre of Eldorado National 
lorest lands. No recreational facilities 
proposed by the Applicant. 

I k This notice also consists of the 
lllowing standard paragraphs: A3. A9. 
Ic and Dl. 

[ 1 This application has been accepted 
r filing as of December 20.1903, the 
^hmittal date of the Applicant's 
ginally accepted exemption 
bphration pursuant to Snowbird, Ltd. 

: ol 28 FERC \ 61,002, issued July 18, 

ft6i. Type of Application: Preliminary 

Vnnit. 

[:> Project No.: 8938-000. 

[c Dale Filed: February 7.1985. 

I d Applicant: Chilco. Incorporated, 
j <• Name of Project: Mule Creek 

pet. 

I f Lncattoo: On Mule Creek, near 
|f«av. rville, within Shasta-Trinity 
attonal Forest. In Trinity County, 

klifomia. 

|g Filed Pursuant to: Federal Power 
. 10 U.S.C. 791(a)-825(r). 

| h. Contact Person: Mr. H.L. “Pete" 
hilders, 9200 Shanley Lane. Auburn, 
kliiomia 95803. 

|i Comment Date: May 13,1985. 

I \ Description of Project: The proposed 
Jrojcc t would consist of: (1) A 4-foot- 
Idi 2(>-foot-long diversion dam at 
n ition 2.800 feet; (2) a 24-inch- 
lira U r, 3,500-foot-long diversion 
^nduit; (3) a 24-inch-diameter. 2.000- 
oMong steel penstock; 14) a 
pnverhouse with a total installed 
hparity of 710 kW operating under a 
pad of 350 feet; and (5) a 500-foot-long, 
P$*kV transmission line connected to 
i existing Pacific Cas and Electric 
npany (PG&E) transmission line. The 
pplicant estimates the average annual 
generation at 4.3 million KWh to 
i soUl to PG0E. 

I A pn lirainary permit, if issued, does 
ft authorize construction. The 
pplicant seeks issuance of an 18-month 
ciimmary permit to conduct technical 
tvironmental and economic studies, 
ltd also prepare in FERC license 
plication at an estimated cost of 
BUtt). 

U Thia notice also consists of the 
rawing standard paragraphs: Aft, A7. 

P.B.C and D2. 

I I 7 a Type of Application: Preliminary 

Tmrnt. 

Project No.: P-8891-000. 
c Date Filed: October 29.1984. 

Applicant; City of Iowa City. 
e Name of Project: Coralvillc 

POdam, 


f. Location: In Johnson County, on the 
Iowa River. 

g. Filed Pursuant to: Federal Power 
Act. 16 U.&C 791[a)-825tr). 

h. Contact Person: Thomas M. Hayden 
P.E^ Shive-Hattery Engineers, P.O. Box 
4438. Davenport, Iowa 52808. 

i. Comment Date: April 28,1985. 

j. Competing Application: Project No. 
8890. Date Filed October 29,1984. 

k. Description of Project: The 
proposed project would consist of: (1) 

An existing earthfill and concrete dam 
14 feet high and 200 feet long including 0 
spillway at elevation 640 feet m.s.L 
owned by the Johnson County 
Conservation Board; (2) a reservoir of 
negligible size and storage capacity; (3) 
a proposed intake channel 
approximately 100 feet wide and 250 
feet long; [4) a proposed powerhouse 
approximately 70 feet wide, 30 feet high 
and 60 feet long containing five 
submersible turbine/generators each 
with a rated capacity of 200 kW; (5) a 
proposed tailrace channel GOO feet long 
and 140 feet wide; (6) a new 
transmission line; and (7) appurtenant 
facilities. The estimated average annual 
energy produced by the project would 
be 5.100,000 kWh operating under a net 
hydraulic head of 12 feeL Project power 
would be sold to the City of Iowa City. 

L This notice also consists of the 
following standard paragraphs: A0. B, C. 
D2. 

m. Proposed Scope and Cost of 
Studies under Permit: A preliminary 
permit if issued, does not authorize 
construction. The term of the proposed 
preliminary permit is 18 months. The 
work proposed under the preliminary' 
permit would include economic analysis, 
preparation of preliminary engineering 
plans, and a study of environmental 
impacts. Based on results of these 
studies Applicant would decide whether 
to proceed with more detailed studies, 
and the preparation of an application for 
license to construct and operate the 
project. Applicant estimates that the 
cost of the work to be performed under 
the preliminary permit would be $15,000. 

18 a. Type of Application: Preliminary' 
Permit. 

b. Project No.: 8752-000. 

c. Date Filed: November 29,1984 

d. Applicant: Great Western Power 0 
Light, Inc. 

e. Name of Project: Mill Creek Middle 
Project. 

f. Location: On Mill Creek in Salt Lake 
County. Utah. 

g. Filed Pursuant to: Federal Power 
Act. 16 U.S.C. 791(a)-025(r). 

h. Contact Person: Mr. Mike Graham. 
President. G.W.P. 484 East 300 North 
Manti. Utah 84642. 

i. Comment Date: May 17.1985. 


j. Description of Project: The proposed 
project would be located on an 
abandoned site of the Utah Power 0 
Light Co. (UP8L) would be entirely 
within the Wasatch National Forest, and 
would consist of: (1) A new diversion 
structure on Mill Creek; (2) a new buried 
pipeline penstock. 18 inches in diameter 
and about 8,750 feet long; (3) a new 
powerhouse, at the same site of the 
former one. to contain 3 turbine- 
generator units rated at 250 kW each for 
a total rated capacity of 750 kW; (4) a 
tailrace returning flow to Mill Creek; (5) 
a new 1,000-foot-long transmission line 
connecting to an existing UP0L line; and 
(6) appurtenant facilities. The Applicant 
estimates that the average annual 
energy' output would be 5.138.000 kWh. 

k. Purpose of Project: Project energy 
would be sold to local municipalities or 
to the local power company. 

l. This notice also consists of the 
following standard paragraphs: A6. A7, 
A9. B. C 0 D2. 

m. Proposed Scope of Studies under 
Permit; A preliminary' permit If issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary period for a period of 36 
months during which time Applicant 
would investigate project design 
alternatives, financial feasibility, 
environmental effects of project 
construction and operation, and project 
power potential. Depending upon the 
outcome of the studies, the Applicant 
would decide whether to proceed with 
an application for FERC license. 
Applicant estimates that the cost of the 
studies under permit would be $35,000. 

19 a. Type of Application: New 
License (Under 5 MW). 

b. Project No.: 2343-002. 

c. Date Filed: December 17.1984. 

d. Applicant: The Potomac Edison 
Company. 

e. Name of Project: Millville. 

f. Location: On the Shenandoah River 
in Jefferson County. West Virginia. 

g. Filed Pursuant to: Federal Power 
Act. 16 U.S.C. 791(a)-825(r). 

h. Contact Person: R.A. Mycoff. 
Executive Director. Operating, 
Allegheny Power Service Corporation. 
800 Cabin Hill Drive. Greenburg. 
Pennsylvania 15601. 

i. Comment Date: May 13.1985. 

j. Description of Project: The existing 
run-of-river project consists of: (1) The 
12-foot-hlgh and 800-foot-long concrete 
and stone dam with a crest elevation of 
323.8 feet msl; (2) 3.5-foot-high 
dashboards; (3) a reservoir with a 
surface area of 104 acres; (4) a 1,600- 
foot-long concrete headrace; (5) a 
powerhouse with 3 turbine-generator 
units with a total rated capacity of 2,840 
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kW; (6) a tailrace; (7) a 2.4-kV and 1.006- 
foot-long transmission line; and (8) other 
appurtenances. The project generates an 
average of 13,658.000 kWh annually. 

k. Purpose of Project: Project energy is 
integrated into the Potomac Edison 
Company system. 

l. This notice also consists of the 
following standard paragraphs: B. C. 
and Dl. 

20 a. Type of Application: Exemption 
(5MW or Less). 

b. Project No: 8449-000. 

c. Date Filed: July 19.1984, 

d. Applicant: Steven D. Atwill & 

Susan Atwill. 

e. Name of Project: Bernardston Grain 
Mill. 

f. Location: On the Fall River in 
Franklin County. Massachusetts. 

g. Filed Pursuant to: Section 408 of the 
Energy Security Act of 1980,16 U S.C. 
2705 and 2708. 

h. Contact Person: Mr. Steven D. 
Atwill. River Road. Bernardston. 
Massachusetts 01337. 

i. Comment Date: April 26,1985. 

J. Description of Project: The proposed 
project would consist of: (1) The existing 
20-foot-high. 100-foot-long stone 
masonry dam with a spillway crest 
elevation of 320 feet ms!; (2) an existing 
reservoir with a surface area of 2 acres 
and a gross storage capacity of 23 acre- 
feet; (3) a proposed 4-foof-diameter, 80- 
foot-long penstock; (4) two proposed, 
pad-mounted, submersible turbine- 
generator units, one rated at 25 kW and 
the other 55 kW; (5) a proposed. 100- 
foot-long transmission line; and (6) 
appurtenant facilities. 

The Applicant estimates that the 
hydroelectric generating units will 
produce 300.000 kWh annually and the 
Applicant intends to sell the power to 
Western Massachusetts Electric 
Company. 

k. This notice consists of the following 
standard paragraphs: Al. A9, B, C, D3a. 

L Purpose of Exemption: An 
exemption, if issued, gives the Exemptee 
priority of control, development, and 
operation of the project under the terms 
of the exemption from licensing, and 
protects the Exemptee from permit or 
license applicants that would seek to 
take or develop the project. 

20 a.Type of Application: S-MW 
Exemption. 

b. Project No. 8412-000. 

c. Date Filed: july 5.1984. 

d. Applicant: Ronald W. Denney 8 
Kathryn C. Denney. 

e. Name of Project: Coiner Mill. 

f. Location: On the South River in 
Augusta County. Virginia. 

g. Filed Pursuant to: Section 408 of the 
Energy Security Act of t980, 18 U.S.C. 
2705 and 2709. 


h. Contact Person: Ronald W. & 
Kathryn C, Denney. Route 1. Box 18, 
Waynesboro, Virginia 22980. 

i. Comment Date: April 26.1985. 

j. Description of Project: The proposed 
project would consist of: (1) An existing 
5-foot-high. 156-foot-long concrete 
gravity dam at elevation 1.251 feet m.s.I. 
owned by Ronald W. and Kathryn C. 
Denney to be renovated; (2) an existing 
1.5-acre reservoir with a storage 
capacity of 10 acre-feet at elevation 
1,256 m.s.I.; (3) an existing millrace 24 
feet wide, 8 feet deep and 1,109 feet 
long; (4) an existing mill used as a 
powerhouse to be renovated to contain 
two new’ turhine/generators with a total 
rated capacity of 4 kW; (5) an existing 
378foot-long tailrace; (6) an existing 
single phase transmission line 350 feet 
long; and (7) appurtenant facilities* The 
estimated average annual energy 
produced by the project would be 
225,000 kilowatt hours operating under a 
net hydraulic head of 8 feet. Project 
power will be sold to the Virginia 
Electric and Power Company. 

k. This notice consists of the following 
standard paragraphs: Al. A9. B. C. D3a. 

L Purpose of Exemption: An 
exemption, if issued, gives the Exemptee 
priority of control, development, and 
operation of the project under the terms 
of the exemption from licensing, and 
protects the Exemptee from permit or 
license applicants that would seek to 
take or develop the project. 

a. Type of Application: Amendment of 
License. 

b. Project No.: 2216-001. 

c. Date Filed: November 29.1984. 

d. Application: Power Authority of the 
State of New York. 

e. Name of Project: Niagara. 

f. Location: On the Niagara River in 
the Towns of Lewiston and Niagara, 
New York. 

g. Filed Pursuant to: Federal Power 
Act. 18 U.S.C. 791(a)-825(rJ. 

h. Contact Person: Stephen L Baum. 
General Counsel. Power Authority of the 
State of New York. 10 Columbus Circle, 
New York. New York 10019. 

i. Comment Date: April 29.1985. 

j. Description of Project: The license 
for the Niagara Project was issued on 
January 30.1958, and consists of two 
intake structures at the Niagara River, 
two water supply conduits, a forebay, 
the Lewiston Pump-Genera ting Plant 
with a rated generating capacity of 240 
MW and the Lewiston Reservoir, the 
Robert Moses Plant with a rated 
capacity of 1,950 MW, and other 
associated facilities. The forebay serves 
as the tailrace for the Lewiston Pump- 
Generating Plant and the headwater for 
the Robert Moses Plant. The Licensee 
proposes: (1) A new intake/outlet 


structure ut the Lewiston Reservoir (2) 
new 27.5-foot-diameter and 
approximately 900-foot-long concrete- 
lined tunnel; (3) 3 new 20-MW pump 
turbine units in a common trench; (4) a 
new intake/outlet structure; (5) a new 
200-foot-wide and 120-foot-lone tai!r,ici 
channel connecting the intake/outlet 
structure with the forebay; (6) two new 
intake structures at the northside of th* 
forebay; (7) two new penstocks about 
600 feet long that would vary in 
diameter from 285 feet at the upper en 
to 24 feet at the turbines; (8) two new 
turbine-generator units with a rated 
capacity of 225 MW each, installed in 
individual concrete-lined silos; (9) two 
new draft tube tunnels discharging anSo 
a horseshoe-shaped 38-foot-diameter 
and 1,620-foot-long tailrace tunnel to 
discharge into the Niagara River about 
750 feet downstream from the Robeit 
Moses Plant; (10) a new 345-kV 
transmission line; and (11) other 
appurtenances. The Licensee estim. tei 
that this expansion would generate an 
additional 17 GWh per year. 

k. Purpose of Project: The additional 
project energy would be sold to 
Licensee’s customers. 

l. This notice also consists of the 
following standard paragraphs: B ar.dt 

23 a. Type of Application: Exempttoi 
(5 MW or less). 

b. Project No: 8741-000. 

c. Date Filed: November 27.1984 

d. Applicant: Dallas County Hydro 
Company. 

e. Name of Project: Redfield Dam 
Hydro Project. 

f. Location: On the Middle Raccoon 
River in Redfield. Dallas County. Iowa. 

g. Filed Pursuant to: Section 408 of th 
Energy Security Act of 1980, 16 U S C 
2705 and 2708. 

h. Contact Person: Mr. Rex j. Haney. 
811 First Street, P.O. Box H, Redfield. 
Iowa 50223. 

I. Comment Date: April 29,1985. 

j. Description of Project: The proposi 
project w ould consist of: (1) An exisfiq 
concrete gravity dam approximated U 
feet long and 9 feet high inclusive of 13- 
inch flashboards; (2) un existing 5-acrf 
reservoir having a storage capacity oft 
acre-feet at an elevation of 910 feet 

m.s.I; (3) a proposed powerhouse 
integral with the dam, located at the 
eastside of the river, housing two 49--Ml 
generators for a total installed capunty 
of 98 kW; (4) a proposed 4.16-kV or 
equivalent transmission line 
approximately 120 feet long; and (5) 
appurtenant facilities. The Applicant 
estimates that the average annual 
energy 1 would be 557 MWh. The 
Applicant has a valid and current 25 
year lease with the City of Redfield 
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owners of the dam and appurtenant 
facilities, for the development of this 
hydroelectric project. 

k Purpose of Project: The Applicant 
proposes to sell all the generated power 
to Iowa Electric Light and Power 
Company. 

l. This notice also consists of the 
following standard paragraphs: At. A9. 

B, C and D3a, 

m. Purpose of Exemption: An 
exemption, if issued, gives the Exemptee 
priority of control, development and 
operation of the project under the terms 
of exemption from licensing, and 
protects the Exemptee from permit or 
license applicants that would seek to 
take or develop the project 

24 a. Type of Application: Exemption 
(5 MW or less). 

b Project No: 8656-000. 
c Date Filed: October 9.1984. 
d Applicant: William K. Fay. 
e Name of Project: Bannister Mill 
Dam Project 

f. Location: On the Sewell Brook in 
Worcester County, Massachusetts. 

g Filed Pursuant to: Section 408 of the 
Energy Security Act of 198a 16 ILS.C. 
2705 and 2708 as amended. 

h Contact Person: Mr. William K. Fay. 
P.0 Box 55, Boylston. Massachusetts 
01505. 

i. Comment Date: April 24.1685. 

j. Description of Project: The proposed 
reject would consist of: (1) A partially 

i.ed 6-foot-high stone gravity dam 
to be reconstructed to its historic 
elevation of 395,0 feet m.s.l. with; (2) a 
5 5 re reservoir which would impound 
a Here*feet of gross storage: (3) a new 
intake structure; (4) a new power-house 
which would contain one generating unit 
with d capacity of 4 kW; (5) a new 
trarsmission line, 8 feet long: and (6) 
appurtenant facilities. 

The dam and appurtenant facilities 
jre iwned by William K. Fay. The 
Applicant estimates the average annual 
energy production to be 11,200 kWh. 

I k hirpose of Project: The Applicant 
intenJ* to personally use in its house the 
total output generated. 

I i his notice also consists of the 
fuimuing standard paragraphs: Al. A9, 

B. C Hnd D3a. 

nt Purpose of Exemption: An 
exemption, if issued, gives the Exemptee 
prmnty iff control, development, and 
operation of the project under the terms 
of exemption from licensing, and 
protects the Exemptee from permit or 
taenae applicants that would seek to 
takr or develop the project. 

25 a. Type of Application: Preliminary 

Permit. 

L Project No: 8460-000. 

c Date Filed: July 23.1984. 


d. Applicant: Contoocook Valley 
Paper Company, Inc. 

e. Name of Project: West Hennicker. 

f. Location: Contoocook River in 
Merrimack County, New Hampshire. 

g. Filed Pursuant to: Federal Power 
Act 16 U.S.C. 791(a)-825(r). 

h. Contact Person: Ms. Mary Fletcher. 
Contoocook Valley Paper Company. 

Inc., P.O. Box 434, Milford. New 
Hampshire 03031. 

L Comment Date: April 24.1985. 

j. Competing Application: Project No. 
8351. Date Filed: june 8.1984 Notice 
expires: March 1.1985. 

k- Description of Project: The 
proposed project would consist of: (1) 

An existing 12-foot-high, 202-foot-long 
dam owned by Contoocook Valley 
Paper Company. Inc. at crest elevation 
490 feet NGVDfc (2) an existing reservoir 
with an impoundment of 5-acres; (3) a 
new powerhouse containing a 
generating unit with a rated capacity of 
1,400-kW; and (4) a new 250-foot-long 
transmission line tying into the existing 
Public Service Company of New 
Hampshire system. The Applicant 
estimates a 3.400.000 kWh average 
annual energy production. 

L Proposed Scope of Studies under 
Permit: A preliminary permit if issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of 24- 
months during which time Applicant 
would investigate project design 
alternatives, financial feasibility, 
environmental effects of project 
construction and operation, and project 
power potential. Depending upon the 
outcome of the studies, the Applicant 
would decide whether to proceed with 
an application for FERC license. 
Applicant estimates that the cost of the 
studies under permit would be $22,000, 

m. This notice also consists of the 
following standard paragraphs: A8. A9. 
B, C. and D2. 

26 a. Type of Application: Conduit 
Exemption. 

b. Project No: 7885-001. 

c. Date Filed October 2,1984. 

d. Applicant. Fisheries Development 
Company. . 

e. Name of Project: Fisheries 
Development. 

f. Location: On a canal offshoot of 
Billingsley Creek, in Gooding County, 
Idaho. 

g. Filed Pursuant to: Section 408 of the 
Energy Security Act of 1980 (18 U.S.C. 
2705 and 2708 as amended). 

h. Contact Person: Nyal Hoffman. 
Fisheries Development Company. Rt. 1, 
Filer. Idaho 83328. 

i. Comment Date: April 2a 1985. 

j. Description of Project: The proposed 
project would consist of adding a . 


powerhouse to the canal that conveys 
water from two trout rearing raceways 
to Billingsley Creek. The powerhouse 
would contain three generating units 
with a combined capacity of 308 kW and 
an average annual generating of 2 
million kilowatt hours. A 300-foot-long 
transmission line would also be 
constructed. 

k. Purpose of Project: The project 
power would be sold to Idaho Power 
Company. 

l. This notice also consists of the 
following standard paragraphs: A3. A9. 

B. C. and D3b. 

Competing Applications 

Al. Exemption for Small 
Hydroelectric Power Project under 5MW 
Capacity—Any qualified license or 
conduit exemption applicant desiring to 
file a competing application must submit 
to the Commission, on or before the 
specified comment date for the 
particular application, either a 
competing license or conduit exemption 
application that proposes to develop at 
least 7.5 megawatts in that project, or a 
notice of intent to file such an 
application. Any qualified small 
hydroelectric exemption applicant 
desiring to file a competing application 
must submit to the Commission, or or 
before the specified comment date for 
the particular application, either a 
competing small hydroelectric 
exemption application or a notice of 
intent to file such an application. 
Submission of a timely notice of intent 
allows an interested person to file the 
competing license, conduit exemption, 
or small hydroelectric exemption 
application no later than 120 days after 
the specified comment date for the 
particular application Applications for 
preliminary permit will not be accepted 
in response to this notice. 

A2. Exemption for Small 
Hydroelectric Power Project under 5MW 
Capacity—Any qualified license or 
conduit exemption applicant desiring to 
file a competing application must submit 
to the Commission, on or before the 
specified comment date for the 
particular application, either a 
competing license or conduit exemption 
application that proposes to develop at 
least 7.5 megawatts in that project, or a 
notice-of intent to file such an 
application. Submission of a timely 
notice of intent allows an interested 
person to file the competing license or 
conduit exemption application no later 
than 120 days after the specified 
comment date for the particular 
application. Applications for preliminary 
permit und small hydroelectric 
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exemption will not be accepted in 
response to this notice. 

A3. License or Conduit Exemption— 
Any qualified license, conduit 
exemption, or small hydroelectric 
exemption applicant desiring to file a 
competing application must submit to 
the Commission, on or before the 
specified comment date for the 
particular application, either a 
competing license, conduit exemption, 
or small hydroelectric exemption 
application, or a notice of intent to file 
such an application. Submission of a 
timely notice of intent allows an 
interested person to file the competing 
license, conduit exemption, or small 
hydroelectric exemption application no 
later than 120 days after the specified 
comment date for the particular 
application. Applications for preliminary 
permit will not be accepted in response 
to this notice. 

This provision is subject to the 
following exception: if an application 
described in this notice was filed by the 
preliminary permittee during the term of 
the permit, a small hydroelectric 
exemption application may be hied by 
the permittee only (license and conduit 
exemption applications are not affected 
by this restriction). 

A4. License or Conduit Exemption— 
Public notice of the filing of the initial 
license, small hydroelectric exemption 
or conduit exemption application, which 
has already been given, established the 
due date for filing competing 
applications or notices of intent. In 
accordance with the Commission's 
regulations, any competing application 
for license, conduit exemption, small 
hydroelectric exemption, or preliminary 
permit; or notices of intent to file 
competing applications, must be filed in 
response to and in compliance with the 
ublic notice of the initial license, small 
ydroclectric exemption or conduit 
exemption application. No competing 
applications or notices of intent may be 
filed in response to this notice. 

A5. Preliminary Permit: Existing Dam 
or Natural Water Feature Project— 
Anyone desiring to file a competing 
application for preliminary permit for a 
proposed project at an existing dam or 
natural water feature project, must 
submit the competing application to the 
Commission on or before 30 days after 
the specified comment date for the 
particular application (see 18 CFR 4.30 
to 4.33 (1982)). A notice of intent to file a 
competing application for preliminary 
permit will not be accepted for filing. 

A competing preliminary permit 
application must conform with 18 CFR 
4.33 (a) and (d). 

A6. Preliminary Permit: No Existing 
Dam—Anyone desiring to file a 


competing application for preliminary 
permit for a proposed project where no 
dam exists or where there are proposed 
major modifications, must submit to the 
Commission on or before the specified 
comment date for the particular 
application, the competing application 
itself, or a notice of intent to file such an 
application. Submission of a timely 
notice on intent allows an interested 
person to file the competing preliminary 
permit application no later than 60 days 
after the specified comment date for the 
particular application. 

A competing preliminary permit 
application must conform with 18 CFR 
4.33 (a) and (d). 

A7. Preliminary Permit—Except as 
provided in the following paragraph, any 
qualified license, conduit exemption, or 
small hydroelectric exemption applicant 
desiring to file a competing application 
must submit to the Commission, on or 
before the specified comment date for 
the particular application, either a 
competing license, conduit exemption, 
or small hydroelectric exemption 
application or a notice of intent to file 
such an application. Submission of a 
timely notice of intent to file a license, 
conduit exemption, or small 
hydroelectric exemption application 
allows an interested person to file the 
competing application no later than 120 
days after the specified comment date 
for the particular application. 

In addition, any qualified license or 
conduit exemption applicant desiring to 
Ole a competing application may file the 
subject application until: (1) A 
preliminary permit with which the 
subject license or conduit exemption 
application would compete is issued, or 
(2) the earliest specified comment date 
for any license, conduit exemption, or 
small hydroelectric exemption 
application with which the subject 
license or conduit exemption application 
would compete; whichever occurs Orst. 

A competing license application must 
conform with 18 CFR 4.33 (a) and (d). 

A8. Preliminary Permit—Public notice 
of the filing of the initial preliminary 
permit application, which has already 
been given, established the due date for 
Tiling competing preliminary permit 
applications on notices of intent. Any 
competing preliminary permit 
application, or notice of intent to file a 
competing preliminary permit 
application, must be Hied in response to 
und in compliance with the public notice 
of the initial preliminary permit 
application. No competing preliminary 
permit applications or notices of intent 
to file a preliminary permit may be filed 
in response to this notice. 

Any qualified small hydroelectric 
exemption applicant desiring to file a 


competing application must submit to 
the Commission, on or before the 
specified comment date for the 
particular application, either a 
competing small hydroelectric 
exemption application or a notice of 
intent to file such an application. 
Submission of a timely notice of Intent 
to file a small hy droelectric exemption 
application allows an interested person 
to file the competing application no later 
than 120 days after the specified 
comment date for the particular 
application. 

In addition, any qualified license or 
conduit exemption applicant desiring to 
file a competing application may file the 
subject application until: (1) A 
preliminary permit with which the 
subject license or conduit exemption 
application w ould compete is issued, ur 
(2) the earliest specified comment date 
for any license, conduit exemption, or 
small hydroelectric exemption 
application with which the subject 
license or conduit exemption application 
would compete; whichever occurs first. 

A competing license application must 
conform with 18 CFR 4.33 (a) and (d). 

A9. Notice of intent—A notice of 
intent must specify the exact name, 
business address, and telephone number 
of the prospective applicant, include an 
unequivocal statement of intent to 
submit, if such an application may be 
filed, either (1) a preliminary' permit 
application or (2) a license, small 
hydroelectric exemption, or conduit 
exemption application, and be served oa 
the applicant(s) named in this public 
notice. 

B, Comments. Protests , or Motions To 
Intervene —Anyone may submit 
comments, a protest, or a motion to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure. 18 CFR 385 210, 385.2’ 1. 
385.214 In determining the appropriate 
action to take, the Commission will 
consider all protests or other comments 
filed, but only those who file o motion to 
intervene in accordance with the 
Commission’s Rules may become a 
party to the proceeding. Any comments, 
protests, or motions to intervene must 
be received on or before the specified i 
comment date for the particular 
application. 

C. Filing and Service of Responsive 
Documents —Any filings must bear in all 
capital letters the title "COMMENTS 
"NOTICE OF INTENT TO FILE 
COMPETING APPLICATION". 
"COMPETING APPLICATION". 
"PROTEST 1 or "MOTION TO 
INTERVENE", as applicable, and the 
Project Number of the particular 
application to which the filing is in 
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I response. Any of the above named 
I documents must be filed by providing 
■the original and the number of copies 
■required by the Commission's 
■ regulations to: Kenneth F. Plumb, 
■Secretary. Federal Energy Regulatory 
■Commission, 825 North Capitol Street, 
|NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief. Project Management 
(Branch, Division of Hydropower 
(Licensing, Federal Energy Regulatory 
(Commission. Room 208 KB at the above 
address. A copy of any notice of intent 
competing application or motion to 
(intervene must also be served upon each 
(representative of the Applicant specified 
[in the particular application. 

Dl. Agency Comments —Federal. 

State, and local agencies that receive 
(this notice through direct mailing from 
fee Commission are requested to 
gpbvide comments pursuant to the 
Federal Power Act, the Fish and 
Wildlife Coordination Act. the 
[Endangered Species Act, the National 
historic Preservation Act, the I liBtorica) 
and Archeological Preservation Act, the 
national Environmental Policy Act. Pub. 

. No. 88-29, and other applicable 
rtatues. No other formal requests for 
on-menta will be made. 

Comments should be confined to 
ubMuntive issues relevant to the 
fssuunce of a license. A copy of the 
application may be obtained directly 
liom the Applicant. If an agency does 
ot file comments with the Commission 
ivithin the time set for filing comments, 
p! will be presumed to have no 
omments. One copy of an agency's 
omments must also be sent to the 
Applicant's representatives. 

□2. .Agency Comments —Federal, 
tate. and local agencies are invited to 
[file comments on the described 
pplication. (A copy of the application 
ay he obtained by agencies directly 
> the Applicant.) If an agency does 
pot file comments within the time 
cified for filing comments, it will be 
turned to have no comments. One 
py of an agency's comments must also 
' tent to the Applicant's 
presentatives. 

03a. Agency Comments—The U.S, 

W* and Wildlife Service, the National 
arine Fisheries Service, and the State 
and Game agency(ies) are 
tquested, for the purposes set forth in 
action 408 of the Energy Security Act of 
to file within 60 days from the date 
pf issuance of this notice appropriate 
'ttms and conditions to protect any fish 
nd wildlife resources or to otherwise 
arr V out the provisions of the Fish and 
Midlife Coordination Act. General 
nments concerning the project and its 
ources are requested: however. 


specific terms and conditions to be 
included as a condition of exemption 
must be clearly identified in the agency 
letter. If an agency does not file terms 
and conditions within this time period, 
that agency will be presumed to have 
none. Other Federal, State, and local 
agencies are requested to provide any 
comments they may have in accordance 
with their duties and responsibilities. No 
other formal requests for comments will 
be made. Comments should be confined 
to substantive issues relevant to the 
granting of an exemption. If an agency 
does not file comments within 60 days 
from the date of issuance of this notice, 
it will be presumed to have no 
comments. One copy of an agency's 
comments must also be sent to the 
Applicant's representatives. 

D3b. Agency Comments— The U.S. 
Fish and Wildlife Service, the National 
Marine Fisheries Service, and the State 
Fish and Came agency(ies) arc 
requested, for the purposes set forth in 
section 30 of the Federal Power Act, to 
file within 45 days from the date of 
issuance of this notice appropriate terms 
and conditions to protect any fish and 
wildlife resources or otherwise carry out 
the provisions of the Fish and Wildlife 
Coordination Act. General comments 
concerning the project and its resources 
are requested: however, specific terms 
and conditions to be included as a 
condition of exemption must be clearly 
identified in the agency letter. If on 
agency does not file terms and 
conditions within this time period, that 
agency will be presumed to have none. 
Other Federal, State, and local agencies 
are requested to provide comments they 
may have in accordance with their 
duties and responsibilities. No other 
formal requests for comments will be 
made. Comments should be confined to 
substantive issues relevant to the 
granting of an exemption. If an agency 
docs not file comments within 45 days 
from the date of issuance of this notice, 
it will be presumed to have no 
comments. One copy of an agency's 
comments must also be sent to the 
Applicant's representatives. 

Konoeth F. Plumb, 

Secretary'. 

[FR Doc. 85-6898 Filed 3-21-85; S:45 am| 

BILLING COOC 6717-0 l-N 


I Project No. 7409-0011 

Surrender of Preliminary Permit; 
Fairvlew City Corp. 

March 19.1985 

Take notice that Falrview City 
Corporation. Permittee for the proposed 
Cottonwood Creek Project No. 7409. has 


requested that its preliminary permit be 
terminated. The preliminary permit was 
issued on July 17,1984. and would have 
expired on December 31.1985. The 
project would have been located on 
Cottonwood Creek in Sanpete County. 
Utah*. The Permittee states it has found 
that to continue the project would not be 
in the best interest of the City. 

The Permittee filed the request on 
January 28.1985, and the preliminary 
permit for Project No. 7409 shall remain 
in effect through the thirtieth day after 
issuance of this notice unless that day is 
a Saturday. Sunday or holiday as 
described in 18 CFR 384.2007, in which 
case the permit shall remain in effect 
through the first business day following 
that day. New applications involving 
this project site, to the extent provided 
for under 18 CFR Part 4. may be filed on 
the next business day. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc. 85-6905 Filed 3-21-85; 8:45 am| 
BILLING COOf W7-01-N 


(Docket Not. QF85-264-000, et al.] 

Small Power Production and 
Cogeneration Facilities; Qualifying 
Status; Certificate Applications, etc.; 
Frito-Lay Inc., et al. 

Comment date: Thirty duys from 
publication in the Federal Register, in 
accordance with Standard Paragraph E 
at the end of this notice. 

Take notice that the following filings 
have been made with the Commission: ' 

1. Frito-Lay Inc. 

(Docket No. QF85-264-000| 

March ia 1985. 

On February 28,1985. Frito-Lay Inc. 
(Applicant) of Frito-Lay Tower. P.O. Box 
35034, Exchange Park. Dallas, Texas 
75235 submitted for filing an application 
for certification of a facility as a 
qualifying cogeneration facility pursuant 
to i 292.207 of the Commission's 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The proposed topping cycle 
cogeneration facility will be located in 
the Frito-Lay Salty Snack Food Plant, 
Kern County. California. The facility, to 
be constructed by Bechtel, Inc. and 
operated by the applicant, will consist, 
In part, of a Detroit Allison 501-KH gas 
turbine/generator. The maximum power 
production capacity will be 6050 kW. 
The operation of the gas turbine will be 
based upon the Cheng Cycle Series 7 
system. The thermal energy output will 
be used to meet the facility's processing 
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requirements. The facility's electric 
energy output will be sold to Pacific Gas 
St Electric Co. and used by the applicant. 
The primary source of energy will be 
natural gas. 

2. Alternative Energy Associates 
(Brighton Dam) 

| Docket No. QF8S-2G8-000) 

March 19.1985. 

On February 28,1985, Alternative 
Energy Associates (Applicant) of c/o 
Synergies, Inc., 410 Severn Avenue, 

Suite 409, Annapolis, Maryland 21403 
submitted for filing an application for 
certification of a facility as a qualifying 
small power production facility pursuant 
to § 292.207 of the Commission's 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The 400 kilowatt hydroelectric facility 
(P. 3633) will be located on the Patuxent 
River near the town of Laurel in 
Montgomery County, Maryland. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA, as implemented by 
the Commission's regulations. 18 CFR 
Part 292. It does not relieve a facility of 
any other requirements of local. State or 
Federal law, including those regarding 
siting, construction, operation, licensing 
and pollution abatement. 

3. Foster Wheeler Martinez. Inc. 

(Docket No. QF85-3G2-000) 

March 18.1985. 

On March 11,1985, Foster Wheeler 
Martinez, Inc. (Applicant) of 110 South 
Orange Avenue, Livingston, New {ersey 
07039 submitted for filing an application 
for certification of a facility as a 
qualifying facility pursuant to S 292.207 
of the Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The topping-cycle cogeneration 
facility will be located in Martinez. 
California. The facility will contain two 
combustion turbine-generators, two heat 
recovery boilers, and a single steam 
turbine-generator. The extracted steam 
from the turbine will be used in the 
Avon refinery of Tosco Corporation 
and/or sludge drying processes. The 
primary energy source will be refinery 
by-product gas. natural gas or mixture of 
such gases. The net electric power 
production of the facility will vary from 
89.3 MW to 99 9 MW depending on the 
application of the output steam. 
Installation of the facility is expected to 


begin on June 1. 1985 with startup date 
of January 1,1987. 

4. Hershey Foods Corporation 

[Docket No. QF8S-250-400] 

March 19. 1965. 

On February 19,1985, Hershey Foods 
Corporation (Applicant), P.O. Box 810, 
Hershey. Pennsylvania 17033, submitted 
for filing an application for certification 
of a facility as a qualifying cogeneration 
facility pursuant to 3 292.207 of the 
Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

Topping-cycle cogeneration facility 
will be located at 1400 Yosemite 
Avenue, Oakdale, California 95361. The 
facility will contain a combustion 
turbine-generator and a heat recovery 
boiler. The gas turbine will operate on 
the Cheng cycle. The steam will be used 
for process purposes in the adjacent 
chocolate plant. The electric power 
roduction capacity of the facility will 
e 8 MW f . The primary energy source 
will be natural gas. Operation of the 
facility is expected to begin in 
November 1985. No electric utility, 
electric utility holding company or any 
combination thereof has any ownership 
interest in the facility. 

5. Ormesa Geothermal 

[Docket No. QF85-2C9-000] 

March 19.1985. 

On February 28,1985, Ormesa 
Geothermal (Applicant) of 500 Dcrmody 
Way. Sparks. Nevada 89431 submitted 
for filing an application for certification 
of a facility as a qualifying small power 
production facility pursuant to 5 292.207 
of the Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The facility will be located at East 
Mesa KGRA. Imperial County, 
California. The primary energy source 
will be geothermal resources. The 
electric power production capacity will 
be 20 megawatts. The applicant has no 
planned usage of natural gas, oil or coal. 

6 Pacific Lighting Energy Systems (City 
of Burbank) 

[Docket No. QF85~288~000] 

March 19,1905. 

On March 6,1985. Pacific Lighting 
Energy Systems (Applicant) of 6055 East 
Washington Boulevard, Suite 600, City 
of Commerce. California 90040 
submitted for filing an application for 
certification of a facility as a qualifying 
small power production facility pursuant 
to § 292.207 of the Commission's 
regulations. No determination has been 


made that the submittal constitutes a 
complete filing. 

The small power production facility is 
located in the City of Burbank. Los 
Angeles County. California. The facility 
will produce electric power using 
biomethane in the form of landfill gas. 
The power production capacity of the 
facility will be 500 kW. 

7. Pacific Lighting Energy Systems 
(Refugio Ranch) 

(Docket No. QF85-285-000| 

March 19 1985. 

On March 6.1985, Pacific Lighting 
Energy Systems, (Applicant) of 6055 
East Washington Boulevard. Suite 600. 
City of Commerce, California 90040 
submitted for filing an application for 
certification of a facility as a qualifying 
small power production facility pursuant 
to 3 292.207 of the Commission's 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The small power production facility is 
located on Refugio Ranch in Santa Cruz 
County, California. The facility will 
produce electric power using 
biomethane in the form of landfill gas. 
The power production capacity of the 
facility will be 800 kW. 

8. Schaffner Power Company 

(Docket No. QF8S-282~OOOJ 

March 19.1985. 

On March 4.1985, Schaffner Power 
Company (Applicant) of Route 1. Box 33. 
Salmon. Idaho B3467 submitted for filing 
an application for certification of a 
facility as a qualifying small power 
production facility pursuant to 3 292.2tr 
of the Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The 0.5 megawatt hydroelectric 
facility (P. 8438) is located near West 
Fork of Sandy Creek in Lemhi County. 
Idaho. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefit** 
provided by PURPA, as implemented by 
the Commission's regulations. 18 CFR 
Part 292. It does not relieve a facility of 
any other requirements of local. State or 
Federal law. including those regarding 
siting, construction, operation, licensing 
and pollution abatement. 

9. Pinetiee Power. Inc. 

(Docket No. QF85-270-000] 

March 19.1985. 
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On March 1,1985, Pinetree Power. Inc. e 
>f RFD #1, Box 210, Bamslead. New 
Hampshire 03218 submitted for filing an 
application for certification of a facility 
is a qualifying small power production 
acility pursuant to ( 292.207 of the 
Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The proposed small power production 
facility will be located in Bethlehem. 

New Hampshire. The facility will 
consist in part, of a boiler and a 15 MW 
steam turbine/generator. The primary 
fuel will be waste in the form of wood 
chips, bark, and fines. 

10. Scott Wood, Inc. 

[Docket No. QF85-246-000) 

March 19.1985. 

On February 14.1985, Scott Wood. 

Inc. (Applicant) of Route 3, Box 1, 

Amelia, Virginia 23002 submitted for 
filing an application for certification of a 
facility as a qualifying small power 
production facility pursuant to § 292.207 
of the Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The proposed small power production 
facility will be located in Amelia Court 
[House. Virginia and will consist of a 
[Terry steam/turbine generator driven by 
a Lambien boiler. The electric power 
[production capacity of the facility will 
jbe approximately 1300 kW. The primary 
energy source will be waste in the form 
rof wood sawdust. 

11. Wind Energy Development Corp. 

I Docket No. QF8S-272-000) • 

March 19.1985. 

| On March 4.1985, Wind Energy 
[Development Corporation (Applicant) of 
p512 Faure Street, Urb. Villa Canales, 
pho liedras, Puerto Rico 00927 submitted 
[for filing an application for certification 

a facility as a qualifying small power 
:production facility pursuant to { 292.207 

the* Commission's regulations. No 
ietermination has been made that the 
n bnuttal constitutes a complete filing. 

The proposed small power production 
facility will be located one mile off- 
^•ore from San Juan, Puerto Rico. The 
facility will consist of a 250 kW' wind 
^rbine/generator installed on a 100 foot 
vessel. The wind generated electrical 
tnprgy will be transmitted to the 
Finland by submarine cable. 

Standard Paragraphs 

E. Any person desiring to be heard or 
to protest said filing should file a motion 
to intervene or protest with the Federal 
f : ‘ s’y Regulatory Commission, 825 
sor1 h Capitol Street, N.E.. Washington, 

^ C. 20426, in accordance with Rules 211 


and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211 
and 385.214). AU such motions or 
protests should be filed on or before the 
comment date. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretary. 

|FR Doc. 85-6C99 Filed 3-21-85; 8:45 am| 

BtLONQ COOC «717-01-H 


(Docket No. TA85-1-4-O021 

Proposed Change in Rates; Granite 
State Gas Transmission. Inc. 

March 19.1985. 

Take notice that on March 8.1985. 
Granite State Gas Transmission. Inc. 
(Granite State). 120 Royall Street. 
Canton, Massachusetts 02021 tendered 
for filing with the Commission the 
following revised tariff sheets in its 
FERC Gas Tariff. First Revised Volume 
No. 1 containing changes in rates for 
effectiveness on January 1,1985: 
Substitute Ninth Revised Sheet No. 7 
First Revised Sheet No. 7-A 

According to Granite State, its rate 
adjustments reflect (1) a redution in the 
cost of gas purchased from Tennessee 
Gas Pipeline Corporation, a Division of 
Tenneco Inc. (Tennessee) attributable 
reductions that Tennessee has filed in 
accordance with a Commission order 
applicable to the rates that Granite State 
previously filed for effectiveness on 
january 1 , 1985 and (2) a reduction in a 
transportation charge filed by Texas 
Eastern Transmission Corporation 
(Texas Eastern) in its Rate Schedule 
FTS, effective fanuary 1,1985. for a firm 
transportation service that Texas 
Eastern provides Granite State for gas 
purchased from Consolidated Gas 
Transmission Corporation. 

Granite State further states that its 
rates are applicable to wholesale sales 
to its two affiliated distribution 
company customers: Bay State Gas 
Company and Northern Utilities, Inc. 

According, to Granite State, copies of 
(he filing were served upon its 
customers and the regulatory 
commissions of the States of Maine, 
Massachusetts and New Hampshire. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 


North Capitol Street, N.E., Washington, 
D.C. 20426, in accordance with sections 
211 and 214 of the Commission's Rules 
of Practice and Procedure (18 CFR 
385.211, 365.214). All such motions or 
protests should be filed on or before 
March 27,1985. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a parly 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Konnclh F. Plumb. 

Secretary. 

|FR Doc. 85-0906 Filed 3-21-85; 8:45 am) 
BILUNO COOC C 717 - 01 M 


1 Docket No. TAS5-2-4-000 and TA8 5-2-4- 
001; Docket No. RP85-118-000) 

Proposed Change in Rates and Tariff 
Provisions; Granite State Gas 
Transmission, Inc. 

March 19, 1985. 

Take notice that on March 14,1985. 
Granite State Gas Transmission. Inc. 
(Granite State). 120 Royal) Street. 
Canton, Massachusetts 02021 tendered 
for filing with the Commission the 
following revised tariff sheets in its 
FERC Gas Tariff, First Revised Volume 
No. 1 containing changes in rates and 
tariff provisions for effectiveness on 
April 1.1985: 

Tenth Revised Sheet No. 7 
Second Revised Sheet No. 70 
Second Revised Sheet No. 75 

According to Granite State, the 
revised rates on Tenth Revised Sheet 
No. 7 reflect the effect on its purchase 
gas costs of a recently renegotiated 
contract between Boundary Gas, Inc. 
and TransCanada Pipelines Limited 
(TransCanada). Granite State is one of 
the four Firm Initial Service purchasers 
from Boundary Gas under the settlement 
in Phase 1 of the boundary Gas 
proceedings at Docket Nos. CP81-107- 
000, et. qL 28 FERC 161.114 (1984). 
Boundary Gas purchases its entire 
supply of gas from TransCanada at the 
U.S.-Canadian border near Niagara 
Falls. Ontario, and immediately resells 
the gas to the four FIS customers at cost 
from TransCanada. plus a charge of 
$.024 for management audit fees, escrow 
expense and the GRI surcharge. Gr&nitt 
State is authorized to purchase 9.814 
Mcf a day from Boundary Gas and this 
supply is part of the supply that Granite 
State resells to its affiliated distribution 
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company customer, Bay State Gas 
Company (Bay State). 

Granite State further states that its 
initial purchases from Boundary Gas 
commenced November 1,1984 at a rate 
of $4.40 per Mcf, adjusted for Btu 
content, plus the $.024 additional charge. 
The $4.40 rate reflected the rate that 
Boundary Gas paid TransCanada when 
initial deliveries commenced. 

According to Granite State, Boundary 
Gas and TransCanada have 
renegotiated their contract to provide for 
a rate containing demand and 
commodity components. The revised 
contract provides for a monthly demand 
charge equal to the product of $28.8958 
and the dolly contract quantity ($.95 per 
MMBtu at 100 percent load factor) and a 
commodity charge of $2.35 per MMBtu, 
effective April 1,1985. Granite State 
states that Boundary Gas has filed the 
revised rate for resales to the FIS 
customers with the Commission for 
effectiveness on April 1,1985. 

Granite State proposes to track the 
effect of the revised Boundary Gas- 
TransCanada contract in its rates under 
Rate Schedule CD-I for sales to Bay 
State effective April 1.1985. According 
to Granite State, the revised rate results 
in a reduction of $3,881,498 annually in 
its rates for sales to Bay State. Granite 
State requests waiver of the thirty-day 
notice period and any other waivers of 
the Commission's Regulations to permit 
its revised rates to become effective on 
April 1,1985. 

Granite State further states that the 
revision of the Boundary Gas rate into 
demand and commodity components 
also require changes in Section XIX. the 
Purchased Gas Cost Rate Adjustment 
provision in the General Terms and 
Conditions of its tariff to include the 
Boundary Gas demand charge in 
calculating annual demand cost changes 
and in calculating the monthly 
deviations from demand charges 
reflected in current rates to determine 
proper debits and/or credits to Account 
191. The proposed changes in Section 
XIX are contained on Second Revised 
Sheet Nos. 70 and 75 in the instant filing. 

According to Granite State, copies of 
the filing were served upon its 
customers and the regulatory 
commissions of the States of Maine, 
Massachusetts and New Hampshire. 

Any person desiring to be heard or to 
protest said filing should Hie a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street, N.F~, Washington. 
D.C. 20428. In accordance with Sections 
211 and 214 of the Commission's Rules 
of Practice and Procedure (18 CFR 
285.211. 385.214). All such motions or 
protests should be filed on or before 


March 27.1985. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and sre available for public 
inspection. 

Kenneth F. Plumb. 

Secretory . 

|FR Doc. 85-8907 Filed 3-21-85: 8:45 am) 
BLUMO COOC * 717-0 i n 


[Docket No. RP84-13-0011 

Changes In Tariff; Michigan 
Consolidated Gaa Co., Interstate 
Storage Division 

March 19, 1985. 

Take notice that on March 11.1985, 
Michigan Consolidated Gas Company— 
Interstate Storage Division (ISO), in 
accordance with the provisions of a 
letter order issued January 11,1965 by 
the Commission approving the 
Stipulation and Agreement in the above 
captioned docket, submits for filing the 
following tariff sheets to its FERC Gas 
Tariff. 

ISD states that the following tariff 
sheets reflect the settlement rates and 
are filed in compliance with the 
Commission's order to be effective April 
21,1984: 
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X-24 

X .77 

Forth Rmod Stool Not. 51 4 54_ 

Forth Roviood Stool Not 73 4 74. 

Forth "iiilucf Shoot No 04 

Forth RrNtrt Shoot Not 117 4 n> 

X-24 

ii-XJ 



Ongmol Votjmo No 3 

FVoi Rotood Shool Not i through 34 .... - 

8-1. 8-4. 
8-3. 8- 
4 8-5. 
84.8- 
7 and 

T-1 


* Copies of the filing are being served 
on all of ISO's customers and the 
Michigan Public Service Commission. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street. N. E., Washington 
D. C. 20428, in accordance with Rules 
211 and 214 of the Commission's Rules 
of Practice and Procedure (18 CFR 
385.211, 385.214). All such motions or 
protests should be filed on or before 
March 27.1985. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretary. 

|FR Doc 65-8908 Filed 3-21-85; 8:45 am— 
IIUJNQ COOC § 717 - 01-41 


(Docket Nos. ST85-357-000, et af.l 

Self-Implementing Transactions; 
Natural Gas Pipeline Company of 
America, et ai. 

March 19,1985. 

Take notice that the following 
transactions have been reported to the 
Commission as being implemented 
pursuant to Part 284 of the Commission a 
Regulations and sections 311 and 312 of 
the Natural Gas Policy Act of 1978 
(NGPA). The "Recipient" column in the 
following table indicates the entity 
receiving or purchasing the natural gas 
in each transaction. 

The "Part 284 Subpart" column in the 
following table indicates the type of 
transaction. A "B" indicates 
transportation by an interstate pipeline 
pursuant to ( 284.102 of the 
Commission's Regulations. 

A "C" indicates transportation by an 
intrastate pipeline pursuant to S 284.122 
of the Commission’s Regulations. In 
those cases where Commission approval 
of a transportation rate is sought 
pursuant to S 284.123(b)(2). the table 
lists the proposed rate and expiration 
date for the 150-day period for staff 
action. Any person seeking to 
participate in the proceeding to approve 
a rate listed in the table should file a 
petition to intervene with the Secretary 
of the Commission. 

A "D" inidcates a sale by an 
intrastate pipeline pursuant to S 284.142 
of the Commission's Regulations and 
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section 311(b) of the NGPA. Any 
interested person may file a complaint 
concerning such sales pursuant to 
§ 264.147(d) of the Commission’s 
Regulations. 

An “E“ indicates an assignment by an 
misstate pipeline pursuant to 9 284.163 
of the Commission's Regulations and 
f action 312 of the NGPA. 

An “P (157)*' indicates transportation 
by an interstate pipeline for an cnd-usex 
Pursuant to § 157.209 of the 
Commission's Regulations. 

A "G" indicates transportation by an 
interstate pipeline on behalf of another 
interstate pipeline pursuant to a blanket 
certificate issued under { 284.221 of the 
Commission's Regulations. 

A "C (LT) M or "G (LS)" indicates 
transportation, sales or assignments by 
a local distribution company pursuant to 


a blanket certificate Issued under 
9 264.222 of the Commission's 
Regulations. 

A "G (LI T or "G (HS)" indicates 
transportation, sales or assignment* by 
a Hinahaw Pipeline pursuant to a 
blanket certificate issued under 
9 284.222 of the Commission's 
Regulations. 

A "C/F (157)" indicates intrastate 
pipeline transportation which is 
incidental to a transportation by an 
Interstate pipeline to an end*user 
pursuant to a blanket certificate under 
18 CFR 157-209. Similarly, a M G/F (157)" 
indicates such transportation performed 
by a Miashaw Pipeline or distributor. 

Any person desiring to be heard or to 
make any protests with reference to a 
transaction reflected in this notice 
should on or before April 5,1985, file 


with the Federal Energy Regulatory 
Commission. 825 North Capitol Street, 
N.E., Washington. D.C. 20426. a motion 
to intervene or a protest in accordance 
with the requirements of the 
Commission’s Rules of Practice and 
Procedure (18 CFR 385.211 or 385.214). 
All protests filed with the Commission 
will be considered by H in determining 
the appropriate action to be taken but 
will not serve to make the protestanta 
party to a proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any bearing therein must file a motion to 
intervene in accordance with the 
Commission’s Rules. 

Kflnnath F. Plumb. 

Secretary. 
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OocMt No ' 

Tranaportar/asaor 

Rsflptard 

Date Ned 

Subpan 

Expiation 
date • 

Tranapcr 

tabor 

rata « 
mmbm 

ST85-417 
ST85-416 
ST85-419 
ST8S-420 
STB5-421 
ST85-4 22 
ST55-423 
STSM24 
STB5-425 
ST85-429 
sres-4?7 
ST65-429 
ST85-429 
ST65-430 
ST8S-431 

ST85-432 
ST85-433 
ST05-434 
ST65-436 
ST85-436 

ST85-437 
ST8V438 

ST 85-439 
ST85-440 
ST65-441 
ST85-442 
ST85-443 
ST65-444 

5T85-445 

ST85-448 
ST85-447 

ST80-448 

ST 85-44 9 
ST86-450 
ST85-451 
ST86-452 
ST85-453 

ST85-454 

ST 85-4 55 
ST85-458 
ST85-457 
ST85-458 
ST85-459 
ST85-480 
ST85-481 

ST85-482 

ST85-463 
ST85-464 

ST85-465 
STBS- 466 
ST85-487 

ST85-488 
ST85-469 

ST85-470 

ST85-4 71 
ST85-4 72 
ST85-473 
ST8S-474 
ST85-47S 
ST85-478 
ST8S-477 

ST85-478 

ST85-479 
ST85-480 

ST85-481 
ST85-482 
ST85-483 

ST85-484 

ST65-485 
ST65-486 
ST65-487 

ST85-488 
ST85-489 

STS 5-4 90 
ST85-491 
ST85-492 

stb^m 

ST 85-494 

ST85-495 
ST85-496 
ST85-497 
ST85-498 

ST85-499 

ST86-500 
ST86-501 
ST85-502 

ST86-503 
ST86-504 

ST86-505 
ST05-5O8 

ST85-507 

ST85-508 

Panhandte Eastern Ptpa Una Co . . 

Gahy Gaa Gafftanr^ Inc 

01-11-85 

01-11-86 

01-11-85 

01-11-85 

01-11-85 

01-11-86 

01-14-86 

01-14-86 

01-14-85 

01-14-85 

01-14-86 

01-14-85 

01-15-86 

01-15-66 

01-14-85 

01-15-85 

01-15-85 

01-16-85 

01-16-85 

01-17-85 

B 

F(157) 

R157) 

O 

B 

a 

B 

F(157) 

60 

G 

F(157> 

B 

B 

B 

B 

O 

F<1S7) 

B 

G 

B 

B 

B 

B 

B 

8 

B 

B 

F1157) 

F(1*7) 

F057) 

FOS?) 

F<157) 

F0S7> 

G<HS) 

B 

C 

B 

C 

F(1!7) 

G 

B 

G 

0 

C 

C 

G 

B 

G 

F<I57) 

R157) 

F<157) 

G(HS) 

D 

O 

G*HS) 

C 

9 

F(157) 

G<HS> 

F(157) 

a 

GCWT) 

B 

C 

F(157) 

F(157) 

R157) 

FI157) 

F(15 7) 

F(157) 

F915G 

F<157) 

F(157) 

F<15G 

F<157) 

OfHS) 

B 

6 

Q 

C 

D 

C 

F057) 

O 

C 

e 

F11S7) 

F<!57) 

FH57) 

F(*57) 

F|157) 

B 



T«*aa Got Tranarreanon Corp . . .. 

E1 du Pont oa Namoura Co 



T*i 4» Gas Trmarmtaion Corp . 

E L du Pont da Namours Co ~ 




Mai Lomajata Gaa Co 



Natural Gas PtpoAne Go af Amanca. .. . . 

*SQh P\»ns Naiira Gaa Co 



Natural Gas Pip#** Co of Amanca . 




Ta*aa Eastern Tranamwwon Corp_ 

Brooklyn Uraon Gaa Co . 



Texas Eastern Trananesaon Corp 

.isryy Canfrai Pp^ar and UgN Co 



Natural Gas Pepsins Co of Amanca... 

Sterardoah Gaa Co at af 



Natural Gas PpaCnt Co of Amarca . 




Natural Goa Ptpeina Co of Amanca 

LTV Slaal Co 



Granan Stela Gaa Transmteaxyv Inc 

Nonhom Uumae Inc. 



ANR Ptpaina Co. 

C*y flt Salam. IL. 



ANR Ptpaina Co_ 




T annassaa Gas Ptpaina Co. . 

Waehmgion Gaa Ught Co 



ANR Ppatnt Co . . . 

Unasd Gaa Ppa Una CO 



Panhandle Eastern Pip# Una Co., - ...... . 




Consolidated Gaa Translation Corp. .. .. 

Paoplaa Natural Gaa Co .. 



Texas Easlam Tranamaaon Corp . . 

Urated Gas P*» Una Co 



Transcontinental Gaa Ptpa Una Corp . .... 

[vaiaro tnduatnai Gaa Co. 



Tranaconbnantal Gas P«pt Una Corp _ .... 

Unnad Gbas Gaa Co. . . 

Vatero Inrtnaial Gaa Co 

01-17-85 

01-17-85 

01-15-85 

01-17-85 


■*■■■■ 

Aigonour Gaa Tranarmaon Co . . 




TransconOnantel Gaa Pf>a Una Corp . . _ ... .. 

Fauaina Ptpa Lina Co 



Tranaconanantel Gas Pips Una Corp. 

Pubic Soroca Eiactnc an<l de% Co 

01-17-85 

01-17-85 

01-17-85 

01-17-85 

01-17-85 

01-17-85 

01-17-85 


——■ ■ 

Tranacononantal Gas Ppa Una Corp . . . 




CoAimtea Gaa Transmission Corp 

Bethlehem Steal Corp 







Cobmtea Gas Translation Corp 

r arttnnars Co. Inc 



Columbia Guff Tranamaaion Co ... . . 

flaMeham fileel Cnrp 



Columbia Guff Tranamaaion Co . .. .. 

CoAmnbia G*# Tranamaaion Co .... ... - .., 

BatMshsm Steal Corp 

Cartonara Co. Inc.... . ... 

01->17-85 

01-17-65 



Cabot Ptpaina Corp 

Colorado intestate Gaa Co 

Fautsrte Ptpa Una Co 

01-17-86 

01-16-85 

01-16-85 

01-16-85 

01-17-86 

01-22-85 

01-22-85 

01-22-85 

01-22-86 

01-22-85 

01-22-85 

01-22-65 

01-22-85 

01-22-65 

01-23-85 

01-23-85 

01-23-85 

01-23-85 

01-24-66 

01-18-65 

01-24-65 

01-24-85 

01-24-85 

01-24-65 

01-24-85 

01-25-65 

01-25-85 

01-26-86 

01-26-85 

01-26-85 

01-26-65 

01-25-86 

01-25-86 

01-30-85 

01-25-86 

01-25-85 

01-25-65 

01-25-85 

01-2S-85 

01-25-85 

01-25-85 

01-25-85 

01-26-85 

01-29-85 

01-29-85 

01-29-85 

01-29-85 

01-29-85 

01-29-85 

01-29-85 

01-29-65 

01-30-65 

01-30-65 

01-30-85 

01-31-85 

01-31-65 

01-31-86 

01-31-85 

01-31-85 

09-1685 

"" 00 

Iona Star Gaa Co . .. . 

Taiaa Eastern Tranarr— won Corp 



Northern Natural Gat Co . 

UGl Corp. 



GHH Ptpaina Corp.. . . . 

Natural Gat Ptpaina Co of Amarca 



National Fual Gaa Corp.. 

Mclnnta Steal Co 



CoAantea GUf Trmtmiaafon Co ... ... ... 

Nateral Gaa f^paina Co of Armrva 



UmadOMPtMUmCfl __ _ t 

Vsta Trfcwnatejn Cop 



United Gas Ptpa Una Co. . 

Texas Eastern Trmiwrmmon Corp 



PanhancSa Gaa Co _ . . .. - _ 




Oat* Ptpa Una Co . . .. . 




Houston Ptpa Urta Co _ ...... 

Soulham CMSomaa Gas Co 



TannassM Gas Aptans Co 

Cntembia Gas Tran anas aon Corp 



Natural Gaa Ptpaina Co of Amanca . .. . 




T/urklne Om Co. - 

rowe^itteted Gaa Tranimasion Corp 



ANR Ptpaina Co __ _ 

MAPOO FracbortelCtf me 



Arkansas loumana Gaa Co ___.. . 




Arkansas Lo—ana Gaa Co 

mtenteH MSteral 8 Chemcal Corp 



Gulf Souirwm Ptpaina Co . . . ... 

Cttek-Mobaa Counanaa Gas Olstnct . . 



Llano, me . ... . . 

Triniweften Pyeira C© 

06-17-85 

1020 

TraneconOnwnUl Q mm Pina Um -, 

Easlam Short Natural Gaa Co 

Ck8 South Ptpaina Co 

Phiadatptea Etectnc Co .. . 



Houston Ptoa Una Co .. 

tedusttot Nature Gas Co 



Tra-*oor,knantat Gas P%» Una Corp 

Qty of Laaatosnis, GA .. 



TriM4O0nttnantel Gaa Ptpa Una Corp . . 

B F Goodrich 



GUI South Rioter* Co 

PubAc Sarvica Etectnc 8 Gaa Co. 



NaKsal Gas *oaina Co of Amaio_ ... .. 

Kaiy Food Products, Inc 



NorINMMt Canirii Ptpaina Corp . 

Corp 



Kansas Powai and Light Co . .. 

Natural Gf rytafcna Co of Amartca 



Natural Gas Ptpaina Co. of Amanca . 

Cay of Satem n 



Soulham Gaa Ptoatms Co .... 

Vbaaf ^Mtfm tlmiaatee Corp., 



Cdumbte Ck* Trartamaoon Co 

janay Central Power 8 Ught Co 



Columbia Quit Tranamooon Co. ...._ 

Dti^ item i , 



Columbia Gaa Tranama-on Corp . 

tlrm^wl^ Ca 



Columbia Gaa Tranamaaon Corp ... .. 

Owens thro* »rc 



Cokmnbte Gaa Tnrarmaon Corp. . 

Oteo State Umveraffy ... 



CckMttm Gulf Tranamaaion Co,... . 

r>«ana itHci 1 ! 



Columbia Gaa Transmaaon Corp 




Columbia Gaa Tranamaaion Corp . 

Jersey Central Powte 8 LgM Co 



Cdumtea Gaa Trytamotion Corp .. .. 

SCM Corp 







Columbia GUK Tranamaaion Co .. 

SCM Corp 



Uctegan Contoidated Gas Co. .. 

Florida Gaa Tranamaaon Co ^ 



Soulham Naheal Gaa Co . 

Dow intrastate Gaa Co... 



Columbia Goff Tranamawon Co. 




Tsnntstst Gaa Ptpakna Co.. 

Coltenbte Gaa Tranamiaagtn Corp 



Oaaia Ptpa Una Go - - ...... .. . 

El Paso Nanral Gaa Co 



PanhomSa Gas Co. .... .. .. .. _ ... 

E) Paso Naiurar Gaa CO- 



Houston Ptp# Una Co ... . 

El Paso Ntkrai Gas Co 



Tates Gas Trenemleemn Cnrp - 

Ohio State Unrvarwcy 



Columbia Guf Tranamason Co 

Urstod Gas Pips Una Co - 



Channal industries Gaa Co. . _. 

Tuu Eastern Tranytmwqn Cfifp 



Taxas Easlam Tranamaaion Corp 

Ptaadatefte Gas Worka 




Carbonass Co. 



National Fuat Gaa Supply Corp ..... . .. 

Pandnck Laundry, me 



Miehgan Gaa Storage Co ... _ . .. 

AJbtd Paper Inc 



Mieteoan Gaa fltama Cn - ] 




Mcfipan Gas Storage Co.. 1 Oarml Motors Corp 



TrunMns Gas Co .. ! Pm. mr „ , ... . 
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Cock* No * 



Date 19*4 

SUtparr 

ttpnman 

Trarspor- 

tNai 

Muemt 

STK-SOS 

STIWU 

STW-5U 

STSS-51S 

0T46-544 

STSS-S17 

sT®4-no5 

Supanor Oftahona Rpaflna Co _ . 



8 

C 

GjKS} 

Etisn 

G 

G 

8 



$NG iMTMlatr Inc . 

Gaiary Enar^aa, Inc 

01-31-45 

OT-30-45 

01-30-43 

01 - 30-45 

01-41-45 

01^31-4* 

04-30-43 

19 00 

Gull Sw* <HM»na Go ... . . 

Mi Gaa 'frwmnmvan Co 

UMbdGttAMLMCA. _ 




Gas Fe» u*a Co . 

Soufftam Haijraf Qm 



*sns«s *m*r and L*M Co „ 

NorVaan Mutual Gat Co 



Natu* Gas ftpaNw Co d taau . . 

T«m*MM Gas WpMsa Co 



T<vi«:on«aancal Gaa Una Cbrp . 










, nor f )gyr^ (m ^ rt 10 1 ****** * mvmmi <ia c*x aLfzw&a. such iwm •« 


(FR Doc 8S-eO09 Filed 3-21-B5: 8:45 i*mj 

fill UNO COOC *7 \ 7-41-41 


Project Wo. 8553-0011 

Surrender of Preliminary Permit; Ptne 
Creet Hydro Limited 

SUirh 10.1985. 

Take notice that Pine Creet Hyro 
Limited. Permittee for the proposed Pme 
Great Hydroelectric Project No. 8553. 
haa requested that its preliminary permit 
be term mated. The preliminary permit 
was issued on February 8.1985. and 
would have expired on July 31.1988. The 
project would have been located on 
Beaver Creek in Menedocino County. 
California. The Permrtte atatea that a 
I'erbrnmary permit study found that the 
project would not be economically 
feasible to develop at thia time. 

The Permittee filed the request on 
February 12.1985. and the preliminary 
permit for Project No. 8553 shall remain 
in effect through the thirtieth day after 
issuance of thia notice unless that day is 
a Saturday. Sunday or holiday as 
described in 18 CFR 385.2007, in which 
case the permit shall remain in effect 
through the first business day following 
that day. New applications involving 
thia project site, to the extent provided 
for under 18 CFR Part 4, may be filed on 
the next business day. 

Kenneth F. Plumb, 

Secmiarjr. 

IFR Doc- 85-0010 Filed 3-21-85: 8:43 «ro| 
&UJNO COOS 4717-03-44 


I Docket Ho. TAS5-3-17-000 and TAB5-3- 

17-0011 

Proposed Changes In FEBC Gat Tariff; 
Texas Eastern Transmission Corp. 

March 19.1985. 

Take notice that Texas Eastern 
Transmission Corporation (Texas 
Eastern) on March 14.1985 tendered for 
filing as part of its FERC Gas Tariff, 
fourth Revised Volume No. 1, sfx copies 
each of the following tariff sheets: 


Second Revised Seventy-second 

Revised Sheet No. 14 (3 pages) 
Seventy-second Revised Sneet No. 14A 
Seventy-second Revised Sheet No. 14B 
Seventy-second Revised Sheet No. 14C 
Seventy-second Revised Sheet No. 140 

The above tariff sheets are being 
issued to reflect in Texas Eastern's rates 
the impact of Texas Eastern's exercise 
of "market out" provisions in certain of 
its gas purchase contracts to S3J)0 per 
MMBtu plus taxes effective March 1* 
1985. The calculation of the projected 
unit cost of gas bom Texas Eastern's 
February 1.1985 PGA filing haa been 
revised to reflect the prices resulting 
from the excercise of the market out 
provisions for those certain gas 
purchase contracts. The resulting 
reduced projected unit cost of gas has 
been compared to the Docket No. RP84- 
106 base average gas cost from Texas 
Eastern's motion filing of February 7, 
1985. These reduced rates are reflected 
on the above tariff sheets. The rate 
reduction equates to 5.65 cents per dth 
in the commodity component of Texas 
Eastern's rates. 

The proposed effective date of the 
above tariff sheets is March 1.1985. 
coincident with the effectiveness of 
Texas Eastern's exercise of market out 
provisions. 

Texas Eastern has requested waiver 
of its tariff and any of the Commission's 
regulations that the Commission may 
deem necessary to accept the above 
tariff sheets to be effective on March 
1985, in light of the rate reduction 
involved. 

Copies of the filing were served on 
Texas Eastern's jurisdictional customers 
and interested state commissions. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
Intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NJL, Washington. 
DC 20426. in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure. All such 
motions or protests should be filed on or 
before March 27,1985. Protests will be 
considered by the Commission in 
determining the appropriate action to be 


taken, but will not serve to make 
protestants parties lo the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretory. 

[FR Doc. 85-6911 Filed 3-21-85: 8.45 *m| 
billing coot «7T7-oi-« 


(Docket Wo. TASS-2-29-0031 

Proposed Changes In FERC Gas Tariff; 
Transcontinental Gas Pipe Line Corp. 

March 19,1985. 

Take notice that Transcontinental Gaa 
Pipe Line Corporation (Transco) on 
March 14,1985, tendered for filing 
Second Substitute Thirty-Third Revised 
Sheet No. 12 and Second Substitute 
Thirty-Fourth Revised Sheet No. 12 to its 
FERC Gas Tariff Second Revised 
Volume No. 1. The proposed effective 
dates of these sheets are February 13, 
1985 and March 1, 1985, respectively. 

The revised tariff sheets reflect a 
revision to the storage “tracking" rate 
increase filed on February 28,1985 in 
accordance with section 28 of Trantco's 
General Terms and Conditions. Section 
26 provides for, among other things, 
changes in rales for storage service 
rendered under Transco's Rale Schedule 
S-2 to reflect changes in charges by 
Texas Eastern's Rate Schedule X-M 

As a result of Texas Eastern's filing of 
February 28.1985 in Docket No RP84- 
108. proposed effective February 13. 

1985 Transco will increase its demand 
charge and demand charge adjustment 
in Rate Schedule S-2 in order to flow 
through to Transco's customers an 
increase of approximately $72jOOO in 
Texas Eastern's X-28 demand charge 
from the amount included in Transco’s 
filing of February 26.1985. 

Transco states that copies of the filing 
are being mailed to each of its 
customers and interested State 
Commissions. 
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Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street NE.. Washington. 
D.C. 20426. in accordance with Rule 211 
and Rule 214 of the Commission's Rules 
of Practice and Procedure (18 CFR 
385.211 andd 385.214). All such motions 
or protests should be filed on or before 
March 27.1985. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretary. 

[FR Doc 85-6012 Filed 3-21-85; 8:45 am) 

BILLING COOC *717-01-N 


Western Area Power Administration 

Availability of Report; Completing the 
Intertie 

agency: Western Area Power 
Administration. DOE. 
action: Notice of Availability of Report 
Completing the Intertie. 

summary: In the 1983 Energy and Water 
Appropriations Bill (H.R. 7145) the 
Mouse Committee on Appropriations 
(Report Number 97-850 dated September 
21,1982). directed that the Western Area 
Power Administration (Western) 

"should expedite work on the previously 
approved high voltage direct-current 
transmission line between Celilo 
Substation at the Dalles Dam and Mead 
Substation at Hoover Dam." In response 
to this direction. Western's Boulder City 
Area Office undertook a study of the 
technical and financial merits of 
constructing the remaining high voltage 
transmission system of the Pacific 
Northwest-Pacific Southwest Intertie 
(Iritertie) as authorized by Congress 
under Pub. L 88-552 (78 Stat. 758) dated 
August 31.1964. 

The report, entitled "Completing the 
Intertie," was prepared by Salt River 
Project Agricultural Improvement and 
Power District under the direction of 
Western. Ttie report addresses the 
issues involved in determining the 
merits of finishing construction of the 
Intcrtie. recommends modifications to 
the original plans necessary to 
accommodate long-range forecasts of 
resources and loads, encourages 
participation by others, and outlines a 
three-phase implementation program. 


The report is a two-volume set with 
Volume one providing a report summary 
of the detailed information presented in 
Volume Two. The report is available to 
all interested parties upon request. 

Interested parties may contact Mr. 
Thomas Carter, Assistant Area Manager 
for Power Marketing, at the address 
sho\yn below. 

ADDRESS: Inquiries shall be directed to: 
Mr. Thomas V. Carter, Assistant Area 
Manager for Power Marketing, Boulder 
City Area Office, Western Area Power 
Administration. P.O. Box 200, Boulder 
City. NV 89005, (702) 293-8855. 

Issued in Golden, Colorado, March 11.1985. 
William H. Clagett. 

A cting Administrator 

(FR Doc. 85-0682 Filed 3-21-85; 545 am) 

S3 LUNG COOC S45O-01-N 


ENVIRONMENTAL PROTECTION 
AGENCY 

(OPTS-59184B; FRL-2801-31 

Certain Chemicals; Approval of Test 
Marketing Exemptions 

agency: Environmental Protection 
Agency (EPA). 
action: Notice. 

summary: This notice announces EPA’s 
approval of two applications for teat 
marketing exemptions (TMEs) under 
section 5(h)(6) of the Toxic Substances 
Control Act (TSCA). TME-85-22 and 
TME-85-23. The test marketing 
conditions are described below. 
EFFECTIVE DATE: March 15.1985. 

FOR FURTHER INFORMATION CONTACT: 
Daniel Dickson, Premanufacture Notice 
Management Branch, Chemical Control 
Division (TS-794), Office of Toxic 
Substances. Environmental Protection 
Agency, Rm. E-611C, 401 M St. SW„ 
Washington, DC. 20460. (202-382-3380). 
supplementary information: Section 
5(h)(1) of TSCA authorizes EPA to 
exempt persons from premanufacture 
notification (PMN) requirements and 
permits them to manufacture or import 
new chemical substances for test 
marketing purposes if the Agency finds 
that the manufacture, processing, 
distribution in commerce, use. and 
disposal of the substances for test 
marketing purposes will not present any 
unreasonable risk of injury to health or 
the environment. EPA may impose 
restrictions on test marketing activities 
and may modify or revoke a test 
marketing exemption upon receipt of 
new information which casts significant 
doubt on its finding that the test 


marketing activities will not present any 
unreasonable risk of injury. 

EPA hereby approves TME-85-22 and 
TME-85-23. EPA has determined that 
test marketing of the new chemical 
substances described below, under the 
conditions set out in the TME 
applications, and for the time period and 
restrictions (if any) sepcified below, will 
not present any unreasonable risk of 
injury to health or the environment. 
Production volumes, use. and the 
number of customers must not exceed 
that specified in the applications. All 
other conditions and restrictions 
described in this notice must be met. 

The following additional restrictions 
apply. A bill of lading accompanying 
each shipment must state that use of the 
substance is restricted to that approved 
in the TME. In addition, the Company 
shall maintain the following records 
until five years after the dates they are 
created and shall make them available 
for inspection or copying in accordance 
with section 11 of TSCA. 

1. The applicant must maintain 
records of the quantity of the TME 
substances produced and must make 
these records available to EPA upon 
request. 

2. The applicant must maintain 
records of the dates of shipment to each 
customer and the quantities supplied in 
each shipment, and must make these 
records available to EPA upon request. 

3. The applicant must maintain a copy 
of the bill of lading that accompanies 
each shipment of the TME substance. 

T85-22 

Date of Receipt February 12,1985. 

Notice of Receipt February 22,1905 
(50 FR 7383). 

Applicant Confidential. 

Chemical: (G) Brominated 
Unsaturated Polyester Resin. 

Use: (G) Building Materials. 

Production Volume: Confidential 

Number of Customers: Confidential. 

Worker Exposure: Confidential 

Test Marketing Period: Six months. 

Commencing on: March 15,1985. 

Risk Assessment EPA identified no 
significant health or environmental 
concerns. Therefore, the test market 
substance will not present any 
unreasonable risk of injury to health or 
the environment. 

Public Comments: None. 

T85-23 

Date of Receipt February 12,1905. 

Notice of Receipt February 22,1985 
(50 FR 7383). 

Applicant Confidential. 

Chemical: (G) Unsaturated Polyester 
Resin. 
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Use: (G) Intermediate Polymer. 

Production Volume: Confidential. 

Number of Customers: Confidential. 

Worker Exposure: Confidential. 

Test Marketing Period: Six months. 

Commencing on: March 15.1985. 

Risk Assessment- EPA identified no 
significant health or environmental 
concerns. Therefore, the test market 
substance will not present any 
ur. reasonable risk of injury to health or 
th' environment. 

Public Comments: None. 

The Agency reserves the right to 
rescind approval or modify the 
conditions and restrictions of an 
exemption should any now information 
come to its attention which casts 
significant doubt on its finding that the 
test marketing activities will not present 
any unreasonable risk of injury to health 
or the environment. 

Dated. March 15.1985 
Don R. Clay. 

Director, Office of Toxic Substances. 

|FR Doc. 85-6781 Filed 3-21-85; 8:45 am) 

1HL1JM0 COOt * *0*0-50- 41 


i OPTS-59184A; FRL-2801-4) 

Certain Chemical; Approval of Test 
Marketing Exemption 

agency: Environmental Protection 
Agoncy (EPA). 
action: Notice. 

summary: This notice announces EPA's 
approval of an application for a test 
marketing exemption (TME) under 
section 5(h)(6) of the Toxic Substances 
Control Act (TSCA). TME-65-21. The 
test marketing conditions an? described 
below. 

effective oats: March 15.1985. 

*0R FURTHER INFORMATION CONTACT: 

Charlotte White. Premanufacture Notice 
Management Branch. Chemical Control 
Division (TS-794). Office of Toxic 
Substances, Environmental Protection 
Agency. Rm. E-611B. 401 M St. SW„ 
Washington. DC. 20460, (202) 475-8992. 
supplementary information: Section 
5*h)U) of TSCA authorizes EPA to 
exempt persons from premanufacture 
notification (PMN) requirements and 
permit them to manufacture or import 
new chemical substances for test 
marketing purposes if the Agency finds 
that the manufacture, processing, 
distribution in commerce, use and 
disposal of the substances for teBt 
marketing purposes will not present any 
treasonable risk of injury to health or 
the environment. EPA may impose 
frictions on test marketing activities 
and may modify or revoke a test 


marketing exemption upon receipt of 
new information which casts significant 
doubt on its finding that the test 
marketing activity will not present any 
unreasonable risk of injury. 

EPA hereby approves TME-85-21. 

EPA has determined that test marketing 
of the new chemical substance 
described below, under the conditions 
set out In the TME application, and for 
the time period and restrictions (if any) 
specified below, will not present any 
unreasonable risk of injury to health or 
the environment. The production 
volume, use and the number of 
customers must not exceed that 
specified in the application. 

The following additional restrictions 
apply to TME-85-21. A bill of lading 
accompanying each shipment must state 
that use of the substance is restricted to 
thot approved in the TME. In addition, 
the Company shall maintain the 
following records until five years after 
the dates they are created, and shall 
make them available for inspection or 
copying in accordance with section 11 of 
TSCA: 

1. The applicant must maintain 
records of the quantity of the TME 
substance produced and must make 
these records available to EPA upon 
request. 

2. The applicant must maintain 
records of the dates of shipment to each 
customer and the quantities supplied in 
each shipment, and must make these 
records available to EPA upon request. 

3. The applicant must maintain copies 
of the bill of lading that accompanies 
each shipment of the TME substance. 

TME 85-21 

Date of Receipt: February 8,1985. 

Notice of Receipt February 22,1984 
(50 FR 7383). 

Applicant: Confidential. 

Chemical : (G) Modified polyether. 

Use: (G) Binder constituent for an 
industrial coating having an open, non- 
dispersive use. 

Production Volume: 8,000 kilograms. 

Number of Customers : Four. 

Worker Exposure: Confidential. 

Test Marketing Period. Six months. 

Commencing on: March 15,1985. 

Risk Assessment: EPA identified no 
significant health or environmental 
concerns. Therefore, the test market 
substance will not present any 
unreasonable risk of injury to health or 
the environment. 

Public Comments: None. 

The Agency reserves the right to 
rescind approval or modify the 
conditions and restrictions of an 
exemption should any new information 
come to its attention which casts 
significant doubt on its finding that the 


te9t marketing activities will not present 
any unreasonable risk of injury to health 
or the environment. 

Dated. March 15.1985. 

Don R. Clay, 

Director Office of Toxic Substances. 

(FR Doc. 85-8780 Filed 3-21-85; 8:45 am) 

BILLING CODE tStt-KMtf 


(OPTS-51583; FRL-2802-3J 

Certain Chemicals; Premanufacture 
Notices 

agency: Environmental Protection 

Agency. 

action: Notice. 


summary: Section 5(a)(1) of the Toxic 
Substances Control Act (TSCA) requires 
any person who intends to manufacture 
or import a new chemical substance to 
submit a premanufacture notice (PMN) 
to EPA at least 90 days before 
manufacture or import commences. 
Statutory requirements for section 
5(a)(1) premanufacture notices are 
discussed in EPA statements of the final 
rule published In the Federal Register of 
May 13.1983 (48 FR 21722). This notice 
announces receipt of fifteen PMNs and 
provides a summary of each. 
dates: Close of Review Period: 

P 85-647—June 4.1985. 

P 85-648, 85-649, 85-650 and 85-651— 
June 5.1985. 

P 85-652 and 85-653—June 8.1985. 

P 85-654, 85-655. 85-656, 85-657. 85- 
658 and 85-659—June 9.1985. 

P 85-660 and 85-661—June 10,1985. 

Written comments by: 

p 85-647—May 5,1985. 

P 85-648, 85-649, 85-650 and 85-651— 
May 8.1985. 

P 85-652 and 85-653—May 9.1985. 

P 85-654, 85-655, 85-656. 85-657. 85- 
658 and 85-659—May 10,1985. 

P 85-660 and 85-661—May 11.1985. 
address: Written comments, identified 
by the document control number 
"[OPTS-51583J" and the specific PMN 
number should be sent to: Document 
Control Officer (TS-793), Chemical 
Information Branch. Information 
Management Division, Office of Toxic 
Substances. Environmental Protection 
Agency. Rm. E-201. 401 M Street SW., 
Washington, DC 20460 (202-382-3532J. 
FOR FURTHER INFORMATION CONTACT: 
Wendy Clcland-Hamnett, 
Premanufacture Notice Management 
Branch. Chemical Control Division (TS- 
794), Office of Toxic Substances, 
Environmental Protection Agency. Rm. 
E-611, 401 M Street SW.. Washington. 
DC 20460 (202-382-3725). 
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SUPPLEMENT ARY INFORMATION: 

A nonsubstantive change in the 
prefixes is being initiated for 
information published under sections 
5(d)(2) and 5(h)(6) of the Toxic 
Substances Control Act (TSCA). The 
notices will contain essentially the some 
information but the prefixes to the 
specific number assignment will appear 
in an abbreviated form, Prefixes under 
the modified format will use the letters 
M F’ (PMN), *T* (TMEA) and "Y~ 
(POLYMER EXEMPTION). The 
following notice contains information 
extracted from the non-confidential 
version of the submission provided by 
the manufacturer on the PMNs received 
by EPA. The complete non-confidential 
document is available in the Public 
Reading Room E-107 at the above 
address. 

P 85-647 

Manufacturer Confidential. 

Chemical (C) Trisubstituted 
naphthalcnecarboxamide. 

Use/Production, (G) Contained in use 
in an article. Prod, range: 800-1.000 kg/ 

y*- 

Toxicity Data. No data submitted. 

Exposure. Manufacture and 
processing: dermal a total of 16 
workers, up to &Q hrs/da, up to 4 da/yr. 

Environmental Release/Disposal 0 to 
9 kg/batch released to water. Disposal 
by navigable waterway with less than 
or 9 kg/batch by biological treatment 
system and less than 2 kg/batch 
incinerated. 

P 85-648 

Manufacturer. Penn wait Corporation. 

Chemical (G) lsopropylidene-bis-{l♦!- 
dimeiby iproply) derivative. 

Use/Production. (G) Polymerization 
initiator, curing agent, polymer modifier. 
Prod, range: Confidential. 

Toxicity Data. Ames Test Non- 
mutagcoic. 

Exposure. Confidential. 

Environmental Release/Disposal. No 
release. Disposal by plant wastewater 
treatment facility. 

P 85-649 

Manufacturer Confidential. 

Chemical (G) Sulfurized alkyl phenol 

Use/Production. (G) Lubricant 
additive. Prod, range: Confidential. 

Toxicity Data . No data on the PMN 
substance submitted. 

Exposure . Confidential. 

Environmental Release /Disposal. 
Confidential 

P 85-650 

Importer Fainnount Chemical 
Company, Inc. 


Chemical (G) Mixed amine/alkane 
spiropolycarboxylate octoesters. 

Use/Import (G) Product to be used as 
light stabilizer for plastics. Import range: 
Confidential. 

Toxicity Data. Acute oral: 1,900 rag/ 
kg; Ames Test: Nonmutagenic. 

Exposure . Confidential. 
Environmental Release/Disposal No 
data submitted. 

P 85-651. 

Importer Fairmount Chemical 
Company. Inc. 

Chemical (G) Mixed amine/alkane 
spiropolycarboxylate octaesters. 

Use/Import . (G) Product to be used as 
light stabilizer for plastics. Import range: 
Confidential. 

Toxicity Data . Acute oral: 1.500 mg/ 
kg; Ames Test: Nonmutagenic. 

Exposure. Confidential. 

EnvironmentalRalease/Disposal No 
data submitted. 

P 85-652 

Manufacturer. Owens-Coming 
Fiberglas Corporation. 

Chemical. (G) Reacted epoxy resin. 
Use/Production. fG) Size ingredient. 
Prod, range: Confidential. 

Toxicity Data. No data submitted. 
Exposure. Manufacture, processing 
and use: a total of 2-10 workers, up to 24 
hrs/da, up to 350 da/yr. 

Environmental Release/Disposal. 
Release to air and water. Disposal by 
POTW. incineration and on-site 
treatment plant 

P 85-653 

Manufacturer. Confidential 
Chemical. (C) Organomagnesium 
compound. 

Use/Production. (G) Contained use. 
Prod, range: Confidential. 

Toxicity Data. No data on the PMN 
substance submitted. 

Exposure. Manufacture: dermal a 
total of 24 workers based on 3 shifts of 
operators and 6 laboratory workers 
involved in analyses. 

Environmental Release/Disposal 0.5 
kg/batch incinerated with disposal in a 
landfill 

P85-654 

Manufacturer. Confidential. 

Chemical (G) Halogenated organo- 
metal complex. 

Use/Production. (S) catalyst. Prod, 
range: Confidential. 

Toxicity Data. No data submitted. 
Exposure . Manufacture and 
processing: dermal total of 7 workers, 
up to 24 hrs/da, up to 20 da/yr. 

Environmental Release/Disposal. No 
release. 


P 85-655 

Manufacturer Confidential. 
Chemical. (G) Quaternary ammonium 
humate. 

Use /Production. (S) Fluid loss control 
agent in oil-based muds used in drilling 
for oil and gas. Prod range: 
Confidential. 

Toxicity Data. Confidential. 
Exposure. Manufacture: dermal and 
inhalation, a total of 1 worker. 

Environmental Re lease/Disposal No 
release to air. water and land. 

P 85-656 

Importer EM Industries. 

Chemical (C) Cyanobiphenyl, alkyl 
cyclohexane carboxylic acid. 

Use/Import (G) Functional chemical 
to manufacture electro-optical devices 
(contained use). Import range: 5-210 kg/ 

>r. 

Toxicity Data. Acute oral: > 5.0 g/kg. 
Ames Test: Not mutagenic. 

Exposure. Processing: Dermal a total 
of 20-50 workers, up to 8 hrs/da. up to 
240 da/yr. 

Environmental Reloase/Disposal No 

release. 

P 85-657 

Importer. EM Industries. 

Chemical (G) Cyano-alkylterphenyi. 
Use/Import (G) Functional chemical 
to manufacture electro-optical devices 
(contained use). Import range: 5-140 kg/ 

y*- 

Toxicity Data. Acute oral* >5.0 g/kg. 
Ames Test: Not mutagenic. 

Exposure. Processing: Dermal a total 
of 20-60 workers, up to 8 hrs/da. up to 
240 da/yr. 

Environmental Release/Disposal No 

release. 

P 85-658 

Importer EM industries. 

Chemical (G) Cyanobiphenyl, 
alkylbenzoic acid. 

Use/Import. (G) Functional chemical 
to manufacture electro-optical devices 
(contained use). Import range: 5-140 kg/ 

y*. 

Toxicity Data. Acute oral: >5.0 g/kg; 
Ames Test: Not mutagenic. 

Exposure Processing: Dermal a total 
of 20-50 workers, up to 8 hrs/da. up to 
240 da/yr. 

Environmental Release/Disposal No 
release. 

P 85-659 

Importer. EM Industries. 

Chemical (G) Cyano napthyl, alkyl 
cyclohexane carboxylic acid. 

Use/lmport. (G) Functional chemical 
to manufacture electro-optical devices 
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(contained use). Import range: 5-210 kg/ 

yr- 

Toxicity Data. Acute oral: > 5.0 g/kg; 
Ames Test: Not mutagenic. 

Exposure . Processing: Dermal, a total 
of 20-50 workers, up to 8 hrs/da, up to 

JAO da/yr. 

Environmental Release/Disposal. No 
release. 

P 85-660 

importer Confidential. 

Chemical. (G) Fatty acids, esters with 
alkanolamine, alkoxylated. 

Use /Import (G) Dissolving pulp 
additive. Import range: Confidential. 

Toxicity Data. Acute oral: >5.0 g/kg: 
Irritation: Skin—Slight to well-defined, 
F.ye— Temporary irritant; Ames test: Not 
mutHgnenic; Skin sensitization: No 
evidence 

Exposure . No data submitted. 
Environmental Release/Disposal. No 
data submitted. 

Pas-661 

Manufacturer. Ethyl Corporation. 
Chemical. (G) Alkylthiophenol. 
Use/Production. (G) Chemical 
inu>rmediates/antioxidant/uv stabilizer. 
Prod, range: Confidential. 

Toxicity Data. Acute oral: 1,705 mg/ 
Acute dermal: >2,000 mg/kg; 
Irritation: Skin—Mild. Eye—Severe: 
Ames Test: Nongenotoxic; Culture/ 

DNA repair test: Non-genotoxic. 
Exposure. Manufacture: dermal. 
Environmental Release/Disposal. 

( evidential. 

Dated: March 18,1985. 
l-irvda A. Travers, 

Acting Director. Information Management 

Division , 

(FR Doc. 85-6774 Filed 3-21-85, 8:45 am) 

till UNO COOC 


IOPTS-50708; FHL-2802-21 

Certain Chemicals; Premanufacture 

Notice 

ao£hcv Environmental Protection 

Agency (FTA). 
action: Notice. 

summary: Section 5(a)(1) of the Toxic 
Substances Control Act (TSCA) requires 
any person who intends to manufacture 
or import a new chemical substance to 
submit a premanufacture notice (PMN) 
lo EPA at least 90 days before 
manufacture or import commences. 
Statutory requirements for section 
Ma)(l) premanufacture notices area 
discussed in EPA statements of the final 
fijle published in the Federal Register of 
May 13. 1983 (48 FR 21722). In the 
Federal Register of November 11, 1984. 


{49 FR 46066) (40 CFR 723.250). EPA 
published a rule which granted a limited 
exemption from certain PMN 
requirements for certain types of 
polymers. PMNs for such polymers are 
reviewed by EPA within 21 days of 
receipt. This notice announces receipt of 
five such PMNs and provides a 
summary of each. 
dates: Close of Review Period: 

Y 85-29—March 28.1985. 

Y 85-30—March 30.1985. 

Y 85-31, 85-32 and 85-33—April 1, 
1985. 

FOR FURTHER INFORMATION CONTACT: 

Wendy Cleland-Hamnett, Chemical 
Control Division (TS-794). Office of 
Toxic Substances, Environmental 
Protection Agency. Rm. E-811, 401 M 
Street SW.. Washington, DC 20460 (202- 
382-3725). 

SUPPLEMENTARY INFORMATION: A 

nonsubstantive change in the prefixes is 
being initiated for information published 
under sections 5(d)(2) and 5(h)(6) of 
TSCA. The notices will contain 
essentially the same information but the 
prefixes to the specific number 
assignment will appear in an 
abbreviated form. Prefixes under the 
modified format will use the letters "Y M 
(POLYMER EXEMPTION). M P” (PMN) 
and *T" (TMEA). The following notice 
contains information extracted from the 
non-confidentiai version of the 
submission by the manufacturer on the 
exemption received by EPA. The 
complete non confidentiul document is 
available in the Public Reading Room E- 
107 at the above address between 8:00 
a.m. and 4:00 p.m., Monday through 
Friday, excluding legal holidays. 

Y 85-29 

Manufacturer. Confidential. 

Chemical. (G) Modified rosin ester. 

Use/Production. (S) Industrial heat set 
web offset printing inks. Prod, range: 
Confidential. 

Toxicity Data. No data on the PMN 
substance submitted. 

Exposure. Manufacture: Dermal and 
inhalation, 4 workers. 

En vironmental Release/Disposal. 

Less than 0.2 kg/batch released to water 
with less than 8 kg/batch to land. 
Disposal by publicly owned treatment 
works (POTW) and sanitary landfill. 

Y 85-30 

Manufacturer. Confidential. 

Chemical. (G) Acrylic polymer. 

Use/Production. (G) Dispersant. Prod, 
range: Confidential. 

Toxicity Data. No data submitted. 

Exposure. No data submitted. 

Environmental Release/Disposal. No 
data submitted. 


Y 85-31 

Importer. The Goodyear Tire and 
Rubber Company. 

Chemical. (G) Styrene acrylate t-thiol 
polymer. 

Use/Import (S) Industrial and 
commercial polymeric plasticizer for use 
in paints. Import range: 20,000-100,000 
kg/yr. 

Toxicity Data. Acute oral: >8,700 mg/ 
kg: Irritation: Skin—Irritant; Ames Test: 
Non-mutagenic. 

Exposure. No data submitted. 
Environmental Release/Disposal. No 
data submitted. 

Y 85-32 

Manufacturer. Amoco Chemicals 
Corporation. 

Chemical. (G) Terpolyamide 
(polymer). 

Use/Production. (G) Polymer sold for 
manufacture into injection molded parts 
and/or extruded film and fiber. Prod, 
range: Confidential. 

Toxicity Data. No data submitted. 
Exposure. No data submitted. 
Environmental Release/Disposal. No 
data submitted. 

Y 85-33 

Manufacturer. Amoco Chemicals 
Corporation. 

Chemical. (G) Copolyamide (polymer). 
Use/Production. (G) Polymer sold for 
manufacture into injection molded parts 
and/or extruded film and fiber. Prod, 
range: Confidential. 

Toxicity Data. No data submitted. 
Exposure. No data submitted. 
Environmental Release/Disposal. No 
data submitted. 

Dated: March 10,1985. 

Linda A. Travers. 

Acting Director. Information Management 
Division. 

(FR Doc 85-8775 Filed 3-21-85; 8:45 am) 

atLUNG COOC O-SO-lfl 


(OPTS-59187; FRL-2802-1] 

Certain Chemicals; Test Marketing 
Exemption Applications 

agency: Environmental Protection 
Agency (EPA). 
action: Notice. 

8UMMARY: EPA may upon application 
exempt any person from the 
premanufacturing notification 
requirements of section 5 (a) or (b) of the 
Toxic Substances Control Act (TSCA) to 
permit the person to manufacture or 
process a chemical for test marketing 
purposes under section 5(h)(1) of TSCA. 
Requirements for test marketing 
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exemption (TME) applications, which 
must either be approved or denied 
within 45 days of receipt, are discussed 
in EPA’s final rule published in the 
Federal Register of May 13,1983 (48 FR 
21722). This notice, issued under section 
5(hJ(6) of TSCA. announces receipt of 
two applications for an exemption, 
provides a summary, and requestrs 
comments on the appropriateness of 
granting each of the exemptions. 
date: Written comments by: April 8. 
1985. 

ADDRESS: Written comments, identified 
by the document control number 
~(OPTS-59187]*’ and the specific TME 
number should be sent to: Document 
Control Officer (TS-793), Chemical 
Information Branch. Information 
Management Division. Office of Toxic 
Substances, Environmental Protection 
Agency, Room. E-4201.401 M Street 
SW„ Washington, DC 20480 (202-382- 
3532). 

FOR FURTHER INFORMATION CONTACT. 

Wendy Cleland-Hamnett, 
Premanufacture Notice Management 
Branch. Chemical Control Division (TS- 
794), Office of Toxic Substances, 
Environmental Protection Agency, 

Room. E-611, 401 M Street SW„ 
Washington. DC 20460 (202-382-3725). 
SUPPLEMENTARY INFORMATION: A 
nonsubstantive change In the prefixes is 
being initiated for information published 
under sections 5(d)(2) and 5(h)(6) of the 
Toxic Substances Control Act (TSCA). 
The notices will contain essentially the 
same information but the prefixes to the 
specific number assignment will appear 
in an abbreviated form. Prefixes under 
the modified format will use the letters 
T (TMEA). (PMN) and "Y" 
(POLYMER EXEMPTION). The 
following notice contains information 
extracted from the nonconfidcntial 
version of the submission provided by 
the manufacturer on the TME received 
by EPA, The complete non-confidential 
document is available in the Public 
Reading Room E-107 at the above 
address. 

T 85-29 

Close of Review Period. April 21,1985. 

Manufacturer. Confidential. 

Chemical. (G) Sodium salt of a lower 
alkylol sulfonic acid. 

Use/Production. (G) Metal finishing. 
Prod, range: <1.000 kg/yr. 

Toxicity Data. No data submitted 

Exposure. No data submitted. 

Environmental Release /Disposal. No 
data submitted 

T 85-30 

Close of Review Period. April 25, 1985. 

Manufacturer. Confidential 


Chemical. (G) Halogenated organo¬ 
metal complex. 

Use/Production. (S) Catalyst. Prod 
range: Confidential 
Toxicity Data. No data submitted. 
Exposure. Manufacture and 
processing: Dermal a total of 7 workers, 
up to 24 hrs/da. up to 20 da/yr. 

Environmental Release/Disposal. No 
release. 

Dated: March IS. 1985. 

Linda A. Travers, 

Acting Director. Information Management 
Division. 

(FR Doc. 85-6778 Filed 3-21-85; 8:45 am) 

BILUNO cooc «StO-4»-«l 


(ER-FRL-2802-5) 

Environmental Impact Statements; 
Availability 

RESPONSIBLE AGENCY: Office of 
Federal Activities, General Information. 
(202) 382-5073 or (202) 382-5075. 
Availability of Environmental Impact 
Statements filed March 11,1985 through 
March 15.1985 Pursuant to 40 CFR 
1508.9. 

EIS No. 850095. Final. FHW, OR. Salmon 
River Highway Widening, East 
McMinnville Interchange to Airport 
Road Yamhill County, Due: April 22. 
1985, Contact: Dale Wilken. (503) 399- 
5749. 

EIS No. 850096. Final. OSM. TN, 
Tennessee Federal Program. Surface 
Coal Mining Operations. 
Comprehensive Impacts. Permits. Due: 
April 22.1985. Contact: Mark Boater. 
(202) 343-5854. 

EIS No. 850097, DSuppl, COE. AL Upper 
Mobile Harbor Dredged Material 
Disposal. Maintenance Dredging. Long 
Range Disposal Plan. Due: May 6. 

1985. Contact Lawrence Green. (205) 
690-2511. 

EIS No. 850098. Final FHW. KS. 

Southern Arterial Construction, Fort 
Riley Blvd/KS-18 to Tuttle Creek 
Blvd/US 24. Riley County. Due: April 
22.1965, Contact: Martin Convisser, 
(202) 420-4357. 

EIS No. 850099, Darfl MMS. AK. 1988 
Norton Basin. Outer Continental Shelf 
(OCS) Oil and Gas Sale No. 100, Lease 
Offering. Bering Sea. Due: May 6.1985. 
Contact: Richard Miller, (202) 343- 
8264. 

EIS No. 850100, Final. FHW, CA, 1-5 
Improvement. Lakehead 
Undercrossing to Shotgun Creek. 
Shasta County. Due: April 22.1965, 
Contact: David Eyres, (916) 440-3541. 
EIS No. 850101. Draft. MMS, CA. Point 
Pedemales Field Offshore Oil and Gas 
Outer Continental Shelf Development 
Projects. Approval. Central Santa 


Maria Basin. Santa Barbara County, 
Due: May 6 . 1985, Contact: Donna 
Brewer. (213) 866-4480. 

EIS No. 850102, DSuppl COE. FL 
Canaveral Harbor West Basin and 
Approach Channel Navigation 
Improvement Fish and Wildlife 
Mitigation Plans, Brevard County. 
Due: May 6,1985. Contact: Dr. 
Jonathan Moulding. (904) 791-2288. 

EIS No. 850103. Final NPS. AK. Denali 
National Park and Preserve, 

Kantishna Hills and Dunkle Areas, 
Mineral Leasing Program, Due: April 
22.1985. Contact: Linda Nebel (907) 
271-4108. 

EIS No. 850104. Final. USCC. REG, 46 
U.S.C. 3705(C) and 3706(D) 
Regulations. Pollution Prevention. 
Amendment to the Port and Tanker 
Safety Act of 1978. Due: April 22.1965 
Contact: Jeffrey G, Lantaz. (202) 428- 
4431. 

Amended Notices 

EIS No. 850067. DSuppl COE, AL. CA. 
Alabama-Coosa Rivers Navigation 
Channel Operation and Maintenance. 
Due: April 15,1985, Contact: Michael 
Eubanks, (205) 094-3661. Published FR 
3-1-85—Incorrect phone number. 

EIS No. 850065, Draft, UMT. CA. San 
Diego East Urban Corridor 
Transportation Improvement. San 
Diego County. Due: April 18,1985. 
Published FR 2-22-85. Review 
extended. 

Dated: March 19.1985. 

Allan Hirsch, 

Director. Office of Federal Activities. 

(FR Doc. 85-8898 Filed 3-21-85: 8:45 ami 

BILUNO COOC IMO-M4I 


IER-FRL-2802-6) 

Environmental Impact Statements and 
Regulations; Availability of EPA 
Comments 

Availability of EPA comments 
prepared March 4. 1965 through March A. 
1985 pursuant to the Environmental 
Review Process (ERP). under section 3(39 
of the Clean Air Act and section 
102(2)(c) of the National Environmental 
Policy Act as amended. Requests for 
copies of EPA comments can be directed 
to the Office of Federal Activities at 
(202) 382-5075/78. An explanation of ths 
ratings assigned to draft environment;*! 
impact statements (EISs) was published 
in FR dated October 19,1964 (49 FR 
41108). 
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Draft EISs 

ERP No. D-AFS-G82003-NM, Rating 
LO, Western Spruce Budworm Mgmt. 
Program, Carson Natl Forest. NM. 
Summary: EPA has not identified any 
pc tential environmental impacts 
requiring substantive changes to the 
proposal 

KRP No. DS-F1IW-J40096-MT. RaUng 
LO. Reserve Street Construction, US 93 
to South 3rd Street, MT. Summary: EPA 
does not believe the activities described 
in the draft supplement will violate any 
FPA environmental standards. 

KRP No. D-SCS-L38098-ID, Rating 
FC2.I Jttlr !^»st River Flood Prevention 
Plan, 10. Summary: EPA requested that 
the FE1S examine the feasibility of 
saddling the diversion structure in 
order to avoid annual losses of Hah in 
the dewatered section of the river. EPA 
also urged that the mitigation plan be 
implemented as quickly as possible, 
since initial stages of project 
construction have already begun on an 
emergency basis. 

KRP No. D-USN-K10008-NV. Rating 
F.02, Fallon Naval Air Station, 

Supersonic Operations Area, 

Designation and Strike Warfare Center, 
Establishment, NV. Summary: EPA 
identified significant impacts resulting 
from water quality conditions and noise 
impacts. EPA requested that more 
information be provided concerning 
impacts of sustained supersonic 
operations on human health and 
sensitive sites. 

Final EISs 

KRP No. FS-FH W-D40208-VA. 1-064 
Bridge-Tunnel Complex Construction, 
Crossing Hampton Roads, Connecting 
Hampton and Newport News to Suffolk. 
VA. Summary: EPA expressed no 
objection to further development of the 
project provided hydraulic dredging is 
used at all areas above 60 feet (except at 
the small boat harbor and at the two 
dredge access channels), and provided 
the monitoring level for overflow 
turbidity is established at 150 mg/l at 
200 meters. 

KRPNo.F-FHW-K40101-CA.CA-l/ 
Fdtific Coast Highway Improvement. 
CA-73/MacArthur Blvd. to CA-55/ 
Newport Blvd., CA. Summary: EPA had 
comments on the FEIS, but did 
request a copy of the Record of Decision 
when it is issued. 

Amended Notice 

KRP No. DS-AFS-A82112-00, Gypsy 
Moth Suppression and Eradication 
Program, US. The status was incorrectly 
published as a Draft EIS in the 3/1/85 
MC The correct Status is Draft 
Supplement 


Dated: March 19.1985 
Allan flinch. 

Director. Office of Federal Activities. 
[FR Doc. 85-6895 Filed 3-21-85; *45 ami 

•JLUKO CODE 6S60-50-M 


FEDERAL HOME LOAN BANK BOARD 
(No: 85-1881 

Periodic Reports Required of Savings 
Institutions, Sections A, B, C, D, E, F, 
G. H, I. and K 

Date: March 19.1985. 

agency: Federal Home Loan Bank 
Board. 

action: Notice. 


summary: The public is advised that the 
Federal Home Loan Bank Board has 
submitted a revised information 
collection request "Periodic Reports 
Required of Savings Institutions. 
Sections A, B. C, D, E, F. G, H. I and IC\ 
to the Office of Management and Budget 
for expedited approval in accordance 
with the Paperwork Reduction Act (44 
U.S.C. Chapter 35). 

Comments: Comments on the 
information collection request are 
welcome and should be submitted 
within 10 days of publication of this 
notice in the Federal Register. 

Comments regarding the paperwork- 
burden aspects of the request should be 
directed to: Office of Management and 
Budget. Office of Information and 
Regulatory Affairs, Washington D.C. 
20503, Attention: Desk Officer for the 
Federal Home Loan Bank Board. 

The Board would appreciate 
commenters sending copies of their 
comments to the Board. 

Requests for copies of the proposed 
information collection request and 
supporting documentation are 
obtainable at the Board address given 
below: 

Director, Information Services Section. 
Office of Secretariat. Federal Home 
Loan Bank Board. 1700 G Street, N.W., 
Washington. D.C. 20552, Phone: 202- 
377-6933 

FOR FURTHER INFORMATION CONTACT: 

Richard Pickering, Office of Policy and 
Economic Research. Phone: 202-377- 
6770. 

By the Federal Home Loan Bank Board. 
|<>ho F. Ghlzzont. 

Assistant Secretory 

(FR Doc. 85-6874 Filed 3-21-85; 8:45 am) 

SICUMQ COOf 1720-41-44 


FEDERAL RESERVE SYSTEM 

Citicorp, et al.; Applications To Engage 
de Novo In Permissible Nonbanking 
Activities 

The companies listed in this notice 
have filed an application under 
i 225.23(a)(1) of the Board's Regulation 
Y (12 CFR 225.23(a)(1)) for the Board's 
approval under section 4(c)(8) of the 
Bank Holding Company Act (12 U.S.C. 
184 3(c)( 8)) and 225.21(a) of Regulation Y 
(12 CFR 225.21(a)) to commence or to 
engage de novo, either directly or 
through a subsidiary, in a nonbanking 
activity that is listed in $ 225.25 of 
Regulation Y os closely related to 
banking and permissible for bank 
holding companies. Unless otherw ise 
noted, such activities will be conducted 
throughout the United States. 

Each application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their views in writing on &e 
question whether consummation of the 
proposal can "reasonably be expected 
to produce benefits to the public, such 
as greater convenience, increased 
competition, or gains in efficiency, that 
outweigh possible adverse effects, such 
as undue concentration of resources, 
decreased or unfair competition, 
conflicts of interests, or unsound 
banking practices." Any request for a 
hearing on this question must be 
accompanied by a statement of the 
reasons a written presentation would 
not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

Unless otherwise noted, comments 
regarding the applications must be 
received at the Reserve Bank indicated 
or the offices of the Board of Governors 
not later than April 11,1985. 

A. Federal Reserve Bank of New York 
(A. Marshall Puckett, Vice President) 33 
Liberty Street. New York, New York 
10045: 

1. Citicorp . New York, New York; to 
engage de novo in the provision to 
others of data processing and data 
transmission services, facilities 
(including data processing and data 
transmission hardware, software, 
documentation or operating personnel), 
data bases, or access to such services. 












11562 


Federal Register / Vol. 50, No. 56 / Friday. March 22, 1985 f Notices 


facilities, or data bases by any 
technological means, as permitted by 
S 22525(b)(7) of Regulation Y. 

B. Federal Reserv e Bank of San 
Francisco (Harry W. Green. Vice 
President) 101 Market Street. San 
Francisco, California 94105: 

1. CVB Financial Corp., Chino. 
California; to engage de novo through its 
subsidiary. Community Trust Deed 
Services. Colton. California, in servicing 
real estate loans for its own account or 
for the account of others and purchasing 
loans secured by second trust deeds 
from businesses or individuals. 

Board of Coventors of the Federal Reserve 
System. March 18, 196S. 

James McAfee, 

Associate Secretary of the Board. 

|FR Doc. 85-6785 Filed 5-21-85; 8:45 am) 

•4UJWQ COO€ *110-01-41 


C & P Bank Corporation of Pensacola, 
et al.; Formations of; Acquisitions by; 
and Mergers of Bank Holding 
Companies 

The companies listed in this notice 
have applied for the Board's approval 
under section 3 of the Bank Holding 
Company Act (12 U.S.C. 1842) and 
9 225.14 of the Board's Regulation Y (12 
CFR 225.14) to become a bank holding 
company or to acquire a bank or bank 
holding company. The factors that are 
considered in acting on the applications 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 

Each application is available for 
immediate inspection at the Federul 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their views in writing to the 
Reserve Bank or to the offices of the 
Board of Governors. Any comment on 
an application that requests a hearing 
must include a statement of why a 
written presentation would not suffice In 
lieu of a hearing, identifying specifically 
any questions of fad that are in dispute 
and summarizing the evidence that 
would be presented at a hearing. 

Unless otherwise noted, comments 
regarding each of these applications 
must be received not later than April 12, 
1985. 

A. Federal Reserve Bank of Atlanta 
(Robert E» Heck. Vice President) 104 
Marietta Street NW„ Atlanta. Georgia 
30303: 

1. C & P Bank Corporation of 
Pensacola. Pensacola. Florida; to 
acquire 100 percent of the voting shares 
or assets of Culfside National Bank. 

Gulf Breeze. Florida. 


2. Summerville/Trion Bancshares, 
Inc., Trion, Georgia; to become a bank 
holding company by acquiring 60 
percent of the voting shares of First 
National Bank of Chattooga County. 
Trion, Georgia. 

B. Federal Reserve Bank of Chicago 

(Franklin D. Dryer, Vice President) 230 
South LaSalle Street. Chicago. Illinois 
60690: 

1. Associate Banc-Corp., Green Bay, 
Wisconsin; to acquire 100 percent of the 
voting shares or assets of State Bank of 
De Pere. De Pere. Wisconsin. 

Z First Wisconsin Corporation , 
Milwaukee. Wisconsin; to acquire 100 
percent of the noting shares or assets of 
First Bank of Grantsburg, Crantsburg, 
Wisconsin. 

3. Sidell Bancorp, Inc., Sided. Illinois; 
to become a bank holding company by 
acquiring 91.26 percent of the voting 
shares of Sided State Bank. Sided. 
Illinois. 

Board of Governors of the Federal Reserve 
System, March 18 1985. 

James Me A f on. 

Associate Secretary of the Board 
[FR Doc 85-6786 Filed 3-21-85. 8:45 am] 

tfUJMQ COOC *210-01-41 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Office of the Secretary 

1985 Contribution and Benefit Base 
Under Pre-1977 Amendment Law 

agency: Social Security Administration, 
HHS. 

action: Notice of Determination of the 
"Old-Law" Social Security Contribution 
and Benefit Base. 

summary: The Social Security 
Amendments of 1977 set the 
contribution and benefit base at $22,900 
for 1979. $25,900 for 1980 and $29,700 for 
1981. After 1981. the base increases as 
average wage levels rite. The 
contribution and benefit base is the 
maximum annual amount of earnings 
that is subject to Social Security taxes 
and is creditable toward Social Security 
benefits. The 1977 amendments also 
provide for separate annual 
determinations of the contribution and 
benefit base that would have been in 
effect under old law (prc-1977 law). The 
"old-low" base is used by the Railroad 
Retirement program, the Pension Benefit 
Guaranty Corporation, and by Social 
Security. This notice specifies that the 
amount for 1985 under pre-1977 law is 
$29,700. 

FOR FURTHER INFORMATION CONTACT: 

Clare M. Albrecht. Office of the 


Actuary, Social Security Administration 
6401 Security Boulevard. Baltimore. 
Maryland 21235, telephone (301) 594- 
3882. 

SUPPLEMENTARY INFORMATION: The 

Social Security Amendments of 1977 
(Pub. L 95-216) changed the 
contribution and benefit base, which is 
the maximum annual amount of 
earnings on which Social Security taxes 
are paid and a person's Social Security 
benefits are figured. Section 230(c) of the 
Social Security Act specifies the 
contribution and benefit base for 1979. 
1980, and 1981 and a computation 
formula to use for years after 1961. 

Using this computation formula, we 
determined the contribution and benefit 
base to be $39,600 for 1985. We 
published this information in the Feder.il 
Register on October 31,1984 (49 FR 
43775). 

"Old-Law" Contribution and Benefit 
Base 

The "old-law" contribution and 
benefit base is the base that would have 
been effective in each year afteT 1977 
under the Social Security Act before the 
enactment of the 1977 amendments. The 
base is computed under section 230 of 
the Social Security Act as it read prior 
to the 1977 amendments. 

Computation 

We would determine the "old-law" 
contribution and benefit base for 1985 
by multiplying the corresponding 1964 
base by the ratio of average wages 
reported for 1983. $15,239,24, to average 
wages reported for 1982, $14,531.34 or 
1,0487154. We previously explained In 
the Federal Register how wc computed 
these overage wages (October 31.1984 
at 49 FR 43775). 

Multiplying the "old-law" 1984 
contribution and benefit base of S2S,2ut) 
by the above ratio results in the amour;! 
of S2&573.77. which must be rounded to 
the nearest multiple of $300. Theredore, 
we determine the "old-law" base for 
1985 to be $29,700. 

Railroad Retirement Uses 

The Railroad Retirement program will 
use the 1985 "old-law" base of $29,700 to 
determiner. 

(1) Employee and employer (ax 
liability under sections 3201(a) and 
3221(a) of (he Internal Revenue Code of 
1954; 

(2) The portion of the employee 
representative tax liability under section 
3211(a) of the Internal Revenue Code of 
1954 which results from the application 
of the 13.75 percent rate specified in that 
section; and 
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advance knowledge of the sources 
underlying geographic variation 
emphasizing an assessment of the extent 
to which specific factors are endogenous 
to decisions made within the health care 
sector or exogenous to such decisions. 
The Departments' interest in this topic 
includes both the general population 
and the population of medicare 
beneficiaries. 

The following paragraphs explain the 
area of interest in greater detail 
Applications should be for projects that 
will address the issues discussed below; 
other issues may also be included if they 
are dearly demonstrated to be relevant 
to the general area of interest 

1. Background 

In a combined intramural and 
extramural effort, the Health Policy 
Office of the Assistant Secretary has 
performed some preliminary analyses of 


geographic variation in hospital costs. 
Under a contract with SysteMetrics, 

Inc., state and SMSA variations in per 
capita hospital costs were analyzed 
using the 1981 AHA Annual Survey of 
Hospitals and other data. Although this 
work was exploratory, it provided some 
preliminary indications that a 
decomposition of geographic variation is 
feasible. 

A brief description of the work 
completed by SysteMetrics follows as 
an example of the type of project that 
the Assistant Secretary is interested in 
funding. Grantee may propose an 
analysis of geographic variation using 
the same conceptual framework or 
alternatively, develop models structured 
on some other conceptual basis. 

The following definitional relationship 
provided the conceptual framework for 
the analyses carried out by 
SysteMetrics: 


Casts 


Capita Capita 


Illness Utilization 

x -x 


Inputs 


Costs 


Mine** 


Utilization Input 


(3) Average monthly compensation 
under section 3(f) of the Railroad 
Retirement Act of 1974. but not annuity 
amounts determined under sections 3(a) 
or 3(f)(3) of thal act. 

ihese uses are slated in section 230(c) 
of the Social Security Act. 

Employee Retirement Income Security 
Ac A (ERISA) Use 

Under section 230(d) of the Social 
Security Act. F.R1SA will use the 1985 
‘old-law" base of $29,700 to determine 
the maximum pension benefit 
guaranteed by the Pension Benefit 
Guaranty Corporation for pension 
benefit plans terminating in 1985. 

Social Security Uses 

Social Security will use the "old-law" 
base to determine a "year of coverage" 

tn computing; 

(1) Special minimum Social Security 
benefits payable under section 215(a) of 
th* Social Security Act to workers with 
many years of low earnings; and 

(2) Beginning in 1886s benefits, as 
provided under section 215 (a) and (d) of 
the; Social Security Act as amended by 
Pub. L 98-21. for persons receiving 
pensions based on employment not 
covered under section 210. 

If, in 1985, a worker's earnings amount 
to at least 25 percent of the "old-law" 
base of $29,700. we will credit the 
worker with a "year of coverage" for 
1985, 

(Catalog of Federal Domestic Assistance 
Prt^ram Nos. 13803, Social Security 
H. irpmant Insurance; 57.001, Social Security 
lnjur«mcc for Railroad Workers) 

Dated: March 18.1085. 

Mfintnrat M. Heckler. 

Wary of Health and Human Services, 

V* Boc. 85-6843 Filed 3-21-85; 8:45 am| 
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Health Policy; Applications for Grants 

Pursuant to section tllOA of the 
Social Security Act, the Assistant 
Jvrpptary for Planning and Evaluation 
(hereafter the Assistant Secretary) is 
seeking applications for research in the 
area of health policy. 

A Type of Application Requested 

This announcement seeks 
applications for projects to develop and 
conduct a program of research and 
analysis pertaining to geographic 
variations fo health care expenditures. 
In particular, the Department is 
Interested in the decomposition of 
fr’ographh: variation into factors that 
P^mit a more complete understanding 

1ur -h variation than current evidence 
Permits. The Department wishes to 


Illness per capita and input prices 
(cost per input) might be viewed as 
beyond hospital control but utilization 
(per illness) and intensity (inputs per 
utilization) are subject to hospital 
control. SysteMetrics was asked to 
estimate the relative contributions of 
each of the four conceptual variables to 
variations in hospital costs per capita. 

The paradigm shown above was 
tested using standard multiple 
regression techniques. The results yield 
strong indications that a substantial 
portion of geographic variation is due to 
factors under the control of providers 
(hospitals in this case). A large amount 
of multicollinearity among the 
explanatory variables was observed, 
how ever, especially between the 
variables representing factors outside 
hospitals* control and between those 
within their control. Thus, the struture of 
the model together with the choice of 
proxy variables make it difficult to 
accurately estimate the relative 
contributions of these factors. 

2 . Critical Elements 

There are several critical elements 
that are most relevant to the program of 
research solicited. These are briefly 
discussed below and references to the 
above example are made, where 
appropriate, to illustrate each element. 

a. Knowledge of Research. Grantee 
must demonstrate knowledge of past 
and current research relating to 
variations in health care expenditucs 


due to geographic location as well as 
other factors (2.3,4).—In addition, 
grantee must demonstrate familiarity 
with empirical studies of variation in 
specific measures of health care 
utilization. This would include research 
on variation in hospital use (e.g^ 
admission rates, lengths of stay, etc.) 
(5,6) and rates of surgery (7.8). 

b. Type of Health Care Expenditure to 
be Analyzed\ It is desirable that the 
typefs) of health care expend!ture(s) 
selected for analysis insure a high 
degree of applicability of the results to 
current policies and programs of the 
Department. 

The presentation of SysteMetrics* 
work above is not meant to suggest that 
hospital costs per capita is the only 
variable of interest to the Department. 
However, expenditures for hospital care 
accounted for 47 percent of total 
personal health expenditures in 1983. 
Furthermore, geographic variation in 
hospital costs will be an important issue 
with respect to refinements and 
extensions of the Prospective Payment 
System (PPS) as well as other health 
policy developments. Regional variation 
in the costs of physician services 
(accounting for other 22 percent of 
persona! health care expenditures) 
promises to be another important issue 
as the Department considers the 
advisability and feasibility of integrating 
physician payment into PPS. Applicants 
ore encouraged to include a discussion 
that carefully specifies the 
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appropriateness of the type of health 
care expenditure proposed for analysis. 
The Department is especially interested 
in analysis relevant to the use of 
inpatient hospital services by the 
Medicare beneficiary population. Of 
particular pertinence would be 
assessment of the effects on variation of 
payments based on diagnostic related 
groups (DRGs). Is there evidence, for 
example, that national DRGs will 
modify past patterns of geographic 
variation for the Medicare population? If 
movement toward the DR(>specific 
limits is observed for the Medicare 
population, does it also extend to the 
general population? 

c. Sources of Data. A variety of 
potential data sources already exist that 
may be useful for this research effort 
The example presented above used 
AHA survey data. National Hospital 
Discharge Survey data and the Health 
Interview Survey, among others. 
Additional sources might include the 
Area Resource File (ARF), HCFA’s 
patient billings (PATB1LL) and related 
data files, and the Current Population 
Survey (CPS). 

Each of the above data sets has 
limitations and it is not expected that 
any one data set will be sufficient to 
carry out this research effort. The 
Grantee should specify the relevant 
source of available data (including 
others not mentioned here), evaluate the 
limitations of each, and propose a data 
based best suited for this project. 

d. Level of Data Aggregation. The 
level of aggregation (e.g.. states and 
SMSAs as in the above example) is an 
important consideration in the analysis 
of per capita expenditures. For example, 
aggregating into excessively large areas 
might tend to oversimplify and mask 
relationships reducing the variance 
between areas, and would certainly 
reduce the number of observations. 
Alternatively, an analysis where areas 
are disaggregated too finely might result 
in imprecise estimates of per capita 
expenditures, and the large number of 
areas resulting may diminish the 
usefulness for health care policy 
development. 

The Grantee should propose a level 
(or levels) of aggregation with 
justification that address the problems 
mentioned above as well as any other 
appropriate considerations. On such 
consideration is the issue of border- 
crossing: What is the effect of patients 
travelling across borders to receive care 
on the aggregate measures of utilization? 
How does the effect differ for different 
levels of aggregation? 

e. ModelSpecification. Decomposing 
the variation of health care expenditures 
into component factors can be 


accomplished using a variety of models: 
the SysteMetrics model is but one 
example. Multicollinearity is especially 
troublesome in this context because it 
exacerbates the problem of 
distinguishing the contribution to 
explaining variation in the dependent 
variable due to one class of independent 
variables from another class. Grantee 
should carefully explain how these 
relative contributions will be 
conceptually and empirically 
distinguished 

Applicants are encouraged to explore 
alternative model specifications and 
propose one (or more) that could 
adequately decompose the variation of 
health care expenditures. Established 
statistical methodologies are preferred 
to new methodological development. 
However, an adequate level of 
sophistication is required to “solve" the 
technical problems mentioned above 
(e.g., multicollinearity). 

3 . Potential Users 

Potential users of the research include 
Federal and State health policy makers 
involved in the evaluation and 
development of health care 
reimbursement systems. Hospital 
administrators, health insurance 
planners, and employers providing 
health insurance to employees at 
multiple sites would find this 
information useful in evaluating practice 
patterns, setting of insurance rates, and 
benefit structuring. 

4 . Types of Projects Excluded 

In consideration of the intent of this 
announcement, applications 
concentrating primarily on small areas 
variations of health care expenditures 
(e.g., Griffith et a)., 1 and Wennbeig and 
Gittelaohn”) will not be considered for 
funding. These would include studies 
directed toward the examination of 
particular States, thereby limiting the 
generalizability to national policy- 
making.* 

In addition, this announcement seeks 
empirical results of the analysis of 
geographic variation of health care 
expenditures using existing data. 
Applications that are limited to 
theoretical development or include new 
data collection efforts will not be 
considered. 

5. Content and Organization of the 
Application 

The application must begin with a 
cover sheet followed by the required 
application forms and an abstract (of 
not more than two pages) of the 
application. Failure to include the 
abstract may result in delays in 
processing the application. Each 


application should include the model to 
be analyzed, the data sources to be 
used, the methodologies proposed to test 
the model, and the policy issue(s) which 
the reseach will help illuminate. 
Resumes of staff should be included, as 
should a full budget and schedule of 
tasks for the proposed projects. 

B. Applicable Regulations 

1. “Grant Programs Administered by 
the Office of the Assistant Se creta ry for 
Planning and Evaluation" (45 CFR Part 
63), which was published in the Code of 
Federal Regulations on October 1.1960 

2. "Administration of Grants" (45 CFR 
Part 74). 

C. Effective Data and Duration. 

1. The grant award pursuant to this 
announcement is expected to be made 
on or about May 15,1985. 

2. In order to avoid unnecessary 
delays in the preparation and receipt of 
applications, this notice is effective 
immediately. The closing dates for 
applications are specified in Section F 
and G below, 

3. Applicants may present a work plan 
and budget covering an eighteen month 
to two year period. 

D. Statement of Funds Available 

1. A total of $400,000 in FY 1985 funds 
has been set aside for one or more 
grants to be awarded as a result of this 
announcement. Organizations 
submitting applications may propose a 
project at a dollar range which they feel 
appropriate for the project proposed. 

2. Nothing in this application should 
be construed as committing the 
Assistant Secretary to dividing 
available funds among all qualified 
applicants or to make any award. 

E. Cost Sharing 

Non-profit organizations submitting 
an application in response to this 
announcement must share costs of the 
project. This may be in the form of 
institutional or individual coat sharing 
Which ever method is proposed, that 
method must be stated in Block 12 of 
Standard Form 424 and/ or specified in 
the budget section of the application 

F. Application Processing 

1. Applications will be initially 
screened for relevance to the needs 
defined in section A (as well as 
additional areas of interest persuasive!) 
shown to be relevant by the grantee) If 
judged relevant, the application will 
then be reviewed by a government 
review panel, possibly augmented by 
outside experts. Three (3) copies of each 
application are required. Applicants art 
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encouraged to send an additional semi 
(71 copies of their application to ease 
: r massing, but applicants will not be 
penalized if these extra copies are not 

included. 

2. Applications will be judged as to 
eligibility, quality, and relevance, 
according to the criteria set forth in item 

5. 

3. An unacceptable rating on any 
individual criterion may render the 
application unacceptable. Consequently, 
applicants should take care to ensure 
that all criteria are fully addressed in 
the application. 

4. Applications should be as brief and 
concise as is consistent with the 
information requirements of the 
reviewers. Applications should be 
limited to 25 doublespaced typed pages, 
exclusive of forms, abstract, resumes, 
and proposed budget; they should 
neither be unduly elaborate nor contain 
. luminous supporting documentation. 

5. Criteria for Evaluation, Evaluation 
of application* will employ the 
following criteria. The relative weights 
are shown in parentheses. 

a. The potential usefulness of the 
objectives and anticipated results of the 
proposed project for providing 
individuals and organizations concerned 
with the issues discussed in Section A 
above with improved bases for making 
decisions about these issues. (20 points.) 

b. The potential usefulness of the 

pr oposed project for the advancement of 
scientific knowledge. (15 points.) 

c. The clarity of statement of 
objectives, methods, and anticipated 
results. (15 points.) 

d. The appropriateness and soundness 
of methodology, including research 
design, statistical techniques, modeling 
strategies, choice of data, and other 
procedures. (30 points.) 

e. The qualifications and experience 
of personnel. (20 points.) 

G Applications Sent by Mall 

Applications may be sent by either 
the U.S. Postal Service or a commercial 
carrier. Applications sent by U.S. Postal 
Service will be considered to be 
received on time by the Chants Officer if 
the application was sent by first clast, 
registered or certified mail not later than 
April 30,1985, as evidenced by the U.S. 
Postal Service postmark on the wrapper 
or envelope, or on the original receipt 
bum the US. Postal Service. 

Applications sent by a commercial 
carrier will be considered to be received 
on time by the Grants Officer if sent not 
later than April 30,1985 as evidenced by 
a receipt from the commercial carrier. 


If. Hand-Delivered Applications 

An application to be hand-delivered 
must be taken to the Grants Officer at 
the address listed at the end of this 
announcement. Hand-delivered 
applications will be accepted daily 
between 9:00 a.m. and 4:30 p.nu 
Washington. D.C.. time, except 
Saturdays, Sundays, or Federal 
holidays. Applications will not be 
accepted after close-of-business on 
April 30,1985. 

I. Disposition of Applications 

1. Approval, disapproval, or deferral. 
On the basiB of the review of the 
application, the Assistant Secretary will 
either (a) approve the application whole 
or in part; (b) disapprove the 
application; or (c) defer action on the 
application for such reasons as lack of 
funds or a need for further review. 

2. Notification of disposition. The 
Assistant Secretary will notify the 
applicants of the disposition of their 
application. A signed notification of 
grant award will be issued to the 
contact person listed in block 4 of the 
application to notify the applicant of the 
approved application. 

f. Application Instructions and Forms 

Copies of applications should be 
submitted to: Grants Officer, Office of 
the Assistant Secretary for Planning and 
Evaluation. Department of Health and 
Human Services, 200 Independence 
Avenue. S.W.. Room 457F, Hubert H. 
Humphrey Building. Washington. D.C 
20201. Phone (202) 245-1794. Questions 
concerning the preceding information 
should be submitted to the Grants 
Officer at the same address. Neither 
questions nor requests for applications 
should be submitted after April 8 1965. 
Copies of the paper by the original 
contractor An Analysis of Geographic 
Variation in Hospital Expenditures, 60 
pp.. SysteMetrics, Inc., is available on 
request from the Grants Officer 

K. Federal Domestic Assistance Catalog 

This announcement is not listed in the 
Federal Domestic Assistance Catalog. 

L. This program is not subject to 
Executive Order 12372, 
'Intergovernmental Review of Federal 
Programs'* nor its implementing 
regulations at 45 CFR Part 100. 

Dated: March 18.1965. 

Robert B. Helms. 

Acting Assistant Secretary for Pfenning and 
Evaluation, 

|FR Doc. 85-6842 Filed 3-21-85; *48 am) 

BtUJMQ COOC 4150-04-4# 


Agency Forms Submitted to the Office 
of Management and Budget for 

Clearance 

Each Friday the Department of Health 
and Human Services (HI IS) publishes a 
list of information collection packages it 
has submitted to the Office of 
Management and Budget (OMB) for 
clearance in compliance with the 
Paperwork Reduction Act (44 U.S.G 
Chapter 35). The following are those 
packages submitted to OMB since the 
last list was published on March 15, 

1985. 

Public Health Service 

Health Resources and Services 
Administration 

Subject: Application to Participate in 
the Health Professions Capitation 
Program—Reinstatement (0915-0080). 

Respondents: Health Professions 
Schools. 

Office of the Assistant Secretary for 
Health 

Subject: NCHS Application for 
Technical Assistance—Extension (0937- 
0124). 

Respondents: Individuals, state/local 
governments. 

OMB Desk Officer. Fay S. ludicello. 

Food and Drug Administration 

Subject: Quick Response Survey V 
(Aspirin Labeling Study). 

Respondents: Individuals. 

OMB Desk Officer: Bruce Artim. 

Social Security Administration 

Subject: Application for Benefits 
Under the Switzerhmd-Uik 
International Social Security 
Agreement—SSA-4Z31—Revision (0906- 
0188). 

Respondents: Individuals. 

Subject: Direct Application Data 
Entry-Screens and Output Documents— 
New. 

Respondents: individuals. 

OMB Desk Officer: Robert). Fishman. 

Health Care Financing Administration 

Subject: Statement of Reimbursable 
Costs-Alcoholism Demonstration— 
HCF'A-1480-B—Extension—(0938-0271). 
Respondents: Non-profit institutions. 
Subject: Financial Statement of 
Debtor HCFA-379—Extension—(0938- 
0270). 

Respondents: Physicians and Medical 
Equipment Suppliers. 

Subject: Report of Peer Review 
Organization (PRO) Review Activity— 
HCFA-518—New. 

Respondents: Businesses or other for- 
profit. 
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Subject: Quarterly Acute Care 
General Hospital Report Summary and 
the Quarterly Speciality Hospital 
Review Reporting Summary—HCFA-510 
and HCFA-011—New. 

Respondents: Small businesses or 
organizations. 

Subject: Identification of Extension 
Units of OPT/OSP Providers 
Extension—(0938-0273). 

Respondents: Small businesses or 
organizations. 

Subject: Admission and Quality 
Objective Progress Reports—HCFA-512 
and HCFA 513—New. 

Respondents: Businesses or other for- 
profit. 

Subject: Medicaid State Agency Third 
Party Liability Inventory Form—HCFA- 
464—New. 

Respondents: State/local 
governments. 

Subject: Section 2405.3 of the Provider 
Reimbursement Manual on Adjustment 
for Indirect Cost of Medical Education— 
HCFA-R-68—New. 

Respondents: Businesses or other for- 
profit 

Subject: 42 CFR 412.118(d) on Hours 
Worked by Interns and Residents 
BERC-279P PPS Rates FY 1985—HCFA- 
R-04—New. 

Respondents: Businesses or other for- 
profit. 

Subject: Information Collection 
Requirements In 42 CFR 405.460 
Exemptions to Cost Limits—HCFA-R- 
41—Reinstatement—(0936-0331). 

Respondents: Small businesses or 
organizations. 

OMB Desk Officer: Fay S. ludicello. 

Copies of the above information 
collection clearance packages can be 
obtained by calling the HHS Reports 
Clearance Officer on 202-245-6511. 

Written comments and 
recommendations for the proposed 
information collections should be sent 
directly to the appropriate OMB Desk 
Officer designated above at the 
following address: OMB Reports 
Management Branch, New Executive 
Office Building. Room 3208. Washington. 
D.C. 20503. ATTN: (name of OMB Desk 
Officer). 

Agency Forms Withdrawn from the 
Office of Management and Budget 
Clearance Process. 

The Department of Health and Human 
Services has withdrawn the following 
information collection packages 
previously submitted to OMB for 
approval under the Paperwork 
Reduction Act. 

Subject: Information Collection 
Requirements in HSQ-108-F. Peer 
Review Organization Assumption of 
Responsibilities 42 CFR 405.472. 431.630, 


456.654. 466.70. 406.72, 460.74. 406.78, 
406.80. and 466 94—(HCFA-R-71) New. 

Reference: Federal Register/Volume 
50. No. 51/Page 10544/Friday. March 15. 
1985. 

Subject: Information Collection 
Requirements in HSQ-109-F, Peer 
Review Organization Sanctions 42 CFR 
474.36(b), 474.38 (a. b. and c). 474 39 (a 
and b) and 474.40 (a and b)—(HCFA-R- 
65) New. 

Reference: Federal Register/Volume 
50. No. 51/Page 10545/Friday, March 15. 
1985. 

Subject: Information Collection 
Requirements in HSQ-lll-F Peer 
Review Organization Reconsideration 
and Appeals 42 CFR 473.18 (a and b). 
473.34 (a and b). 473.36 (a and b) and 
473.42(a)—(HCFA-R-72) New. 

Reference: Federal Register/Volume 
50, No. 51 /Page 10545/Friday. March 15, 
1985. 

Dated: March 19.1985. 

Wallace O. Keene. 

Acting Deputy Assistance Secretary for 
Management Analysis and Systems. 

|FR Doc. 85-6884 Filed 3-21-05; 8:45 am) 
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Food and Drug Administration 

Advisory Committees 

aqencv: Food and Drug Administration. 
action: Notice. 

summary: This notice announces 
forthcoming meetings of public advisory 
committees of the Food and Drug 
Administration (FDA). This notice also 
summarizes the procedures for the 
meetings and methods by which 
interested persons may participate in 
open public hearings before FDA’s 
advisory committees. 

Meetings: The following advisory 
committee meetings are announced: 

Anesthetic and Life Support Drugs 
Advisory* Committee 

Date, time, and place. April 10 and 11, 

9 a.m., Conference Rm. 8. Bldg. 31, 
National Institutes of Health, 9000 
Rockville Pike, Bethesda, MD. 

Type of meeting and contact person . 
Open public hearing. April 10, 9 a.m. to 

10 a.m.. unless public participation does 
not last that long: open committee 
discussion in a Rt to 3 p m.: closed 
presentation of data and closed 
committee discussion, 3:15 p.m. to 5:15 
p.m.: open committee discussion. April 
11, 9 a.m. to 2:30 p.m.: James P. Hannan, 
Center for Drugs and Biologies (HFN- 
160). Food and Drug Administration. 
5600 Fishers Lane, Rockville MD 20857, 
301-443-3500. 


General function of the committee. 

The committee reviews and evaluates 
available data on the safety and 
effectiveness of marketed and 
investigational prescription drugs for 
use in the field of anesthesiology and 
surgery*. 

Agenda—Open public hearing. 
Interested persons asking to present 
data, information, or views, orally or in 
writing, on issues pending before the 
committee should communicate with the 
committee’s contact person. 

Open committee discussion. The 
committee will discuss: (1) Continuous 
use of intrathecal morphine sulfate: (2) 
recommended revisions of “Guidelines 
for the Clinical Evaluation of Local 
Anesthetics”: (3) Forane (isoflurane) 
hepatoxicity—clinical evidence; (4) 
safety and efficacy of 93 percent oxygen; 
(5) local versus general anesthesia for 
chemonucleolysis; and (6) adverse 
reactions with bupivacaine used during 
retrobulbar block. 

Closed presentation of data/closed 
committee deliberations* The committee 
will hear trade secret or confidential 
commercial information relevant to 
transdermal drug administration 
systems and an investigational new dni# 
exemption. IND 25.398. This portion of 
the meeting will be dosed to permit 
discussion of this information (5 U.S.C. 
552b(c)(4)). 

Radiologic Devices Panel 

Date, time, and place. April 15.9 a.m , 
Rm. 416,12720 Twinbrook Parkway. 
Rockville, MD, 

Type of meeting and contact person 
Open public hearing. 9 a.m. to 10 a.m.; 
open committee discussion. 10 a.m. to 11 
a.m.: closed committee deliberations, 11 
a.m. to 12 m.; open committee 
discussion. 1 p.m. to 4:30 p.m.; Robert 
Phillips. Center for Devices and 
Radiological Health (HFZ-430). Food 
and Drug Administration. 8757 Georgia 
Ave., Silver Spring. MD 20910,301-427- 
7514. 

General function of the committee. 
The committee reviews and evaluates 
available data on the safety and 
effectiveness of devices and makes 
recommendations for their regulation 

Agendo—Open public hearing. 
Interested persons may present data, 
information, or views, orally or in 
writing, on issues pending before the 
committee. Those desiring to make 
formal presentation should notify the 
contact person before April 8, and 
submit a brief statement of the general 
nature of the evidence or argument they 
wish to present, the names and 
addresses of proposed participants, and 
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an indication of the approximate time 
required to make their comments. 

Open committee discussion . The 
committee will discuss premarket 
ap proval applications for RF/ 

Microwave Hyperthermia Devices. 

Closed committee deliberations. The 
committee may discuss trade secret or 
confidential commercial information in 
promarket approval applications for RF/ 
Microwave Hyperthermia Devices. This 
portion of the meeting will be closed to 
permit discussion of this information (5 
U.S C. 552b(c)(4)J. 

Blood Products Advisory Committee 

Date . lime . and place. April 24. 8:30 
a m Conference Rm. 10. Bldg. 31, 
National Institutes of Health. 9000 
Rockville Pike, Bethesda, MD. 

Type of meeting and contact person. 
Open public hearing, 8:30 a.m. to 9:30 
a nr; unless public participation does 
not last that long; open committee 
discussion. 9:30 a.m. to 2 p.m.; closed 
presentation of data and closed 
committee discussion. 2 p.m. to 5 p.m.: 
Isaac F. Roubein. Center for Drugs and 
Biologies (HFN-32), Food and Drug 
Administration. 5600 Fishers Lane. 
Rockville, MD 20857, 301-443-4696. 

General function of the committee. 

The committee reviews and evaluates 
available data on the safety, 
effectiveness, and appropriate use of 
blood products intended for use in the 
diagnosis, prevention, or treatment of 
human diseases and on the safety and 
effectiveness of devices and makes 
recommendations for their regulation. 

\<mda—Open public hearing. 
Interested persons requesting to present 
data, information, or views, orally or in 
writing, on issues pending before the 
committee should communicate with the 
committee contact person. 

Open committee discussion . The 
committee will hear and discuss the 
following topics: (1) The current status 
of acquired immunodeficiency syndrome 
(AIDS) and related blood issues 
including implementation of the 
antibody test to Human T-Lymphotropic 
virus Type Ill (HTLV III); (2) alanine 
aminotransferase (ALT) testing of 
source plasma donors: and (3) donor 
deferral policy related to transfusion 
associated hepatitis. 

Closed presentation of data/closed 
committee deliberations . The committee 
will hear trade secret or confidential 
commercial information relevant to a 
premurket approval application for a 
new medical device (plasma/cell 
wparator). This portion of the meeting 
be closed to permit discussion of 
this information (5 U.S.C. 552b(c)(4)). 

Each public advisory committee 
Meeting listed above may have ss many 


as four separable portions: (1) An open 
public hearing. (2) an open committee 
discussion. (3) a closed presentation of 
data, and (4) a closed committee 
deliberation. Every advisory committee 
meeting shall have an open public 
hearing portion. Whether or not it also 
includes any of the other three portions 
will depend upon the specific meeting 
involved. The dates and times reserved 
for the separate portions of each 
committee meeting are listed shove. 

The open public hearing portion of 
each meeting shall be at least 1 hour 
long unless public participation does not 
last that long. It is emphasized, however, 
that the 1 hour time limit for an open 
public hearing represents a minimum 
rather than a maximum time for public 
participation, and an open public 
hearing may last for whatever longer 
period the committee chairman 
determines will facilitate the 
committee's work. 

Public hearings are subject to FDA's 
guideline concerning the policy and 
procedures for electronic media 
coverage of FDA's public administrative 
proceedings. This guideline was 
published in the Federal Register of 
April 13.1984 (49 FR 14723). These 
procedures are primarily intended to 
expedite media access to FDA’s public 
proceedings, including hearings before a 
public advisory committee conducted 
pursuant to Part 14 of the agency's 
regulations. Under this guideline, 
representatives of the electronic media 
may be permitted, subject to certain 
limitations, to videotape, film, or 
otherwise record FDA's public 
administrative proceedings, including 
the presentation of participants at a 
public hearing. Accordingly, all 
interested persons are directed to the 
guideline, as well as the Federal 
Register notice announcing issuance of 
the guideline, for a more complete 
explanation of the guideline's effect on 
public hearings. 

Meetings of advisory committees shall 
be conducted, insofar as is practical, in 
accordance with the agenda published 
in this Federal Register notice. Changes 
in the agenda will be announced at the 
beginning of the open portion of a 
meeting. 

Any interested person who wishes to 
be assured of the right to make an oral 
presentation at the open public hearing 
portion of a meeting shall inform the 
contact person listed above, either 
orally or in writing, prior to the meeting. 
Any person attending the hearing who 
does not In advance of the meeting 
request an opportunity to speak will be 
allowed to make an oral presentation at 
the hearing's conclusion, if time permits, 
at the chairman's discretion. 


Persons interested in specific agenda 
items to be discussed in open session 
may ascertain from the contact person 
the approximate time of discussion. 

A list of committee members and 
summary minutes of meetings may be 
requested from the Dockets 
Management Branch (HFA-305) Rm. 4- 
62. Food and Drug Administration. 5600 
Fishers Lane. Rockville. MD 20857, 
between 9 a.m. and 4 p.m., Monday 
through Friday. 

The Commissioner, with the 
concurrence of the Chief Counsel, has 
determined for the reasons stated that 
those portions of the advisory 
committee meetings so designated in 
this notice shall be closed. The Federal 
Advisory Committee Act (FACA), as 
amended by the Government in the 
Sunshine Act IPub. L. 94-409). permits 
such closed advisory committee 
meetings in certain circumstances. 

Those portions of a meeting designated 
as closed, however, shall be closed for 
the shortest possible time, consistent 
with the intent of the cited statutes. 

The FACA, as amended, provides that 
a portion of a meeting may be closed 
where the matter for discussion involves 
a trade secret: commercial or financial 
information that is privileged or 
confidential; information of a personal 
nature, disclosure of which would be a 
clearly unwarranted invasion of 
personal privacy; investigatory files 
compiled for law enforcement purposes; 
information the premature disclosure of 
which would be likely to significantly 
frustrate implementation of a proposed 
agency action; and information in 
certain other instances not generally 
relevant to FDA matters. 

Examples of portions of FDA advisory 
committee meetings that ordinarily may 
be closed, where necessary and in 
accordance with FACA criteria, include 
the review, discussion, and evalution of 
drafts of regulations or guidelines or 
similar preexisting internal agency 
documents, but only if their premature 
disclosure is likely to significantly 
frustrate implementation of proposed 
agency action; review of trade secrets 
and confidential commercial or financial 
information submitted to the agency; 
consideration of matters involving 
investigatory files compiled for law 
enforcement purposes; and review of 
matters, such as personnel records or 
individual patient records, where 
disclosure would constitute a clearly 
unwarranted invasion of personal 
privacy. 

Examples of portions of FDA advisory 
committee meetings that ordinarily shall 
not be closed include the review, 
discussion, and evaluation of general 
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prectinical and clinical test protocols 
and procedures for a class of drugs or 
devices; consideration of labeling 
requirements for a class of marketed 
drugs or devices; review of data and 
information on specific investigtional or 
marketed drugs and devices that have 
previously been made public; 
presentation of any other data or 
information that is not exempt from 
public disclosure pursuant to the FACA, 
as amended; and. notably deliberative 
sessions to formulate advice and 
recommendations to the agency on 
matters that do not independently 
justify closing. 

This notice is issued under section 
10(a)(1j and (2) of the Federal Advisory 
Committee Act (Pub. L 92-463. 86 Slat 
770-778 (5 U.SC. App. 1)). and FDA's 
regulations (21 CFR Part 14) on advisory 
committees. 

Dated: March 18.1965. 

|o*eph P. Mil*. 

Acting Commissioner for Food and Drugs. 

[FR Doc. 85-6864 Filed 3-21-85; 8:45 am) 

BtUlMQ cooc * ****-« 


(Docket No. 83V-0426) 

Availability of Approved Variance for 
Equine Laser Model No. 1001 and PSL 
Laser Model No. 1002 

AGENCY: Food and Drug Administration. 
action: Notice. 

summary: The Food and Drug 
Administration (FDA) is announcing 
that a variance from the performance 
standard for laser products has been 
approved by FDA's Center for Devices 
and Radiological Health (CDRH) for the 
Equine Laser Model No. 1001 and the 
PSL Laser (human application) Model 
No. 1002 manufactured by Pain 
Suppression Labs. Inc. The Equine Laser 
Model No. 1001 is intended for use in 
pain control, reduction of edema, and 
healing enhancement. The PSL Laser 
currently is being evaluated for use in 
pain reduction in humuns. 
dates: The variance for both laser 
products became effective November 13, 
1984. The variance for the PSL Laser 
Model 1002 will be terminated after the 
manufacture of 10 units or upon 
completion of the approved clinical 
investigations on human subjects, 
whichever occurs first. The variance for 
the Equine Laser Model 1001 shall 
terminate on November 13,1989. 
address: Except for information 
regarded by law or regulation us 
confidential, the application and all 
correspondence on the application have 
been placed on public display in the 
Dockets Management Branch (HFA- 


305), Food and Drug Administration, Rm. 
4-82, 5600 Fishers Lane. Rockville, MD 
20857. 

FOR FURTHER INFORMATION CONTACT. 

Tracy Summers, Center for Devices and 
Radiological Health (HFZ-84), Food and 
Drug Administration. 5600 Fishers Lane, 
Rockville. MD 20857. 301^43-4874. 

SUPPLEMENTARY INFORMATION: Under 
i 1010.4 (21 CFR 1010.4) of the 
regulations governing establishment of 
performance standards under section 
358 of the Radiation Control for Health 
and Safety Act of 1068 (42 U.S.C 263f). 
CDRH has granted Pain Suppression 
Labs, Inc.. 559 River Dr.. Elmwood Park. 
NJ 07407, a variance from { 1040.10(f)(6) 
(21 CFR 1040.10(0(6)) of the performance 
standard for laser products as it Applies 
to the Equine Laser Model 1001 and PSL 
Laser Model 1002. Additionally, the 
approved variance relieves the 
applicant from the requirements of 
1 1040.11(a) (1) and (2) of the same 
performance standard as it applies to 
the PSL Laser Model No. 1002. 

The specific requirements of the 
standard for which a variance has been 
granted pertain to: (1) The provisions of 
i 1040.10(f)(8) that otherwise would 
require the Equine Laser Model 1001 and 
PSL Laser Model 1002 to be equipped 
with beam attenuators to reduce the 
laser radiation output to below Class I 
limits: and (2) the provisions of 
S 1040.11(a) (1) and (2) requiring that the 
manufacturer incorporate In the PSL 
Laser Model 1002 (I) a means for the 
measurement of the lev el of that laser 
radiation intended for irradiation of the 
human body, and (ii) instructions 
specifying a procedure and schedule for 
calibration of the measurement system. 
All other provisions of the performance 
standard remain applicable to the 
products. 

CDRH has determined that: (1) The 
requirement of § 1040.10(f)(6) is not 
appropriate for either laser product, (2) 
the requirements of i 1040.11(a) (1) and 
(2) are not appropriate for the PSL Laser 
Model 1002. and (3) suitable means of 
radiation safety and protection are 
provided by constraints on the physical 
and optica] design. Therefore, on 
November 13,1984. CDRH approved the 
requested variance by letter to the 
manufacturer from the Deputy Director 
of CDRH. 

So that the products may show 
evidence of the variance approved for 
the manufacturer, the products shall 
bear on the certification label required 
by { 1010.2(a) a variance number, which 
is the FDA docket number appearing in 
the heading of this notice, and the 
effective date of the variance. 


Except for information regarded as 
confidential under 42 U.S.C. 263i(e) or 21 
CFR 1010.4(c)(4), the application and all 
correspondence on the application have 
been placed cm public display under 
Docket No. 83V-O420 in the Dockets 
Management Branch (address above) 
and may be seen in that office between 
9 u.m. and 4 p.m.. Monday through 
Friday. 

This notice is issued under the Public 
Health Service Act as amended by the 
Radiation Control for Health ond Safety 
Act of 1966 (sec. 356. 82 Stat. 1177-1179 
(42 U.S.C. 263f)) and under authority 
delegated to the Commissioner of Food 
and Drugs (21 CFR 5.10) and redelegatc ! 
to the Director. Center f or D evices and 
Radiological Health (21 CFR 5.66). 

Dated: March 15,1965 
John C. VUlfoith. 

Director. Center for Devices and Horfrotogtccl 
Health. 

|FR Doc. 8S-6790 Filed 3-21-85; 8:45 am) 

StUJMQ COOC 4t«*~01-M 


(Docket Nos. 84V-0035 et at] 

Availability of Approved Variances for 
Sunlamp Products 

agency: Food and Drug Administration 
action: Notice. 

summary: The Food and Drug 
Administration (FDA) is announcing 
that variances from the performance 
standard for sunlamp products have 
been approved by FDA’s Center for 
Devices and Radiological Health 
(CDRH), for certain specified sunlamp?* 
and sunlamp products manufactured or 
imported by seven organizations. The 
intended use of the products is to 
produce ultraviolet radiation for tannin# 
the skin. 

dates: The effective dates and 
termination dotes of the variances are 
Ii9ted in the table below. 

ADDRESS; The applications and all 
correspondence on Ihe applications 
have been placed on display In the 
Dockets Management Branch (HFA- 
305), Food and Drug Administration. 
Room. 4-62. 5600 Fishers Lane. 
Rockville. MD 20657. 

FOR FURTHER INFORMATION CONTACT: 
Tracy Summers. Center for Devices and 
Radiological Health (HFZ-64), Food and 
Drug Administration, 5600 Fishers Lane, 
Rockville, MD 20657, 301-443-4674. 
SUPPLEMENTARY INFORMATION: Under 
S 1010.4 (21 CFR 1010.4) of the 
regulations governing establishment of 
performance standards under section 
358 of the Radiation Control for Health 
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and Safety Act of 1968 (42 U.S.C. 263f), 
CDRH has granted each of the seven 
organizations listed in the toble below, a 
variance from certain requirements of 
the performance standard for sunlamp 
products (21 CFR 104020). Approval has 
been granted for the listed products to 
vary as specified from that portion of 
§ :t)40.20(c)(2)(ii) requiring die maximum 
timer interval for a sunlamp product to 
be 10 minutes or less. All other 
provisions of $ 1040.20 remain 
applicable to the listed sunlamp 
products and ultraviolet lamps. 

Each of the variances for the 
nominally ultraviolet-A (UVA) sunlamp 
products permits the listed manufacturer 
or importer to introduce into commerce 
sunlamp products that have less than 5 


percent of their ultraviolet radiation at 
wavelengths shorter than 320 
nanometers, CDRH’a experience with 
this kind of sunlamp product indicates 
that the relatively lengthy exposure 
recommended by the manufacturer does 
not result in severe acute skin burns or 
corneal injury. Therefore, the time 
interval requirement of $ 1040.20(c)(2)(H) 
is not appropriate for these UVA 
products. Even though the skin hazard is 
reduced, there is still a need to wear 
protective eyewear to eliminate the 
unnecessary risk to chemically 
sensitized lenses or. of cornea damage, 
or of long-term development of lens 
opacities. 

CDRH has determined that suitable or 
alternate means of radiation protection 


are provided by (i) constraints on the 
physical and optical design of the 
products and (ii) warnings in the user 
manual and on the products. Therefore, 
on the effective dates specified in the 
table below, CDRH approved the 
requested variances by a letter to each 
manufacturer or importer from the 
Deputy Director of CDRH. 

So that the product may show 
evidence of the variance approved for 
the manufacturer or importer of that 
product, each product shall bear on the 
certification label required by 
§ 1010.2(a) (21 CFR 1010.2(a)) a variance 
number, which is the FDA docket 
number appearing in the table below, 
and the effective date of the variance as 
specified in the table below. 


OocMNa 

Ogantcaion granted th# variance 

Sunlamp product 

Eftacirya daio/iormnaaon date 

t<«* 0035 (arncndrrwnO 

Tan Body Sun System* Mfg Inc.. 1423 Proapact 
Straat. FW. toengan 46603 

Artach InduaSnaa, Inc, 5335 SW 42nd. Porttend. 
Oogon *7221 

Jateji Nnrrjth-tial Cnra (Wmw Vtek* M Rim 

UVA aumamp product* manufactured Kay Tan Body Sot 
Syatama, Mfg Inc 

UVA auntanrang products manutaclurad by Artoch Irv 
duasnaa. Inc 

Dac 11. 1904-Mar 19. 1909 

rw k ,uu rw k rono 

luy 

LVC 3, 1 3, 1 

rw. in ,rii. f. — m InoA 

MV0374_ 

_ _ 

fUv -0309 

Mfchai Anga, 75016 Pan* Franca 

Sunwortd Manutactuwr*. 200 Commurtey Onva. Lafca 
SucotM, Naa YoA 11021 

National Bfciogicai Corp, 1632 Enterpnaa Partway. 
Twtnabuni Ohio 44007 

uya vumarnp pruuucii mmuiiLiurva Uf jmwun inipr* 
rwftorW Corp 

UVA tuntemp product* manutadurad by Sunwortd 
Manufacturer* 

UVA auriamp producta manufactured by Naftonai Bio¬ 
logical Corp 

UVA auntemp producta manctacturad by Scaminavten 
Sun Tan. Inc 

UVA ■ untemp producta mam/aeftaad by Waft Indua- 
tne* Inc 

uac i». TW4-uac itwa 

Dac 12. 1964-Dac 12. 1060 

Dac 14. 1994-Ooc H, 1909 

Dac 24. 1964-Oac 24. 1M9 

Dac 24. 1964-Dac 24. 1909 

64V-0384 . 

r wi • Owl i Vs inc., vw3 i rwvJ svifi 

Floor. Horn YoA. Nvw YoA 10022 

WL'aft IrrtJltriM Int 17fi fUrvth f.Unn f/Ml Atlanta 


Oaorgte 30342 


In accordance with S 1010.4, the 
applications and all correspondence on 
the applications have been placed on 
public display under the designated 
docket numbers in the Dockets 
Mnnagement Branch (address above), 
and may be seen in that office between 
9 a m. and 4 p.m., Monday through 
Friday. 

This notice is issued under the Public 
Health Service Act as amended by the 
Radiation Control for Health and Safety 
Act of 1968 (sec. 358. 82 Stat. 1177-1179 
(42 U.S.C. 263f)) and under authority 
delegated to the Commissioner of Food 
and Drugs (21 CFR 5.10) and redelegated 
to the Director, Center for Devices 
Radiological Health (21 CFR 5.86). 

Dated: March 13.1985. 

John C. VilUortfa, 

Director. Center for Devices and Radiological 

Ifeolth. 

(FR Doc. 85-6789 Filed 3-21-65; 8:45 am) 
fcUJ*0 COOf 4t«0 Ol-M 


(Docket No. 85M-0054) 

Barnes-Hind, Inc,, Premarket Approval 
of HYDROCURVE II® Bifocal (Bufllcon 
A) Soft (Hydrophilic) Contact Lens 

agency: Food and Drug Administration; 

HMS. 


action: Notice 


summary: The Food and Drug 
Administration (FDA) is announcing its 
approval of the supplemental 
application by Bames-Hind. Inc., 
Sunnyvale. CA. for premarket approval, 
under the Medical Device Amendments 
of 1976, of the HYDROCURVE U• 

Bifocal (bufilcon A) Soft (Hydrophilic) 
Contact Lens. After reviewing the 
recommendation of the Ophthalmic 
Devices Panel (formerly the Ophthalmic 
Device Station of the Ophthalmic; Ear, 
Nose, and Throat; and Dental Devices 
Panel). FDA’s Center for Devices and 
Radiological Health (CDRH) notified the 
applicant of the approval of the 
application. 

date: Petitions for administrative 
review by April 2,1985. 
address: Written requests for copies of 
the summary of safety and effectiveness 
data and petitions for administrative 
review to the Dockets Management 
Branch (HFA-305). Food and Drug 
Administration. Rm. 4-62, 5600 Fishers 
Lane. Rockville. MD 20857, 

FOR FURTHER INFORMATION CONTACT: 
Richard E. Lippman. Center for Devices 
and Radiological Health (HFZ-460), 
Food and Drug Administration, 8757 
Georgia Ave.. Silver Spring, MD 20910, 
301-427-7940. 


supplementary information: On June 
13.1983, Bames-Hind, Inc., Sunnyvale, 
CA 94066. submitted to CDRH a 
supplemental application for premarket 
approval of the HYDROCURVE 
Bifocal (bufilcon A) Soft (Hydrophilic) 
Contact Lens. The device is a 
hemispherical lens that ranges in 
distance powers from —12.00 diopters 
(D) to +8.00 D in 0.25 D steps and near 
additions of +1.00 to +2.50 D. It is 
indicated for daily wear correction of 
visual acuity in not-aphakic presbyopic 
persons with nondiseased eyes that are 
myopic, hyperopic, or emmetropic. The 
lens may be worn by persons who may 
exhibit up to 2.00 D of astigamatiem that 
does not interfere with visual acuity, it 
is to be disinfected using either thermal 
(heat) or chemical (not heat) lens care 
systems. On November 18,1983, the 
Ophthalmic Devices Panel, an FDA 
advisory committee, reviewed the 
application and recommended approval 
of it. On January 28,1985, CDRH 
approved the application by a letter to 
the applicant from the Director of the 
Office of Device Evaluation. CDRH. 

Before enactment of the Medical 
Device Amendments of 1976 (the 
amendments) (Pub. L 94-295, 90 Stat. 
539-583), contact lenses made of 
polymers other than 
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polymethylmethacrylate IPMMA) and 
solution! for use with such lenses were 
regulated as new drug!. Because the 
amendments broadened the definition of 
the term -device*’ in section 201(h) of the 
Federal Food. Drug, and Cosmetic Act 
(the act) (21 U.S.C. 321(h)). contact 
lenses made of polymers other than 
FMMA and solutions for use with such 
lenses are now regulated as class 111 
devices (premarkel approval). As FDA 
explained in a notice published in the 
Federal Register of December 18,1077 
(42 FR 63472), the amendments provide 
transitional provisions to ensure 
continuation of premarket approval 
requirements for class ill devices 
formerly regulated as new drugs. 
Furthermore. FDA requires, as a 
condition to approval, that sponsors of 
applications for premarket approval of 
contact lenses made of polymers other 
than PMMA or solutions for use with 
such lenses comply with the records and 
reports provisions of Subpart D in Part 
310 (21 CFR Part 310) until these 
provisions are replaced by similar 
requirements under the amendments. 

A summary of the safety and 
effectiveness data on which CDRH 
based its approval is on file with the 
Dockets Management Branch (address 
above) and is available from that office 
upon written request. Requests should 
be identified with the name of the 
device and the docket number found in 
brackets in the heading of this 
document. 

A copy of all approved labeling is 
available for public inspection at 
CDRH—contact Richard E. Lippman 
(HFZ-460), address above. 

The labeling of the HYDROCURVE !]• 
Bifocal (bufllcon A) Soft (Hydrophilic) 
Contact Lens states that the lens is to be 
used only with certain solutions for 
disinfection and other purposes. This 
restrictive labeling informs new users 
that they must avoid using certain 
products, such as solutions intended for 
use with hard contact lenses only. The 
restrictive labeling needs to be updated 
periodically, however, to refer to new 
lens solutions that CDRH approves for 
use with approved contact lenses made 
of polymers other than PMMA. A lens 
manufacturer that fails to update the 
restrictive labeling may violate the 
misbranding provisions of section 502 of 
the act (21 U.S.C. 352) as well as the 
Federal Trade Commission Act (15 
U.S.C. 41-58), as amended by the 
Magnuson-Moss Warranty-Federal 
Trade Commission Improvement Act 
(Pub. L. 93-637), Furthermore, failure to 
update restrictive labeling to refer to 
new solutions that may be used with an 
approved lens may be grounds for 


withdrawing approval of the application 
for the lens, under section 515(e)(1)(F) of 
the act (21 U.S.C. 380e(e)(l)(F)). 
Accordingly, whenever CDRH publishes 
a notice in the Federal Register of 
CDRFFs approval of a new solution for 
use with an approved lens, the applicant 
shall correct its labeling to refer to the 
new solution at the next printing or at 
any other time CDRH prescribes by 
letter to the applicant 

• 

Opportunity for Administrative Review 

Section 515(d)(3) of the act (21 U.S.C. 
300e(d)(3)) authorizes any interested 
person to petition, under section 515(g) 
of the act (21 U.S.C 380e(g)), for 
administrative review of CDRlfs 
decision to approve this application. A 
petitioner may request either a formal 
hearing under Part 12 (21 CFR Part 12) of 
FDA’s administrative practices and 
procedures regulations or a review of 
the application and CDRH's action by 
an independent advisory committee of 
experts. A petition is to be in the form of 
a petition for reconsideration under 
§ 10.33(b) (21 CFR 10.33(b)). A petitioner 
shall identify the form of review 
requested (hearing or independent 
advisory committee) and shall submit 
with the petition supporting data and 
information showing that there is a 
genuine and substantial issue of 
material fact for resolution through 
administrative review. After reviewing 
the petition. FDA will decide whether to 
grant or deny the petition and will 
publish notice of its decision In the 
Federal Register. If FDA grants the 
petition, the notice will state the issue to 
be reviewed, the form of review to be 
used, the persons who may participate 
in the review, the time and place where 
the review will occur, and other details. 

Petitioners may. at any time on or 
before April 22, 1985. file with the 
Dockets Management Branch (address 
above) two copies of each petition and 
supporting data and information, 
identified with the name of the device 
and the docket number found in 
brackets in the heading of this 
document. Received petitions may be 
seen in the office above between 9 am 
and 4 p.m., Monday through Friday. 

This notice is issued under the Federal 
Food. Drug, and Cosmetic Act (secs. 515(d), 
520(h), 90 Slat. 554-555. 571 (21 U.S.C. 360e|d). 
3<)0f(h))) and under the authority delegated to 
the Commissioner of Food and Drugs (21 CFR 
510) and redelegated to the Director. Outer 
for Devices and Radiological Health (21 CKR 
5531 


Dated: March 15 1985 
John C. Villforth. 

Director, Center for Devices and HadloJagfOoJ 
Health. 

[FR Doc. 85-6788 Filed 3-21-85 8:45 umj 

BILLING COOC 4140-01*41 


Decton* White Powder; Withdrawal of 
Approval of NADA 

agency: Food and Drug Administration 
action: Notice. 


summary: The Food and Drug 
Administration (FDA) is withdrawing 
approval of a new animal drug 
application (NADA) sponsored by 
Burroughs Wellcome Co,. Willcome 
Animal Healtht)ivision, for Decton 9 
White Powder (dequaiinium chloride 
and urea) for treating wounds on dogs, 
cats, cattle, and horses. The sponsor 
requested the withdrawal of approval. 

EFFECTIVE DATE: April 1, 1985 

FOR FURTHER INFORMATION CONTACT: 

John Augsburg. Center for Veterinary 
Medicine (HFV-216), Food and Drug 
Administration. 5600 Fishers Lane. 
Rockville. MD 20B57, 301-443-1646. 

SUPPLEMENTARY INFORMATION: 

Wellcome Animal Health Division. 
Burroughs Wellcome Co., 2000 South 
11th St.. Kansas City. KS 66103. is 
sponsor of NADA 12-257 for Decton 9 
White Powder (dequaiinium chloride 
and urea) as an antispetic, proteolytic 
surface wound dressing on dogs, cats, 
cattle, and horses. The application was 
originally approved on June 3, I960. In >i 
letter dated October 24,1984. the firm 
requested withdrawal of approval of the 
NADA because the drug Is no longer 
being marketed. Approval of this NAD A 
has not been codified in the Code of 
Federal Regulations. 

Therefore, under the Federal Food. 
Drug, and Cosmetic Act (see. 512(e). 82 
Stot. 347 (21 U.S.C 360b[e))) and under 
authority delegated to the Commissioner 
of Food and Drugs (21 CFR 5.10) and 
redelegated to the Center for Veterinary 
Medicine (21 CFR 5.84] and in 
accordance with § 514.115 Withdrawal 
of approval of applications (21 CFR 
514.115), notice is given that approval of 
NADA 12-257 for Decton* White 
Powder (dequaiinium chloride and urcaj 
is hereby withdrawn, effective April 1 
1985. 

Dated: March IB. 1065. 

Gerald B. Guest. 

Acting Director, Center for Veterinary 

Medicine, 

(FR Doc- 85-8703 Hied 3-21-85:8 45 dm] 

BILLING COOT 4140-01-41 
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I Docket No. S5M-O055) 

PrecIsiorhCosmet Co. # Inc.; Premarket 
Approval of SATURN II™ (Synergicon 
A) Rigid Center/Soft Hydrophilic Skirt 

Contact Lena 

agency: Food and Drug Administration. 
action: Notice. 

summary: The Food and Drug 
Administration (FDA) is announcing its 
approval of the application by Precision- 
Cosmet Co.. Inc., Minnetonka, MN. for 
prf market approval, under the Medical 
Device Amendments of 1976. of the 
SATURN II™ (synergicon A) Rigid 
Center/Soft Hydrophilic Skirt Contact 
Lens. After reviewing the 
recommendation of the Ophthalmic 
Devices Panel formerly the Ophthalmic 
Device Section of the Ophthalmic; Ear, 
Nose, and Throat: and Dental Devices 
Panel), FDA’s Center for Devices and 
Radiological Health (CDRH) notified the 
applicant of the approval of the 
application. 

date: Petitions for administrative 
review by April 22,1985. 
address: Written requests for copies of 
the summary of safety and effectiveness 
data and petitions for administrative 
review to the Dockets Management 
Branch (HFA-305). Food and Drug 
Administration. Rm. 4-82, 5600 Fishers 
Lane, Rockville. MD 20857. 

FOR FURTHER INFORMATION CONTACT: 
Richard E. Lippman. Center for Devices 
and Radiological Health (HFZ-480), 

Food and Drug Administration. 8757 
Georgia Ave.. Silver Spring. MD 20910, 
301-427-7940. 

supplementary information: On 

February 8,1984, Precision-Cosmet Co.. 
Inc., Minnetonka. MN 55843, submitted 
to CDRH an application for premarket 
approval of the SATURN II™ 

(synergicon A) Rigid Center/Soft 
Hydrophilic Skirt Contact Lens. The 
device is indicated for daily wear by 
Individuals with nondiseased, not- 
aphakic, myopic eyes that require 
spherical correction in the power range 
from 0.00 (piano) to -13,00 diopters (D). 
The eyes may exhibit astigmatism not in 
excess of 4.00 D which does not interfere 
with visual acuity. The SATURN II™ 
(synergicon A) Rigid Center/Soft 
Hydrophilic Skirt Contact Lens is to be 
^infected using a chemical (not heat) 
^infection system only. On April 17, 
1934, the Ophthalmic Devices Panel, an 
FDA advisory committee, reviewed and 
recommended approval of the 
application. On January 18,1985, CDRH 
approved the application by a letter to 
the applicant from the Director of the 
Office of Device Evaluation, CDRH. 


Before enactment of the Medical 
Device Amendments of 1978 (the 
amendments) (Pub. L 94-295,90 Stat. 
539-583], contact lenses made of 
polymers other than 
polymethylmethacrylate (PMMA) and 
solutions for use with such contact 
lenses were regulated as new drugs. 
Because the amendments broadened the 
definition of the term "device" in section 
201(h) of the Federal Food, Drug, and 
Cosmetic Act (the act) (21 U.S.C. 321(h)), 
contact lenses made of polymers other 
than PMMA and solutions for use with 
such lenses are now regulated as class 
III device (premarket approval). As FDA 
explained in a notice published in the 
Federal Register of December 16.1977 
(42 FR 83472), the amendments provide 
transitional provisions to ensure 
continuation of premarket approval 
requirements for class III devices 
formerly regulated as new drugs. 
Furthermore, FDA requires, as a 
condition to approval, that sponsors of 
applications for premarket approval of 
contact lenses made of polymers other 
than PMMA or solutions for use with 
such lenses comply with the records and 
reports provisions of Subpart D of Part 
310 (21 CFR Part 310), until these 
provisions are replaced by similar 
requirements under the amendments. 

A summary of the safety and 
effectiveness data on which CDRH 
based its approval is on file with the 
Pockets Management Branch (address 
above) and is available from that office 
upon written request. Requests should 
be identified with the name of the 
device and the docket number found in 
brackets in the heading of this 
document. 

A copy of all approved final labeing is 
available for public inspection at 
CDRH—contact Richard E. Lippman 
(HFZ-460), address above. 

The labeling of the approved contact 
lens states that the lenses are to be used 
only with certain solutions for 
disinfection and other purposes. This 
restrictive labeling informs new users 
that they must avoid using certain 
products, such as solutions intended for 
use with hard contact lenses only. The 
restrictive labeling needs to be updated 
periodically, however, to refer to new 
lens solutions that CDRH approves for 
use with approved contact lenses made 
of polymers other than PMMA. An 
applicant who fails to update the 
restrictive labeling may violate the 
misbranding provisions of section 502 of 
Ihe act (21 U.S.C. 352) as well as the 
Federal Trade Commission Act (15 
U.S.C. 41-58), as amended by the 
Magnuson-Moss Warranty-Federal 
Trade Commission Improvement Act 
(Pub. L 93-637). Furthermore, failure to 


update restrictive labeling to refer to 
new solutions that may be used with an 
approved lens may be grounds for 
withdrawing approval of the application 
for the lense under section 515(e)(1)(F) 
of the act (21 U.S.C. 380(e)(F)). 
Accordingly, whenever CDRH publishes 
a notice in the Federal Register of 
CFRH’s approval of a new solution for 
use with an approved lens, the applicant 
shall correct its labeling to refer to the 
new solution at the next printing or at 
any other time CDRH prescribes by 
letter to the applicant. 

Opportunity for Administrative Review 

Section 515(d)(3) of the act (21 U.S.C. 
380(e)(3)) authorizes any interested 
person to petition, under section 515(g) 
of the act (21 U.S.C. 380e(g)), for 
administrative review of CDRITb 
decision to approve this application. A 
petitioner may request either a formal 
hearing under Part 12 (21 CFR Part 12) of 
FDA‘s administrative practices and 
procedures regulations of a review of 
the application and CDRH's action by 
an independent advisory committee of 
experts. A petition is to be in the form of 
a petition for reconsideration under 
S 10.33(b) (21 CFR 10.33(b)). A petitioner 
shall identify the form of review 
requested (hearing or independent 
advisory committee) und shall submit 
with the petition supporting data and 
information showing that there is a 
genuine and substantial issue of 
material fact for resolution through 
administrative review. After reviewing 
the petition. FDA will decide whether to 
grant or deny the petition and will 
publish a notice of its decision in the 
Federal Register. If FDA grants the 
petition, the notice will state the issue to 
be reviewed, the form of review to used, 
the persons who may participate in the 
review, the time and place where the 
review will occur, and other details. 

Petitioners may. at any time on or 
before April 22,1985, file with the 
Dockets Management Branch (address 
above) two copies of each petition and 
supporting data and information, 
identified with the name of the device 
and the docket number found in 
brackets in the heading of this 
document. Received petitions may be 
seen in the office above between 9 a.m. 
and 4 p m.. Monday through Friday. 

This notice is issued under the Federal 
Food. Drug, and Cosmetic Act (secs. 
515(d), 520(h), 90 Stat. 554-555, 571 (21 
U.S.C. 360e(d), 360j(h))) and under 
authority delegated to the Commissioner 
of Food and Drugs (21 CFR 5.10) and 
redelegated to the Director. Center for 
Devices and Radiological Health (21 
CFR 5.53). 
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II.i led: March IS. 1985. 

John C Vi Ilf orth. 

Director. Center for Devices and Radiological 
Health. 

(FR Doc. 85-6792 FUed 5-21-85; 8:45 am| # 

*<LUMQ COOC 41*0-01-41 


! Docket Ho. 85M-O037) 

Syntex Ophthalmic*. Inc^ Pramarkat 
Approval of SYNSOFT • (Polymacon) 
Bifocal Contact Lana 

AGENCY: Food and Drug Administration. 
action: Notice. 

summary: The Food and Drug 
Administration (FDA) is announcing its 
approval of the application by Syntex 
Ophthalmics. Inc.. Phoenix. A2 for 
premarket approval, under the Medical 
Device Amendments of 1978, of the 
SYNSOF • (polymacon) Bifocal Contact 
Lens. After reviewing the 
recommendation of the Ophthalmic 
Devices Panel (formerly the Ophthalmic 
Device Section of the Ophthalmic; Ear. 
Nose, and Throat; and Dental devices 
Panel), FDA’s Center for Devices and 
Radiological Health (CDR1I) notified the 
applicant of the approval of the 
application. 

date: Petitions for administrative 
review by April 22,1985. 
address: Written requests for copies of 
the summary of safety and effectiveness 
data and petitions for administrative 
review to the Dockets Management 
Branch (HFA^305), Food and Drug 
Administration. Rm. 4-62. 5800 Fishers 
Lane. Rockville. MD 20857. 

FOR FURTHER INFORMATION CONTACT 
Richard E. Lippman. Center for Devices 
and Radiological Health (HFZ-460). 

Food and Drug Administration. 8757 
Georgia Ave., Silver Spring. MD 20910. 
301-427-7940. 

SUPPLEMENTARY INFORMATION: On 

February 21.1984, Syntex Ophthalmics 
Inc.. Phoenix. AZ 85069-0800, submitted 
to CDRH an application for premarket 
approval of the SYNSOFT • 

[polymacon) Bifocal Contact Lens. The 
device is indicated for daily wear for the 
improvement of visual acuity in 
individuals with nondiseased. not* 
apkakic. presbyopic eyes the require 
spherical correction in the power range 
from -8.00 to -F 4.00 diopters (D) and 
the require refractive add for near 
correction up to 2.50 D. The eyes may 
exhibit astigmatism not in excess of ZJOO 
D which does not interfere with visual 
acuity, the SYNSOFT • (polymacon) 
Bifocal Contact Lens is to be disinfected 
using either a heat (thermal) or a 
chemical (not beat) disinfection system. 
On April 17,1984, the application was 


reviewed by the Ophthalmic Devices 
Panel, an FDA advisory committee, with 
recommended approval of the 
application. On January 4.1965. CDRH 
approved the application by a letter to 
the applicant from the Director of the 
Office of Device Evaluation. CDRH 

Before enactment of the Medical 
Device Amendments of 1978 (the 
amendments) (Pub. L 94-295. 90 StaL 
539-563). contact lenses made of 
polymers other than 
polymethylmethacrylate (PMMA) and 
solutions for use with such contact 
lenses were regulated as new drugs. 
Because the amendments broadened the 
deflation of the term “device" is section 
201(h) of the Federal Food. Drug, and 
Cosmetic Act (the act) 21 U&C. 321(h)). 
contact lenses made of polymers other 
the PMMA and solutions for use with 
such lenses are now regulated as class 
HI medical devices (premarket 
approval). As FDA explained in a notice 
published in the Federal Register of 
December 16.1977 (42 FR 63472). the 
amendments provide transitional 
provisions to ensure continuation of 
premarket approval requirements for 
class III devices formerly regulated as 
new drugs. Furthermore. FDA requires, 
as a condition to approval, that sponsors 
of applications for premarket approval 
of contact lenses made of polymers 
other than PMMA or solutions for use 
with such lenses comply with the 
records and reports provisions of 
Subpart D of Part 310 (21 CFR Part 310), 
until these provisions are replaced by 
similar requirements under the 
amendments. 

A summary of the safety and 
effectiveness data on which CDRH 
based its approval is on file with the 
Dockets Management Branch (address 
above) and is available from that office 
upon written request Requests should 
be identified with the name of the 
device and the docket number found in 
brackets in the heading of this 
documenL 

A copy of ail approved labeling is 
available for public inspection at 
CDRH—contact Richard E. Lippman 
(HFZ-460), address above. 

The labeling of the approved contact 
lens slates that the lenses are to be used 
only with certain solutions for 
disinfection and other purposes. This 
restrictive labeling informs new users 
that they must avoid using certain 
products, such as solutions intended for 
use with hard contact lenses only. The 
restrictive labeling needs to be updated 
periodically, however, to refer to new 
lens solutions that CDRH approves for 
use with approved contact lenses made 
of polymers other than PMMA. A lens 
manufacturer who fails to update the 


restrictive labeling may violate the 
misbranding provisions of section 502 of 
the act (21 U.S.C, 352) as well ss the 
Federal Trade Commission Act (15 
U.S.C. 41-58). as amended by the 
Magnuson-Moss Warranty-Federal 
Trade Commission Improvement Act 
(Pub, L 93-637). Furthermore, failure to 
update restrictive labeling to refer to 
new solutions that may be used with an 
approved lens may be grounds for 
withdrawing approval of the application 
for the lens under section 515(e)(1)(F) of 
the act (21 U.S.C 380e(e)(l)(P)) 
Accordingly, whenever CDRH publishes 
a notice in the Federal Register of 
CDRH*s approval of a new solution for 
use with an approved lens, the applicant 
shall correct its labeling to refer to the 
new solution at the next printing or at 
any other time CDRH prescribes by 
letter to the applicant. 

Opportunity for Administrative Review 

Section 515(d)(3) of the act (21 U.S.C. 
360e(d)(3)) authorises any interested 
person to petition, under section 515(g) 
of the act (21 U.S.C. 360e(g)). for 
administrative review of CDRH’s 
decision to approve this application. A 
petitioner may request either a formal 
hearing under Pari 12 (21 CFR Pari 12) of 
FDA's administrative practices and 
procedures regulations or a review of 
the application and CDRH's action by 
an independent advisory committee of 
experts. A petition is to be in the form of 
a petition for reconsideration under 
{ 10.33(b) (21 CFR 10.33(b)). A petitioner 
shall identify the form of review 
requested (hearing or independent 
advisory committee) and shall submit 
with the petition supporting data and 
information showing that there is a 
genuine and substantial issue of 
material fact for resolution through 
administrative review. After reviewing 
the petition. FDA will decide whether to 
grant or deny the petition and will 
publish a notice of its decision in the 
Federal Register. If FDA grants the 
petition, the notice will state the issue to 
be reviewed, the form of review to be 
used, the persons who may participate 
in the review, the time and place where 
the review will occur, and other detail.* 

Petitioners may, at any time on or 
before April 22.1985, file with the 
Dockets Management Branch (address 
above) two copies of each petition ami 
supporting data and information, 
identified with the name of the device 
and the docket number found in 
brackets in the heading of this 
documenL Received petitions may be 
seen In the office above between 9 a.m. 
and 4 p.m., Monday through Friday. 
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This notice is issued under the Federal 
Food, Drug, and Cosmetic Act (secs. 
515(d), 520(h), 90 Stat 554-555, 571 (21 
U S.C 380e(d). 360j(h))) and under the 
authority delegated to the Commissioner 
of Food and Drugs (21 CFR 5.10) and 
redelegated to the Director. Center for 
Df vices and Radiological Health (21 
CFR 5.53). 

Dated; March 15.1965. 

John C. Vlllforth, 

Director* Center for Devices and Radiological 

Health, 

|FR Doc. 85-6791 Filed 3-21-55; 8:45 ami 

MJJNO COOC 4«aa-0f-M 


Health Resources and Services 
Administration 

Information Regarding Requirements 
for Health Maintenance Organizations 

agency: Health Resources and Services 
Administration, HHS. 
action: Notice; information regarding 
requirements for qualified health 
maintenance organizations. 

summary: This notice amends 
information relating to the requirements 
for federally qualified health 
maintenance organizations (HMOs) that 
was published in the Federal Register on 
April 29. I960. The amendment deletes 
the requirement for a cancellation 
clause in contracts between an HMO 
and another party performing the 
HMO’s marketing activities. 

FOR FURTHER INFORMATION CONTACT: 
Frank H. Seubold. Ph.D.. Associate 
Director for Health Maintenance 
Organizations. Bureau of Health 
Maintenance Organizations and 
Resources Development. Room 9-05. 
ParUawn Building. 5800 Fishers Lane. 
Rockville, Maryland 20857. (301) 443- 
4106. 

supplementary information: On 
Tuesday. April 29, i960, the Director of 
the Department’s Office of Health 
Maintenance Organizations (OHMO) 
published a number of interpretive 
rulings in the Federal Rogister (45 FR 
23654-63). The interpretive rulings 
responded to questions posed by HMOs 
and others relating to the requirements 
for federally qualified HMOs as set out 
in Title XIII of the Public Health Service 
Act and its implementing regulations at 
« CFR Part 110, Subpart A. The April 29 
notice also stated that the rulings would 
he subject to updating. 

Upon review of the following such 
•nterpretive ruling, we have determined 
the portion in italics should be 
deleted. 

Q Is it allowable for an HMO to 
contract with another party to direct the 


performance of the HMO’s marketing 
functions? 

A. Yes. An HMO is allowed to enter 
into a contract with another party which 
undertakes marketing activities on the 
HMO’s behalf; however, such contract 
must specify that the HMO retains the 
right to terminate the agreement and 
implement, at any time, its own 
marketing activities to any groups or 
individuals it proposes to serve. Further, 
the contract must assure that 
performance by the contractor under the 
contract will not be inconsistent wifh 
the HMO's compliance with its 
assurances and applicable requirements, 
such as the one for full and fair 
disclosure to members prior to 
enrollment/* (Emphasis added.) 

Although the two parties to the 
marketing contract may certainly agree 
that a cancellation clause Is appropriate, 
its inclusion is a business matter 
between the HMO and the contractor 
and should, therefore, not be prescribed 
by the Federal Government. Such a 
determination is consistent with the 
final rulemaking published in the 
February 14,1985 Federal Register (50 
FR 6171-76) which, among other 
changes, deleted that section of the 
HMO regulations that required HMOs to 
include certain provisions in their 
contracts with medical groups, 
individual practice associations, and 
health professionals. 

Accordingly, the interpretive ruling is 
amended to read as follows. 

Q. Is it allowable for an HMO to 
contract with an other party to direct the 
performance of the HMO’s marketing 
functions? 

A. Yes. An HMO is allowed to enter 
into a contract with another party which 
undertakes marketing activities on the 
HMO’s behalf; however, such contract 
must assure that performance by the 
contractor under the contract will not be 
inconsistent with the HMO's compliance 
with its assurances and applicable 
requirements, such as the one for full 
and fair disclosure to members prior to 
enrollment. 

Dated: March 17,1985. 

Robert Graham. 

Administrator, Health Resources and 
Services Administration . 

(FR Doc. 85-6794 Filed 3-21-85: 8:45 am) 
01UJNQ COOC 4T«M*-M 


Office of Child Support Enforcement 

Delegations of Child Support 
Enforcement Program Authorities 

Notice is hereby given that, pursuant 
to the authorities for the Child Support 
Enforcement Amendments of 1984. Pub. 


L 96-378, section 9 of the Parental 
Kidnapping Prevention Act of 1980. Pub. 
L 96-611, and certain organizational 
realignments of program administration 
functions within the Department, the 
Secretary has approved the following 
delegations of authority to the Director, 
OCSE: 

i. Pursuant to section 466 of the Social 
Security Act (the Act), as amended, 
authority to specify data and estimates 
pertaining to caseloads, processing 
times, administrative costs and average 
support collections which the State is 
required to produce to request an 
exemption from the requiremenfto enact 
any of the laws or use the procedures 
required. 

II. Pursuant to section 466 of the Act. 
authority to exempt a State, upon its 
request for an exemption from the 
requirement to enact any of the laws or 
use the procedures required under 
section 466 of the Act from the 
requirement to enact the law or use the 
procedures involved, or to exempt one 
or more political subdivisions of the 
State from these requirements, based on 
the effectiveness and efficiency of the 
State Child Support Enforcement 
program. 

Conditions 

(a) Authority to exempt one or more 
political subdivisions within a State is 
limited to the requirement under which 
expedited processes are in effect for 
obtaining and enforcing support orders 
and at State option, establishing 
paternity, and must be based on the 
effectiveness and timeliness of support 
order issuance and enforcement within 
the political subdivision. 

(b) Exemptions granted are subject to 
continuing review and termination of the 
exemptions should circumstances 
change. 

m. Pursuant to section 15 of Pub. L 
96-378, authority to determine, at the 
request of any State on the basis of 
information submitted by the State and 
such other information as may be 
available, if a State shatl not be required 
to establish a State Commission. 

Conditions 

(a) A Slate shall not be required to 
establish a State Commission: 

(i) If the State has placed in effect and 
is implementing objective standards for 
the determination and enforcement of 
child support obligations; 

(ii) If the State has established within 
five years prior to the enactment of Pub. 
L 98-378 a commission or council with 
substantially the same functions as the 
State Commissions provided for under 
section 15 of Pub L 98-378; or 
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(ill) If the State is making satisfactory 
progress toward fully effective child 
support enforcement and will continue 
to do so. 

IV. Pursuant to section 452(a)(4) of the 
Act. authority to determine, for the 
purposes of the penalty provision of 
section 403(h) of the Act, whether the 
actual operation of State programs for 
locating absent parents, establishing 
paternity and obtaining child support 
substantially complies with the 
requirements of Part D of title IV of the 
Act. based upon audits of such programs 
undertaken in accordance with section 
452(a)(4) of the Act not less often than 
once every 3 years (or not less often 
than annually in the case of any State to 
which a reduction is being applied under 
section 403(h)(1), or which is operating 
under a corrective action plan in 
accordance with section 403(h)(2) of the 
Act). 

Conditions 

(a) Authority to make the final 
decision that the penalty provision of 
section 403(h) of the Act will be imposed 
upon a State and to determine the 
amount of the penalty is reserved for the 
Director, Office of Child Support 
Enforcement, after consultation with the 
Secretary. 

(b) A State which is not in full 
compliance with the requirements of 
sections 402(a)(27). 452(a)(4) and 403(h) 
of the Act shall be determined to be in 
substantial compliance if it is 
determined that any noncompliance is 
of a technical nature which does not 
adversely affect the performance of the 
State Child Support Enforcement 
program. 

V. Pursuant to section 403(h)(2) of the 
Act, authority to determine whether or 
not to suspend the penalty or to end a 
penalty suspension. 

Conditions 

(a) The penalty shall be suspended if: 

(i) The State submits a corrective 
action plan (within a period specified in 
regulations) which contains steps 
necessary to achieve substantial 
compliance within an appropriate time 
period; 

(ii) The corrective action plan (and 
any amendments thereto) is approved: 
and 

(iii) The corrective action plan (and 
any amendments thereto) is being fully 
Implemented by the State and the State 
is progressing in accordance with the 
timetable contained in the plan to 
achieve substantial compliance. 

(b) A suspension of the penalty shall 
continue until such time as it is 
determined that: 


(i) The State has achieved substantial 
compliance; 

(ii) The State is no longer 
implementing its corrective action plan: 
or 

(iii) The State is implementing or has 
implemented its corrective action plan 
but has failed to achieve substantial 
compliance within the appropriate time 
period. 

VL Pursuant to section 458 of the Act 
authority to estimate the amounts of the 
incentive payments to be made to the 
various States at or before the beginning 
of each fiscal year, to make such 
payments on a quarterly basis, and to 
determine whether such amounts should 
be reduced or increased to the extent of 
any overpayments or underpayments 
determined to have boen made under 
section 458 of the Act to the States 
Involved for prior periods and with 
respect to which adjustment has not 
already been made. 

Conditions 

(a) If one or more political 
subdivisions of the State participate in 
the costs of carrying out activities under 
the State plan during any period, each 
such subdivision shall be entitled to 
receive an appropriate share of any 
incentive payment made to the State for 
such period, taking into account the 
efficiency and effectiveness of the 
activities carried out under the State 
plan by the political subdivision. 

VII. Pursuant to sections 455(e) and 
1115 of the Act, authority to appoint 
panelists to review grant applications 
concerning demonstration projects 
which Involve programs for locating 
absent parents, establishing paternity 
and obtaining child support 

Vlli. Pursuant to sections 455(e) and 
1115 of the Act. authority to direct the 
competitive review of grant applications 
concerning demonstration projects 
which involve programs for locating 
absent parents, establishing paternity 
and obtaining child support 

IX. Pursuant to sections 455(e) and 
1115 of the Act authority to administer 
and implement demonstration projects 
which involve programs for locating 
absent parents, establishing paternity 
and obtaining child support. 

Conditions 

(a) Where all or any part of an 
experimental pilot or demonstration 
project is wholly financed with Federal 
funds made available under section 1115 
of the Act. without any State, local, or 
other non-Federal financial 
participation, that project must be 
personally approved by the Secretary or 
Under Secretary of HHS, 

(b) The project: 


(i) Must be designed to improve the 
financial well being of children or 
otherwise improve the operation of the 
child support program; 

(ii) May not permit modifications in 
the child support program which would 
have the effect of disadvantaging 
children in need of support; and 

(iii) Must not result in increased cost 
to the Federal Government under the 
program of aid to families with 
dependent children. 

X. Pursuant to section 1115 of the Act, 
authority to approve grant awards and 
perform related grants management 
functions for cooperative demonstration 
projects which involve programs for 
locating absent parents, establishing 
paternity and obtaining child support 

Conditions 

(a) Where all or any part of an 
experimental, pilot or demonstration 
project is wholly financed with Federal 
funds made available under section 1115 
of the Act, without any State, local, or 
other non-Federal financial 
participation, that project must be 
personally approved by the Secretary or 
Under Secretary of HHS. 

XI. Pursuant to section 1115 of the Act. 
authority to waive, and review waivers 
of compliance with State plan 
requirements under the Child Support 
Enforcement program to enable States to 
carry out experimental, pilot or 
demonstration projects. 

Conditions 

(a) Where all or any part of an 
experimental, pilot or demonstration 
project is wholly financed with Federal 
funds made available under section 1115 
of the Act. without any State, local, or 
other non-Federal financial 
participation, that project must be 
personally approved by the Secretary or 
Under Secretary of H1IS. 

XII. Pursuant to section 455(e) of the 
Act. authority to waive any of the 
requirements of Part D of title IV of the 
Act that relate to the special project 
grants to States to promote 
improvements in interstate enforcement 

Xin. Pursuant to section 455(e) of the 
Act, authority to determine the terms 
and conditions a State must meet in 
order to qualify for a special project 
grant to promote improvements in 
interstate enforcement 

XiV. Pursuant to section 455(e) of the 
Act authority to approve special project 
grants to States to promote 
improvements in interstate enforcement 
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Conditions 

I* ) The project must be likely to be of 
significant assistance In improving 
interstate enforcement. 

XV. Pursuant to section 463 of the Act. 
authority to sign agreements with States 
for use of the Federal Parent Locator 
Service In connection with the 
enforcement or determination of child 
custody and in cases of parental 
kidnaping of a child. 

XVI. The delegations contained in 
Authorities I. DL IV and VI-XIV may be 
recklcgated. 

XVIL The delegations specified in 
Authorities 1-XV above were approved 
by the Secretary on February 4.1985. 

| liie Secretary also affirmed and ratified 
! any actions taken by the Director. 

OCSK, prior to the effective date of the 
: approved delegations. 

John Q'Shaughnessjr, 
i Am i* font Secretary For Management and 
Budget 

March 14. 1985. 

|KR Doc 85-6885 Filed 3-21-85; 8:45 am| 
■LU*C COOt 41SS-SIM 


DEPARTMENT OF THE INTERIOR 

Bureau of Indian Affairs 

I Advisory Committee for Exceptional 
Children. To Investigate the Unmet 
I Needs of Handicapped Indian 
Children; Meeting 

This notice is published in accordance 
of authority delegated by the Secretary 
[of the Interior to the Assistant Secretary 
of Indian Affairs by 209 DM 8. 

In accordance with Section 612(7) of 
Pub. L 94-142 as amended by Section 
I S(a) of Pub. L 94-142. Education of the 
Handicapped Act. the Bureau of Indian 
Affairs Advisory Committee for 
I Exceptional Children will meet on 
March 28. 29, & 30.1985 in Tucson. 

I Arizona at the Smugglers Inn. 6350 E. 

I Speedway* 

The purpose of the meeting will be to 
I investigate the unmet needs of 
I Handicapped Indian children, to discuss 
I the special application process for the 
I Bureau of Indian Affairs* Special 
I Education Program, review and revise 
I the Charter and plan for the next Fiscal 

I 

The meeting Is open to the public. Any 
I member of the public can file a written 
| statement concerning the matters 
discussed with the Bureau of Indian 
Affairs, Branch of Exceptional 
Education. 1951 Constitution Avenue, 

N W Code 523. Washington. D.C. 20245. 
Within 30 days after the meeting. 


Any additional information about the 
meeting can be obtained from Ms. Marie 
). Emery*. Bureau of Indian Affairs. Main 
Interior Building. Room 4644. telephone 
number (202) 343-6675. 

Tbedore C Krcnzke. 

Acting Duty Assistant Secretory — Indian 
Affairs. 

March 14.198S. 

|FR Doc. 6977 Filed 3-21-85; 8:45 am) 

SruJMG cooc 


Irrigation Operation and Maintenance 
Charges; Water Charges and Related 
Information on the Wapato Irrigation 
Project. WA 

This notice of operation and 
maintenance rates and related 
information is published under the 
authority delegated by the Secretary of 
Interior to the Assistant Secretary— 
Indian Affairs in 230 DM 1 and 
redelegated by the Assistant 
Secretary—Indian Affairs to the Area 
Directors in 10 BIAM 3. The authority to 
issue regulations is vested in the 
Secretary of the Interior by 5 U.S.C. 301 
and Section 463 and 405 of the Revised 
Statutes (25 U.S.C. 2 and 9). and also 
under 25 CFR 171.1(e). 

On January 11.1985. in 50 FR 1637. 
there was published a notice of 
proposed assessment rates and related 
provisions on the Wapato Irrigation 
Project for Calendar Year 1985 and 
subsequent years until further notice. 
These assessment rates were proposed 
pursuant to the authority contained in 
the Acts of August 1,1914. (38 Stat. 583), 
and March 7.1928. (45 Stat 210). 

Interested persons were given 30 days 
in which to submit written comments, 
views or arguments regarding the 
proposed rates und related provisions. 
During this period no comments, 
suggestions, or objections were 
submitted. Therefore, the assessment 
rates and related provisions as set forth 
below are adopted effective 30 days 
after date of initial publication in the 
Federal Register. 

Wapato Irrigation Project—Genera) 

Administration 

The Wapato Irrigation Project, which 
consists of the Ahtanum Unit, 
Toppenish-Simcoe Unit, and Wupato- 
Satus Unit within the Yakima Indian 
Reservation. Washington, is 
administered by the Bureau of Indian 
Affairs. The Project Engineer of the 
Wapato Irrigation Project is the Officer- 
inChnrge and is fully authorized to 
carry out and enforce the regulations, 
either directly or through employees 


designated by him. The general 
regulations are contained in Part 171, 
Operation and Maintenance, Title 25— 
Indians. Code of Federal Regulations (42 
FR 30362. June 14.1977). 

Irrigation Season 

Water will be available for irrigation 
purposes from April 1 to September 30 
each year. These dates may be varied as 
much as 20 days when weather 
conditions and the necessity for doing 
maintenance work warrants doing so. 

Request for Water Delivery and 
Changes 

Requests for water delivery and 
changes will be made at least 24 hours 
in advance. Not more than one change 
will be made per day. Changes will be 
made only during the ditchrider's regular 
tour. Pump shut-dowm, regardless of 
duration, without the required notice 
will result in the delivery being closed 
and locked. Repeated violations of this 
rule will result in strict enforcement of 
rotation schedules. Water users will 
change their sprinkler lines without 
shutting off more than onc-half of their 
lines at one time. Sudden and 
unexpected changes in ditch flow results 
in operating difficulties and waste of 
water. 

Time for Payment of Water Charges 

The assessments fixed by these 
regulations shall become due April 1 of 
each year and are payable on or before 
that date. To all charges assessed 
against lands in patent in fee ownership, 
and those paid by lessees of Indian 
lands direct to the project office, 
remaining unpaid on July 1 following the 
due date, there shall be added a penalty 
of one and one-half percent for each 
month, or fraction thereof, from the due 
date until the charges are paid. 

Charges for Special Scnices 

Charges will be collected for various 
special services requested by the 
general public, water users and other 
organizations during the Calendar Year 
1985 and subsequent years until further 
notice, as detailed below: 


(1) Requests for Irrigation Accounts 

and Status Reports. Per Report.$15.00 

(2) Requests for Verification of 

Account Delinquency Status. Per 
Reports.——..«... $10.00 

(3) Requests for Splitting of Operation 
•nd Maintenance Bills (in addition 

to minimum billing fee) Per Bill.....$10.00 

(4) Requests for Billing of Operation 
and Maintenance to Other than 
Owner or Lessee of Record (in 
addition to minimum billing fee]. 

Per Bill_$10 00 
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(3) Requests for Other Special Services 
Similar to the above, when 

appropriate. Per Report*.—.$10,00 

(6) Requests for elimination of lands 
from the Project. In the event that 
the elimination is approved a 
portion of the fee will be used to 
pay the Yakima County Recording 
Pee .($10.00). 

Ahtanum Unit 

Charges 

(a) The operation and maintenance 
rate on lands of the Ahtanum Irrigation 
Unit for the Calendar Year 1905 and 
subsequent years until further notice, is 
fixed at $7.00 per acre per annum for 
land to which water can be delivered 
from the project works. 

(b) In addition to the foregoing 
charges there shall be collected a billing 
charge of $5 for each tract of land for 
which operation and maintenance bills 
are prepared. The bill issued for any 
tract will, therefore, be the basic rate 
per acre times the number of acres plus 
$5. A one acre charge shall be levied on 
all tracts of less than one acre. 

Toppenish Sinwoe Unit 

(a) The operation and maintenance 
rate for the lands under the Toppenish- 
Simcoe Irrigation Unit for the Calendar 
Year 1985 and subsequent years until 
further notice, is fixed at $7.00 per acre 
per annum for land for which an 
application for water is approved by the 
Project Engineer. 

(b) In addition to the foregoing 
charges there shall be collected a billing 
charge of $5 for each tract of land for 
which operation and maintenance bills 
are prepared. The bill issued for any 
tract will, therefore, be the basic rate 
per acre times the number of acres plus 
$5. A one acre charge shall be levied on 
all tracts of less than one acre. 

Wapato-Satus Unit 
Charges 

(a) The basic operation and 
maintenance rates on assessable lands 
under the Wapato-Satus Unit are fixed 
for the Calendar Year 1985 and 
subsequent years until further notice 8s 
follows: 

(1) Minimum charge for nil tracts*-......... .$24.00 

(2) Basic rata upon all farm units or 
tracti for each Assessable acre 

except Additional Works lands....... $24.00 

(3) Rate per assessable acre for all 

lands with a storage water rights, 
known as **B” lands, in addition to 
other charges per acre— -..$2.20 

(4) Basic rate upon all farm units or 

tracts for each assessable acre of 
Additonal Works Land... $25.00 

(b) In addition to the foregoing 
charges there shall be collected a billing 


charge of $5 for each tract of land for 
which operation and maintenance bills 
are prepared. The bill) issued for any 
tract will, therefore, be the basic rate 
per acre times the number of acres plus 
$5. A one acre charge be levied against 
all tracts of less than one acre. 

Asscsssab/e Lands 

The assessable lands of the Wapato- 
Satus Unit are classified under these 
regulations as follows: 

(a) All Indian trust (A or B) land 
designated as assessable by the 
Secretory of the Interior, except land 
which has never been cultivated if in the 
opinion of the Project Engineer the cost 
of preparing such land for irrigation is so 
high as to preclude its being leased at 
this time for agricultural purposes* 

(b) All Indian trust (A and B) land not 
designated as assessable by the 
Secretary of the Interior for which 
application for water is pending or on 
which assessments had been charged 
the preceding year. 

(c) All patent in fee land covered by a 
water right contract, except on land that 
because of inadequate drainage is no 
longer productive. The adequacy of the 
drainage is determined by the Project 
Engineer. 

(d) At the discretion of Project 
Engineer and upon the payment of 
charges, patent in fee land for which on 
application for a water right or 
nuxtification of a water contract is 
pending. 

Stanley Speakea, 

Area Director. 

[FR Doc. 65-6812 Filed 3-21-85; 8:4S am] 

BHUNO COOC *310-0*41 


Wind River Irrigation Project, 
Wyoming; Annual Operation and 
Maintenanco Charges and Related 
Information 

ACCNCY: Bureau of Indian Affairs, 
Interior. 

action: Public notice. 


summary: This notice sets forth changes 
to the operation and maintenance 
charges and related information 
applicable to presently assessable lands 
located within the diminished portion of 
the Wind River Irrigation Project. 
Wyoming, south of the Big Wind River. 
The annual assessment rate for 
operation and maintenance is being 
changed from $9.33 per acre to $10.90 
per acre for the assessable area under 
constructed works south of the Big Wind 
River to properly reflect the actual costa 
for labor, materials, equipment and 
services. This notice does not change 
the per acre assessment rate of $13.30 


and related Information for presently 
assessable lands located within the 
ceded Wind River Irrigation Project 
north of the Big Wind River (LeClair 
Irrigation Project) established by notu e 
published in the Federal Register Apnj 
28, 1983 (48 FR 19233). 

EFFECTIVE DATE: April 1. 1985. 

FOR FURTHER INFORMATION CONTACT 

LW. Collier, Superintendent. Wind 
River Agency. Fort Washakie. Wyom n§ 
82514. telephone number (307) 255-6:: n 

SUPPLEMENTARY INFORMATION: This 
notice is issued pursuant to 25 CFR 171 j 
under authority delegated to the 
Assistant Secretary for Indian Affairs 
and the Deputy Assistant Secretary - 
Indian Affairs by the Secretary of thr 
Interior in 209 DM 8. This authority is 
vested in the Secretary of the Interior by 
5 U.S.C. 301 and 25 U S.C. 2 and 385 Int 
current operation and maintenance 
charge was established by notice 
published in the Federal Register June 
13.1984 (49 FR 24450). A Public Notire 
declaring the intent to raise the 
operation and maintenance ftssessmrnl 
rate to not more than S11.00 per acre 
was published in three local newspapers 
and placed in several of the post office! 
and other public buildings throughout 
the reservation. The Project Engineer 
presented the need to raise the irrigaP a 
operation and maintenance rate at a 
meeting with the Crowheart (Upper 
Wind Unit) waterusers on January 8, 
1985: the waterusers of the Johnstown 
Little Wind and Lefthand Units of the 
project on |nnuory 10.1985; and the Joint 
Business Council of the Shoshone and 
Arapahoe Tribes on January 23, 198. c < 

Interested persons were given 30 
days. from the posting date of the PuMic 
Notice to submit written comments 
regarding the proposed operation ami 
maintenance rate. This 30 day pence! 
ended January 15, 1985. No written 
comments were received from any 
watcruser during the 30 day period The 
Joint Business Council was not able to 
meet with the Project Engineer and 
Superintendent until after January 15. 
1985. However, the Superintendent 
delayed the decision to sot the ope: j ftcn 
and maintenance rate until the Joint 
Business Council heard the reasons for 
the proposal to raise the 05M. Action of 
the Council was to oppose the incre tse 
and request a freeze of the rate at $9 33 
per acre, the 1984 rate, and to send a 
resolution to that effect to the Wyoming 
Congressional Delegation. This is 
Resolution No. 5832. 

Serious consideration was given to 
the Council's request to hold the 
operation and maintenance assessment 
at the 1984 rate of $9.33 per acre. To do 
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this, i* would be necessary to expend 
purl of the Project’s reserve fund late in 
fiscal year 1965 to make up for the 
deficiency in collections at the $9.53 
rate Advice from the Billings Area 
Office was that such use of the reserve 
jl fund would be counter to the purpose of 
maintaining it. The reserve is to be used 
; as insurance against major damage 
which might occur to the Project 
| facilities: insurance against some other 
financial calamity of the Project: dr as a 
source of money to make major 
equipment purchases, with the provision 
I thwt the reserve be reimbursed to its 
initial leveL The reserve is not to be 
used to ease the burdens of the farming 
and ranching community during their 
current financial crisis, or as a fund to 
make up for deficient collections. 

By March 0.1985. no further 
comments were received from the 
Tnl*'*! or no comments were received 
from any one of the members of the 
Congressional Delegation. 

On March 8.1885 the operation and 
maintenance rote was set at $10.90 per 
acre. 

Subsequently. Public Notices setting 
the rate at $10.90 were sent to three 
I local newspapers and posted in several 
public buildings throughout the Wind 
Raer Reservation. 

In accordance with the above, the 
annual operation and maintenance 
charges for presently assessable lands 
within the diminished portion of the 
Wind River Irrigation Project. Wyoming, 
south of the Big Wind River, for 
calendar year 198S. and subsequent 
years until further notice, axe hereby 
fixed at $10.90 per acre. The annual 
operation and maintenance assessment 
for vm. and all subsequent ypars, shall 
due April t 

To all charges assessed against lands 
tn non-Indian ownership and Indian 
lands under lease to non-Indian lessees, 
which are not paid on or before July 1. of 
eats year, following the due date, there 
*hcll be added a penalty of one-half of 
r ae percent per month or fraction 
thereof, from the due date, as long as 
I l<mg as the delinquency continues. No 
*ater shall be delivered until such 
charges have been paid; except that 
Indian water users who are financially 
•mable to pay the assessment on the due 
date may be furnished water, provided 
I the Superintendent of the reservation 
I 2j?*f les Pro]® 0 * Manager of other 
official in charge of the project that such 
Indian is not financially able to pay the 
assessment or Has made satisfactory 
^angement to pay the assessment from 
| proceeds of crops or from other sources. 

Anally interest charges shall not be 
•messed against lands owned by nn 


Indian water user, nor against Indian 
lands under lease to an Indian lessee. 
LW. Collier. 

Superintendent Wind River Agency. 

(KR Doc. 85-6808 Filed 3-21-85; 8:45 am] 

BILLING COOC 


Bureau off Land Management 

Burley District Advisory Council and 
Grazing Advisory Board; Meeting 

agency: Bureau of Land Management. 
Interior. 

action: Notice of meeting and agenda 
for a joint Burley District Advisory 
Council and Crazing Advisory Board. 


summary: Notice Is given that both the 
Burley District Advisory Council and 
Crazing Advisory Board will meet on 
April 24. 1885. 

The meeting will convene at 10:00 a.m. 
in the Conference Room of the Bureau of 
Land Management Office at 200 South 
Oakley Highway. Burley. Idaho. 

Agenda item for the meeting is: 

1 . Crazing fee study report. (A 
recommendation will be solicited from 
the Council /Board.) 

Information items: 

1. BLM/FS Interchange study; 

2. Crazing subleasing regulation: 

3. Tracking of costs involving 
rangeland improvement funds (8100 
fund). 

The meeting is open to the public. 
Interested persons muy make oral 
statements to the Coundl/Board 
beginning at 11:00 a.m. or they may file 
written statements for the Countil’s/ 
Board’s consideration. Depending on the 
number of persons wishing to make oral 
statements, a per person time limit may 
be established by the District Manager. 

Detailed minutes of the Council/Board 
meeting will be maintained in the 
District Office and will be available for 
public inspection during regular 
business hoUrs (7:45 a.m. to 4:30 p.m. 
Monday through Friday) within 30 days 
following the meeting. 

DATE: April 24.1985 

address: Bureau of Land Management. 
Burley District Office, Route 3, Box 1 . 
Burley, Idaho 83318. 

FOR FURTHER INFORMATION CONTACT 

John Davis, Burley District Manager, 
(208) 678-5514. 

Dated: March 15.1985. 

John S. Davit, 

District Manager 

|KR Doc. 85-6836 Filed 3-21-65; 8:45 am) 

billing COOC ora-23-41 


California Desert District Advisory 
Council; Meeting Advances 
Schedule—1985 and 1986 

agency: Bureau of Land Management. 
Interior. 

action: California Desert District 
Advisory Council Meeting Advance 
Schedule 1985 $nd 1986. 

summary: The purpose of this notice is 
to provide dates and locations where 
the California Desert District Advisory 
Council will meet in 1985 and 1986, and 
is published in accordance with Pub. L. 
92-463 and 94-579. 

The California Desert District 
Advsiory Council to the Desert District 
Manager Bureau of Land Managment, 
U.S. Department of the Interior, has met 
once in in 1985. on February 14 and 15 in 
San Bernardino. California, and will 
meet in 1985 as follows, subject to 
fluctuation dependent an budget and 
subject matter availability: 

1985: 

May 16-17-18: Ridgecrest. California 
November 14-15-18: Needles. 
California 

For planning purposes, the following 
1986 schedule is proposed: 

1986: 

February 27-28: Death Valley. 
California 

May 15-16: Anaheim, California 
November 13-14-15: Palm Springs, 
California 

Specific agendas, field trips, etc., will 
be determined later. Specific meeting 
notices will be bled in advance of each 
meeting. The Advisory Council has 
discussed and recommended the above 
dates and locations. 

FOR CURRENT INFORMATION AND 
MEETING CONFIRMATIONS: Contact the 
California Desert District Public Affairs 
Office. Bureau of Land Management, 
1695 Spruce Street. Riverside. California 
92507 (714) 351-6383. 

Dated: March 14.1985. 

Gerald E. Hlliiar, 

District Manager. 

(FR Doc. 85-6800 Filed 3-21-05; 8.45 am) 

BILLING COOC 010-40-41 


Casper District Advisory Council; 

Meeting 

agency: Bureau of Land Management, 
Interior. 

action: Casper District Advisory 
Council Meeting. 

summary: The Casper District Advisory 
Council will meet on April 30.1985, in 
the conference room of the Bureau of 
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Land Management’s (BLM) Casper 
District Office in Casper, Wyoming. The 
meeting will begin at 10:00 a m. 

The meeting agenda will include 
briefings and updates on the Forest 
Service/BLM Interchange, wild horses, 
the Platte River and Buffalo Resource 
Area Management Plans, and 
cooperative management agreements, 
grazing fees, FOGRMA; and comments 
from the public. Other topics may be 
considered as suggested by council 
members or the public. 

Meetings are open to the public. 
Persons interested in addressing the 
council should contact Runore Wycoff at 
the number below in advance of the 
meeting. Proceedings of the meeting will 
be available within 30 days after the 
meeting. 

DATE: April 30.1985 at 10:00 a m. 
address: Bureau of Land Management, 
Casper District Office. 951 North Poplar 
Street, Casper. Wyoming. 

FOR FURTHER INFORMATION CONTACT: 

Runore Wycoff, Bureau of Land 
Management, 951 North Poplar Street, 
Casper, Wyoming 82601. (307) 261-5557. 

Dated: March 14.1965. 

|amei W. Monroe. 

District Manager. 

|FR Doc. 85-0805 Filed 3-21-65: 8:45 am) 

billing coot uia-K-N 


Idaho Falla District Grazing Advisory 
Board; Meeting 

agency: Bureau of Land Management 
(BLM), Interior. 

action: Meeting of the Idaho Falls 
District Grazing Advisory Board and 
Advisory Council. 

summary: The Idaho Falls District 
Grazing Advisory Board and Advisory 
Council will meel Monday. April 15, 
1985. Notice of this meeting is in 
accordance with Pub. L. 92-463. The 
meeting will begin at 9 a m. at the Idaho 
Falls BLM Office, 940 Lincoln Road in 
Idaho Falls. The meeting is open to the 
public; public comments on agenda 
items will be accepted from 11:00 to 
11:45 a m. 

Agenda items for the meeting include: 

1. Idaho Falls District activities 
update. 

2. Grazing Fee Study. 

3. Bureau of Land Management/U.S. 
Forest Service Interchange Program. 

Summary minutes of the meeting will 
be kept in the District Office and will be 
available for public inspection and 
reproduction during business hours (7:45 
a m. to 4:30 p.m.) within 30 days after 
the meeting. 


FOR FURTHER INFORMATION CONTACT: 

O dell A. Frandsen, Bureau of Land 
Management. 940 Lincoln Road, Idaho 
Falls. Idaho 83401; Telephone: (208) 529- 
1020 . 

O'dell A. Francium. 

District Manager. 

March 14,1985. 

(FR Doc. 85-6827 Filed 3-21-85: 8:45 om) 

bilung cooc 


1C-38383-CI 

Realty Action—Direct Sale of Public 
Land In Montrose County, CO 

agency: Bureau of Land Management. 
Interior. 

action: Notice of Realty Action C- 
38383-C. Direct sale of public land to 
Gary Voth. 

summary: The following described land 
has been examined and identified as 
suitable for disposal by sale under 
section 203 of the Federal Land Policy 
and Management Act of 1976 (90 Stat. 
2750; 43 U.S.C. 1713) at no less than the 
appraised fair market value of $3,000. 

New Mexico Principal Meridian, Colorado 

T. 47 N.. R. 9 W.. 

Sec. 2: Lot 16, containing 2.69 acres. 

The lands described are hereby 
segregated from appropriation under the 
public land laws, including the mining 
laws, pending disposition of this action. 

The parcel is being offered by direct 
sale to Mr. Voth because he had relied 
upon an erroneous survey and 
constructed a garage, part of a well 
pumphouse and part of a leach field on 
public land. This sale is consistent with 
the land use plan for the area. 

The sale will occur after June 1.1985. 
but not later than August 1,1985. The 
sale date will be the day Mr. Voth 
submits 20% or more of the appraised 
value of the land. Following receipt of 
the 20%, Mr. Voth will have 180 days 
within which to submit the remaining 
80% of the appraised value. 

Additionally, Mr. Voth will be 
required to file an application for the 
mineral estate of the parcel, except the 
oil, gas and coal which will be reserved 
to the United States, This application 
must be filed with the Montrose District 
Office within 30 days of the sale date, 
and be accompanied with a $50.00 filing 
fee. 

The patent issued for this land will 
contain a reservation to the United 
States of rights-of-way for the 
construction of ditches and canals (20 
Stat. 391; 43 U.S.C. 945); a reservation of 
the oil, gas and coal reserves; a 
reservation of a road right-of-way 


documented in case file C-39211; and be 
subject to valid existing rights. Detailed 
information regarding this sale, 
including the planning documents and 
Environmental Assessment, is available 
for review in the Montrose District 
Office. 

date: For a period of 45 days from the 
date of the publication of this Notice in 
the Federal Register, interested parties 
may submit comments to the District 
Manager, Montrose District Office. 

address: Comments should be sent to: 
Montrose District Manager. Bureau of 
Land Management. 2485 South 
Townsend. Montrose. Colorado 81401 
Any adverse comments will be 
evaluated by the District Manager, who 
may vacate or modify this Realty Action 
and issue a final determination. In the 
absence of any action by the District 
Manager, this Realty Action will become 
the final determination of the 
Department of the Interior. 

Paul W. Arratmith. 

Montrose District Manager. 

March 14.1985. 

[FR Doc. 85-6828 Filed 3-21-65; 8:45 am] 

biuinq cooc uio-jb-n 


Area Closure; Butte District, MT 

agency: Bureau of Land Management 
Interior. 

action: Amend the existing yearlong 
ORV closure on the 40-acre Culver Pond 
tract to additionally restrict foot travel 
from October 1 to July 15. 


summary: This notice expands the 
closure of a 40-acre Public Land tract to 
include travel by foot as well as vehicle# 
from October 1 to July 15 to protect an 
active bald eagle breeding territory and 
winter roost. The tract is located In 
T14S, RlE, Sec. 8 SEMSEM immediately 
adjacent to Red Lock Lakes National 
Wildlife Refuge. This additional closure 
on BLM land coincides with an identical 
closure proposed for adjacent refuge 
lands. 

The limited designation will allow 
administrative access during the closure 
period only for crucial management 
actions, such as eagle banding or 
authorized livestock grazing. 

Area closure will remain in effect until 
further notice. 

This action is being pursued in 
accordance with 43 CFR Part 8384,43 
CFR 8343.1, and to meet the 
requirements of the Endangered Species 
Act of 1973 as amended. 
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address: Harry R. Cosgriffe. Area 
Manager, Dillon Resource Area. P.O. 
Box 1018. Dillon. MT 59725. 

Jack A- McIntosh, 

P, strict Manager. 

JFK Doc. 85-6830 Filed 3-21-85; 8:45 am) 

BiuliMO CODE 4310-OM-tf 


Emergency Area Closure; Butte 

District, MT 

agency: Bureau of Land Management, 

Interior. 

action: Emergency area closure, closed 
to all vehicles year long, except for 
administrative access. 

summary: This notice closes an area on 
Dixon Mountain in the Tendoy 
Mountains, southwestern Montana, to 
at! vehicle use year long, except for 
administrative access (43 CFR 8341.2). 
The purpose of the closure is to provide 
habitat security for reintroduced bighorn 
sheep. The emergency closure is 
effective immediately on the following 
lands, and will remain in effect until the 
1&84 Interagency Travel Plan for 
southwestern Montana is revised. 

TUSRgWPMht 

Sec. 7: S'ANWV'4. SWW. SWY 4 SEV 4 : 

See 18: All except SWSEV 4 : 

Sec. 19. WW; 

S«c. 30: That portion lying north of Sheep 
Creek road. 

T13SHUWPMM 

Sec. 15, 21. 22, 25, 26, 27; 

Sec 28: All except NWVk; 

Sec. 29: SEVti. 

And those portions of See 33, 34.35. 36 
lyi"R north of the Sheep Creek-Muddy Creek 

roads. 

TUSR10WPMM 

Those portions of Sec. 2, 3, 4 lying north of 
th** Sheep Creek-Muddy Creek roads. 

address: Harry R. Cosgriffe. Area 
Manager. Dillon Resource Area. P.O. 

Box 1048. Dillon, MT 59725. 

|t»ck A McIntosh, 

District Manager. 

1FR Doc 85-6829 Filed 3-21-85; 8:45 am) 
SOLING COOC 43 ^0-OH-41 


California Desert Plan; Intent for 1985 

Amendment 

agency: Bureau of Land Management • 

Interior. 

summary: Notice is hereby given that 
the Bureau of Land Management is 
initiating the 1985 Review of the 
California Desert Conservation Area 
Blan in accordance with the amendment 
procedures outlined in Chapter 7 of the 
Plan. The purpose of this review is to 


consider the need for possible 
amendments to the Plan based on 
requests from individuals, public and 
private organizations, and the Bureau's 
own observations. 

date: Proposed amendments are being 
accepted from the public until April 30. 
1985. 

FOR FURTHER INFORMATION CONTACT: 

Gerald E. Hillier, District Manager, 
California Desert District. 1695 Spruce 
Street. Riverside. California 92507. 
SUPPLEMENTARY INFORMATION: Requests 
for amendments or changes in the 
California Desert Plan are now being 
accepted from public agencies, 
interested individuals, and 
organizations. Supporting rationale 
should be provided for each proposed 
change. Requests will be considered in 
light of the following criteria: 

(1) Is the proposed amendment based 
on new data not considered when the 
Plan was developed? 

(2) Does the information represent a 
change in legal or regulatory mandate? 

(3) Is the supporting detail sufficient 
and the problem clearly stated so that 
the request can be considered? 

(4) Does the information represent a 
formal change in State or local 
government or agency plans? 

The California Desert District 
Advisory Council will review the 
suggested amendments at its public 
meeting on May 10-17,1985 in 
Ridgecrest, California. This meeting will 
serve as a scoping meeting for the 
environmental document to be prepared 
on the amendments. 

Please send your comments and 
proposals to the following address: 1985 
Plan Amendments, Bureau of Land 
Management. California Desert District. 
1695 Spruce Street, Riverside. CA 92507; 
(714) 351-6428, 

Dated: March 14.1965. 

Gerald E. Hillier. 

District Manager. 

(FR Doc. 85-6856 Filed 3-21-85; 8:45 am) 

BILLING COOC 491B-MMM 


Dickinson District Advisory Council; 
Meeting 

agency: Bureau of Land Management 

(BLM), Interior. 

action: Notice of meeting. 

summary: The BLM Dickinson District 
Advisory Council will meet April 25. 
1985, from 8:30 a.m. to approximately 
4:00 p m. Mountain Time. 
address: The meeting will be held in 
the Community Room of the Gate City 
Building, 204 Sims Street, Dickinson, 
North Dakota. 


supplementary information: The 

agenda for the meeting will include the 
following: 

1. Administrative interchange of land 
and mineral responsibility between the 
Bureau of Land Management and the 
Forest Service: 

2. Issue identification for the 
statewide North Dakota Resource 
Management Plan; 

3. Completion of the Final North 
Dakota Grazing Environmental Impact 
Statement with the subsequent Range 
Program Summary and Record of 
Decision. 

The public will be given the 
opportunity to make oral statements 
before the council. In addition^ the 
public may send written statements to 
the Dickinson District Manager to be 
presented to the Council. 

Summary minutes of the meeting will 
be maintained in the District Office and 
will be available for public inspection 
and reproduction within 30 days 
following the meeting. 

FOR FURTHER INFORMATION CONTACT: 
Reed Smith. Dickinson District Manager. 
P.O. Box 1229. Dickinson. North Dakota 
58802. 

William F. Krech. 

Acting District Manager. 

[FR Doc 85-6860 Filed 3-21-85; 8 45 am] 

MULING COOC OtO-ON-N 


(M -219431 

Montana; Partial Termination of 
Proposed Withdrawal and Reservation 
of Lands 

agency: Bureau of Land Management, 
Department of the Interior. 
action: Notice. 

summary: This notice partially revokes 
proposed withdrawal insofar as it 
affects 30 acres of land for Lincoln 
Gulch Historical Site. This action will 
restore the lands to the United States 
mining laws. The lands have been and 
will remain open to applications and 
offers under the mineral leasing law. 
effective date: April 22.1985. 

FOR FURTHER INFORMATION CONTACT: 

James Binando. BLM, Montana State 
Office, P.O. Box 36800. Billings, Montana 
59107, 406-657-6090. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior by Section 204 of the 
Federal Land Policy and Management 
Act of 1976. 90 Stat. 2751: 43 U.S.C. 1714, 
it is ordered as follows: 

1. Notice of an application for 
withdrawal and reservation of lands 
was published as Federal Register 
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Document No. 37-127 on page 12900 of 
the issue of June 30,1972, and 
republished as Federal Register 
Document No. 42-183 pages 4759S of the 
issue of September 21.1977. The Forest 
Service has cancelled its application 
insofar as it affects the following 
described lands: 

Principal Meridian 
T. 14 N„ R.9W„ 

Sac.«. R f .*SW VuVWVt and NWttSWtt 
SEW. 

The area described contains 30 acres in 
Lewis and Clark County. 

2. At 10 a.m. on March 22,1985. the 
public lands will be open to location and 
entry under the mining laws. 
Appropriation of lands under the 
general mining laws prior to the date 
and time of restoration Is unauthorized. 
Any such attempted appropriation, 
including attempted adverse possession 
under 30 U.S.C. Sec. 38. shall vest no 
rights against the United States. Acts 
required to establish a location and to 
initiate a right of possession are 
governed by State law where not in 
conflict with federal law. The Bureal of 
Land Management will not intervene in 
disputes between rival locators over 
possessory rights since Congress has 
provided for such determinations in 
local courts. 

3. At 10 a.m. on March 22,1985, the 
lands described In Paragraph 1 shall be 
open to such forms of disposition as 
may by law be made of national forest 
lands, subject to valid existing rights, 
the provisions of existing withdrawals 
and the requirements of applicable law. 
March 13,1985. 

Marvin LeNoue. 

Associate Slate Director. 

[FR Doc. 85-6831 Filed 3-21-65. 845 mm\ 
ski mo cooc utmw 


I OR-36355) 

Oregon; Proposed Withdrawal and 
Reservation of Land and Opportunity 
for Public Meeting 

agency: Bureau of Land Management. 

Interior. 

action: Notice. 

summary: The Bureau of Land 
Management has filed an application to 
withdraw 1.082.72 acres of public lands 
for administrative site purposes. This 
notice closes the lands to surface entry 
and mining, but not mineral leasing, 
pending final action on the application. 
FOR FURTHER INFORMATION CONTACT: 
Champ Vaughan. BLM, Oregon State 
Office. P.O. Box 2905, Portland, Oregon 
97208, (Telephone: 503-231-0005). 


SUPPLEMENTARY INFORMATION: On 

March 13,1985, a petition was approved 
allowing the Bureau of Land 
Management, U.S. Department of the 
Interior, to file application Serial No. OR 
36355 to withdraw the following 
described public lands from settlement, 
sale, location, or entry under the general 
land laws, including the mining laws, 
subject to valid existing rights: 

Willamette Meridian 

Bums function Administrative Site 
T. 32 S„ R. 39 

Sec. 12 . SWNWNE WSEV«. SHNEWSEW, 
NEV<»NW V*SEY«SEW. ami NEWSEWS 
EW. 

T. 32 S* R. 40 E.. 

Sec. 7. SHN W and Stt of Lot 3 . NVfc, 
NVkSH, SEWSWW. and SHSEW of Lot 

4. SWNEWSWW. SEWSWW. 
NEWNEWSEW. SWNHSEW. and 
SWSEW; 

Sec. a NWWNBW. WWNEWSW V 4 NEW. 
WttSWWNEtt. S*4NEWNEWNWW. 
SWNEWNWW, NEWSWWNWW. 
SV5SWWNWW. SEWNWW. NHNEttS 
WW. SWWNEWSWW. W Vi SEWN 
EWSWW, WWSWW. and WWWWS 
EWSWW; 

Sec 17. SWSiNEWSWWNEW. WVkSWWN 
EW. SEWSWWNEW. WWNEWNWW. 
WWSEViNEWNWW. SEWSEWN 
EViNWW. NWWNWW, NWSWWNWW, 
NWSWSWWNWW. SEWNWW, and 
NWNWNWWSEVc 

Sec 18, NEV 4 NEV 4 of Lot 1 . SEViNEW. and 
SEW of Lot 2 , and EH and EHWH of Lot 
3, NWNEW, NWSWNEW. NVkSViS 
WNEW. EWNWW. NWNEWSWW, 
SWWNEWSWW, and NW WSEWN 
EWSWW 

The a rent described aggregate 12)8272 
acres in Malheur County, Oregon. 

The purpose of the proposed 
withdrawal is to protect the Bureau of 
Land Management Burns Junction 
Administrative Site located adjacent to 
U S. Highway 65 about 45 miles west of 
Iordan Valley, Oregon. The 
administrative site also includes a fire 
guard station and an airfield. 

For a period of 90 days from the date 
of publication of this notice, all persons 
who wish to submit comments, 
suggestions, or objections in connection 
with the proposed withdrawal may 
present their views in writing to the 
undersigned officer of the Bureau of 
Land Management. 

Notice is hereby given that an 
opportunity for a public meeting is 
afforded in connection with the 
proposed withdrawal. All interested 
persons who desire a public meeting for 
the purpose of being heard on the 
proposed withdrawal must submit a 
written request to the undersigned 
officer within 90 days from the date of 
publication of this notice. If the State 
Director. Bureau of Land Management. 


determines that a public meeting will U 
held, the time and place will be 
announced. 

The application will be processed fn 
accordance with the regulations set 
forth in Title 43 CFR Part 2300. 

For a period of two years from th»* 
date of publication of this notice in the 
Fedora! Register, the lands will be 
segregated as specified above unless th» 
application is rejected or the withdraw^ 
is approved prior to that date. The 
temporary uses which will be perm ed 
during the segregative period are lease* 
licenses, permits, and disposal of 
mineral or vegetative resources otht r 
than under the mining laws. 

Dated March 14, 1985. 

Robert E. Moltohan. 

Act/r# Chief. Branch of Istrn !s and A tire , 1 

Operation*. 

(FR Doc. 85-8632 Filed 3-21-85; 845 am) 

B1UJWG COOf 4 J10-X3-U 


(A-2Q346-A) 

Realty Action: Exchange of Public 
Lands, Pinal County, AZ 

agency: Bureau of bind Management 
(BLM). Interior. 
action: Notice^ 

BLM proposes to exchange public 
land with the State of Arizona in oni^r 
to achieve more efficient management d 
the public land through consolidation c( 
ownership. 

The following public land is being 
considered for disposal by exchange 
pusuant to section 206 of the Federal 
Land Policy and Management Act of 
October 21.1970. 43 U.S.C. 1716. 

Gila and Salt Rivar Meridian. Arizona 

T. 3 R, R. 7 IL. 

Sec. 4. RWSWWSE*; 

Sec 5. SE^SWtt; 

Sec 8. EttNWtt. SWttNW*. SW'« V.V>% 
. WHSWVi: 

Sec 14. SWV«SW*. 

Sec. 17. NWV 4 NWV 4 ; 

Sec. 22. NEV 4 . E^SEtt; 

Sec 23. NVfc, SW*4. NWfcSEVk; 

Sec 24. WVVNWV4, SE*NWtt. 
Containing 1220 acres, more or less. 

Final determination on disposal will 
awuit completion of an environment *! 
analysis. 

In accordance with the regulations of 
43 CFR 2201.(b). publication of this 
Notice will segregate the public lands, 
as described in this Notice, from 
appropriation under the public lands 
laws, including the mining laws, but no! 
the m'neral leasing laws or Geothermal 
Steam Act. 

The segregation of the above- 
described lands shall terminate upon 
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issuance of a document conveying such 
lands or upon publication in the Federal 
Register of a notice of termination of the 
segregation: or the expiration of two 
years from the date of publication, 
whichever occurs first. 

For a period of forty-five (45) days, 
interested parties may submit comments 
to the District Manager. Phoenix District 
Office. 2015 West Deer Valley Road. 
Phoenix. Arizona 85027. 

Dated: March 4.1985. 

Martyn V. Jonea, 

District Manager. 

[FR Doc. 85-8798 Filed 3-21-85; 8:45 am) 

RLUNQ COOC O10-&4I 


IA20633] 

Public Lands; Proposed Classification 
Decision; Pinal County. AR 

Pinal County Board of Superv isors 
proposes to develop a county regional 
park on public land in the Santan 
Mountains area of Pinal County. The 
land being considered is legally 
described as; 

Cili nnd Sail Rivet Meridian. Arizona 
Township 3 S.. Range 7 E.. 

Sec. 4. SHSWH. WHSWHSEH; 

Sec.a,EH.EHSWH; 

S<?c. 9. SHNEV-i. WH, SEH: 

See 10. WttNBK. WH; 

Sec 16. NH: 

Sec 17. EH. F.HNWH; 

Sec. 18. SEHSEH; 

Sec 19. Lois 2, 3. 4. EH. SEHNWH, 
EHSWH: 

Sec 20.EHEH.SHSWH: 

Sec 21. All; 

Sec. 22, SWH, WHSEYa; 

Sec. 27. WHNWH: 

Sec 28. Alt 

Sec 29. All: 

Sec 30. All; 

Sec 31. Alt 

Sec. 32. All: 

Sec 33. NHNEH. NWHNWH, WHSWVa, 
SEHSWH: 

Sec. 34. NEH. NHNWH, 8BHNWH. 
NHSEH, SEHSEV*; 

Sec 35. All; 

Sec 38. Lois 7-12. SEH, 

Aggregating 8878.96 acres, more or less. 

The land ha9 been examined and 
found suitable for recreation and public 
purposes under the provisions of the 
Recreation and Public Purposes Act 
(RAPP) of June 14,1926. as amended (44 
Slat. 741:43 U.S.C. 889; 869-4) and the 
regulations contained in 43 CFR Part 
2740 and 43 CFR Port 2912. The land is 
properly classified for lease or patent for 
these purposes under the R&PP Act as 
staled in 43 CFR 2430.4(a)(c). 

This classification is consistent with 
the criteria of 43 CFR 2410.1 (a-d) which 
requires that (a) the lands are physically 


suitable for the purposes for which they 
ore classified; (b) all present and 
potential uses and users of the land 
were taken into consideration in the 
classification; (c) the land classification 
is consistent with state and local 
government programs; and (d) the land 
classification is consistent with current 
federal programs and policies. 

Publication of this proposed 
classification in the Federal Register 
segregates the land for a period of two 
years from appropriations under the 
public lands laws, including location 
under the mining laws, but not from 
applications under the mineral leasing 
laws or the Recreation and Public 
Purposes Act. 

This proposed classification decision 
relates only to land classification. The 
merits of Pina) Counties proposed plans 
for a county regional park and any other 
RAPP applications will be evaluated and 
a determination to approve or 
disapprove the applications will be 
made at a later date. 

For a period of 60 days, interested 
parties may submit comments to the 
Phoenix District Manager. 2015 West 
Deer Valley Road. Phoenix, Arizona 
85027. 

Dated: March 13. 1985. 

Marlyn V. Jones. 

District Manager. 

(FR Doc 85-6802 Filed 3-21-85: 8:45 am) 

BIUJNG COOC 


Realty Action—Non-Competitive Sale 
of Public Land; in Crawford County, 

AR 

agency: Bureau of land Management. 
Interior. 

action: Notice of Realty Action: Non- 
Competitive Sale of Public Land in 
Crawford County, Arkansas. 

summary: The following described 
lands have been examined and 
identified as suitable for sale under 
section 203 of the Federal Land Policy 
ond Management Act of 1976 (90 Stat. 
2750. 43 U.S.C. 1713). at no less than the 
appraised fair market value. 

5th Principle Meridian Arkansas 

T. 11N.. R.31W., 

Sec 24: NEH NEH (40 00 acres). 

This land is being offered by direct 
sale to Ms. Carla Jane Blair, at no less 
than the appraised fair market value. 
The direct sale will allow the Bureau to 
resolve an inadvertent unauthorized use 
and to protect the applicant's (Carla J. 
Blair) equities. 

It has been determined that direct sale 
to Ms. Blair is in the public's best 
interest and that it is consistent with 


land use plans prepared by the Bureau 
for land in the area. 

The patent will be subject to all valid 
existing rights and reservation of 
Publication of this Notice will segregate 
the subject land from all appropriation 
under the public land laws; but not the 
mineral leasing laws. This segregation 
will terminate upon issuance of patent, 
or 270 days from the date of this Notice 
or upon publication of a Notice of 
Termination. Detailed information 
concerning the sale, including the 
environmental assessment and land 
report, is available for reveiw at the 
BLM office listed below. 

For a period of 45 days after the date 
of issuance of this notice, the public and 
interested parties may submit comments 
to the District Manager, Jackson District 
Office, P.0.11348. Jackson. Mississippi 
29213. Comments will be evaluated by 
the District Manager, who may vacate or 
modify this Realty Action. In the 
absence of any action by the District 
Manager this Realty Action will become 
the final determination of the 
Department of the Interior. 

FOR FURTHER INFORMATION CONTACT: 

Douglas Jones. (601) 960-4405. 

Donald L Libbey, 

District Manager. 

|FR Doc. 85-8834 Filed 3-2t-85: 645 am] 

BILLING COOS 4310-GJ-N 


Realty Action Direct Sate of Public 
Lands In Jefferson, and Fremont 
Counties, ID 

agency: Bureau of Land Management 
(BLM). Interior. 

action: Notice of Realty Action. Direct 
Sale of Public Lands in Jefferson, and 
Fremont Counties. Competitive Sale of 
Public Lands in Bingham and Power 
Counties. Idaho. 

Direct Sale Summary: The following 
lands have been examined and 
identified for disposal under section 
203(a) of the Federal Land Policy and 
Management Act of 1970. The lands will 
be offered using direct sale procedures 
to the individuals listed as "preference 
purchasers" below at no less than the 
appraised fair market value. Failure to 
these individuals to accept the offer and 
submit the required amount by June 4. 
1985, shall constitute a waiver of this 
preference consideration. These parcels 
would then be offered at competitive 
sale on the subsequent sale dates. The 
reservation and conditions applicable to 
all lands when patented are ditches and 
canals (43 U.S.C. 945) and all valid 
existing rights and reservations of 
record. Other reservations and 
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conditions are listed with each tract 
description as follows: 


Tnd 


Am 

ESS? 

_ 

T.IK.RM 
E„ BU. 

Soc St 
tftVSfcSMk. 

40 




interested parties will be notified of the 
appraised values after that date* 
Procedures for those tracts identified for 
direct tale require that the identified 
preference purchaser submit a deposit of 
30 percent of the full sale price to the 
District Office by June 4,1985. In 
addition, purchasers of tracts 1-21372.I- 
21373.1-21374 and 1-19723 will be 
required to deposit a $50 non-refandable 
filing fee to process the conveyance of 
ell minerals, except oil and gas. Failure 
to do so will result in disqualification. 


Dated: March 14.198S. 

O'daQ A* Frandsca, 

District Manager. 

|FR Doc. 65-6033 Filed 3-21-65; 6.45 am} 
SiLUNO COOC OIMWJ 


[N-41046J 

Realty Action; Exchange of Private and 
Public Lands In Washoe and Cleric 
Counties, NV; Supplement 

March 11.1985. 


nMTMte OB and Oh »ami 

t-ttSH - T.SNL.R 3? 

E, B UL 
S#c 21 
NWVJCV 
NHNWV4. 
SWHSEH. 





rv tt on r OB and Gm MmS 


The Owner of any authorized 
improvements on the above described 
tracts shall be given 120 days from the 
date patent is issued to remove these 
improvements if he has not been 
declared the purchaser of the lands sold. 
The prospective purchaser may also 
compensate the owner of such 
improvements and submit proof of 
compensation to the authorized officer. 

Competitive Sale Summary 

Based on public support land use 
plans,the following lands have been 
examined and identified for disposal 
under section 203(a) of the Federal Land 
Policy and Management Act of 1978, for 
no less than appraised fair market value 
(FMV). All competitive sale parcels will 
be subject to the following reservations: 
ditches and canals, oil and gas mineral 
estate, valid existing rights and 
reservations of record. 


Trad 

Uo* toeftton 

Aon 

f- 19729 _ 

r.flS.HXLBM 

5224 


S** A- tni 1_ 

1-1BJ7T _ 

T \ H, a t .BU 

40 


5#c 7? SWKSES , j 


uem- _ 

T4S.RtJE.ev 

40 


Sic R NE VNE s% 



T 4 S R 31 E. B VJ 

40 


S«r 31 NWSNE . _ 



Direct Sate Tracts 

The fair market value appraisal for 
each tract will be available in the Idaho 
Falls District Office after April 15, 1985. 
Identified preference purchasers, 
adjoining landowners and other 


Competitive Sale Tracts 

Sealed bids only are solicited for each 
tract offered. Acceptable bids must meet 
the FMV or higher and include a deposit 
of 30 percent of the full price bid. In 
addition, a bid will constitute an 
application for conveyance of all 
minerals, except oil and gas. The 
declared high bidder will be required to 
deposit a $50 non-refundable filing fee to 
process the conveyance. Failure to do so 
will result in disqualification as high 
bidder. Fair market value appraisals will 
be available alter April 15,1985. 

Upon publication in the Federal 
Register the tracts are segregated from 
all forms of appropriation under the 
public land laws including the mining 
laws, but excepting the mineral leasing 
laws as provided by 43 CFR 2711.1-2(a). 
for a period of 270 days, or until patent 
is issued. 

OATES ano addresses: Bids should be 
submitted to the District Manager, Idaho 
Falls District, 940 Lincoln Road. Idaho 
Falls, Idaho 83401 prior to the sale time. 
Bids will be opened on June 4.1985, at 1 
p.m. in the District Office at the above 
address. Any unsold parcels will be 
reoffered for salo beginning July 2.1985 
at 1 p.m. and continuing thereafter on 
|uly 0.18,23 and 30 at 1 p.m. If no 
qualifying bids are received by the July 
30,1983 date, the sales will be cancelled. 
All bids will be opened at the Idaho 
Falls District Office. 

FOR FURTHER INFORMATION 

contact: Detailed information 
concerning reservations, conditions, 
terms, appraised price, bidding 
procedures and other items should be 
obtained by contacting Bruce Bash or 
Scott Powers, realty specialists at the 
above address or by calling (208) 529- 
1020 during office hours. 

supplementary information: For a 

period of 45 days from the date of this 
notice, interested parties may submit 
comments to the District Manager at the 
above address. 


This Notice of Realty Action 
supplements the Notice of November 21, 
1984 (published 12/7/84. FR VoL 49. Na 
237. pg. 47939, pertaining to the 
exchange of public lands under Pub. L 
94-679) by identifying reservations to 
the United States and valid existing 
rights which will be contained in the 
exchange patent. 

Patent, when issued, will contain the 
following reservations to the United 
Stater 

1. A right-of-way thereon for ditches 
and canals constructed by the authority 
of the United States. Act of August 30. 
189a 28 Stat 391; 43 U.S.C. 945. 

2. All oil and gas, sodium and 
potassium leaseable mineral deposits 
shall be reserved to the United States, 
together with the right to prospect for, 
mine and remove the minerals. A more 
detailed description of this reservation, 
which will be incorporated in the patent 
document is available for review at the 
Las Vegas District Office. 4785 Vegas 
Drive. P.O. Box 28589. Las Vegas. 
Nevada 89128. 

And will be subject to: 

1. Those rights for water pipeline 
purposes which have been granted to 
the Las Vegas Valley Water District, its 
successor or assigns, by Permit No. N- 
24856. under the Act of October 21, 1976 
90 Stat. 2778. 

2. Those rights for communication lint 
purposes which have been granted to 
Central Telephone Company, its 
successors or assigns, by Permit No(i). 
N-5238, N-6445 and N-7338. under the 
Act of February 15.1901, 31 Stat. 790 

3. Those rights for for powerline 
purposes which have been granted to 
Nevada Power Company, its successor* 
or assigns, by Permit No(s). N-6042 and 
N-7683. under the Act of February 15, 
1901, 31 Stat 790. 

4. Those rights for powerline purpose! 
which have been granted to Nevada 
Power Company, its successors or 
assigns, by Permit No(s). N-12417 and 
N-12570. under the Act of March 4. 191L 
36 Stat. 1263. 

5. Those rights for communication to 
purposes which have been granted to 
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Central Telephone Company, its 
successors or assigns by Penni! No(s). 
N-12419 and Nev-065716. under the Act 
of March 4.1911, 36 Stat. 1253, 

6 Those rights for communication 
line/ powerline purposes which have 
been granted to Central Telephone 
Company and Nevada Power Company, 
their successors or assigns, by Permit 
No($). N-18560 and N-32352. under the 
Act of October 21.1976. 90 Stat. 2776. 

7. Those rights for access road and 
utility purposes which have been 
granted to Clark County Department of 
Public Works, its successors or assigns, 
by Permit No. N-24205, under the Act of 
October 21.1976, 90 Stat 2776. 

8 Rasements for streets, roads and 
public utilities in accordance with the 
Clark County Department of Public 
Works Transportation Plan. 

Further information concerning the 
exchange is available for review at the 
Bureau of I-and Management. Las Vegas 
District Office, 4765 Vegas Drive. P.O. 
Box -6569. Las Vegas, Nevada 89126. 

Dated: March 11. 1985. 

Kemp Coon, 

District Manager. 

(FH Doc. B5-6B01 Piled 3-21-85; 8:45 am) 
slung cooc 4jio~HC-ta 


IDoctat No. W-86201 and W-68630] 

Realty Action, Competitive Sale of 
Public Lands In Crook and Weston 

Counties, WY 

agency: Bureau of Land Management. 

Interior. 

action: Competitive Sale of Public Land 
Parcels in Crook and Weston Counties. 

Wyoming. 

summary: The Bureau of Land 
Management has determined that the 
land described below is suitable for 
public sale and will accept bids on these 
1 nds FILM is required to receive fair 
tosrket value for the land sold and any 
hid for less than fair market value will 
he rejected. The BLM may accept or 
fr‘ect any and all offers, or withdraw 
dn >' ’«nd or interest on the land for sale 
the sale would not be consistent with 
tl e Federal Land Policy and 
Management Act (FLPMA) of 1976, or 
&‘her applicable law. 

The sale will be open to competitive 
hiding, and any qualified bidder may 

*ubmit a bid. Detailed bidding 
Wructions. sale dates, and other sale 

^ails are available on request from the 
BLM, Newcastle Resource Area, 1501 
Highway 16 Bypass. Newcastle 
J v >ommg 62701 (Phone 307-746-4453), 
Fajure to submit a bid in accordance 


with these detailed instructions may 
result in rejection of the bid 


Parcels 


MNo. 

r 

tig* * a—onpoor 

Ac'* 

M 

.. .-J 

V- - 

. p • 1 

waciei — 

T 56 1C A 06 W . <Uh 
PM. S«C e. Loll 

621 

SI .400 

WS&M _ 

T 47 K, R n W. 

pm $*c n • 

40 00 

11400 


The lands described are hereby 
segregated from appropriation under the 
public land laws, including the mining 
laws, pending disposition of this action. 

Spedfic patent reservations include a 
reservation for ditches and canals, a 
reservation of all minerals to the United 
States, and a grazing reservation to 
Lauris L. Tysdal. In addition, the patent 
will be subject to Lauris L TysdaFa 
grazing improvement, a highway right- 
of-way. and oil and gas leases. A 
detailed description of these 
reservations is available from the above 
address. 

For a period of 45 days from the date 
of this notice, interested parties may 
submit comments to the district 
Manager. Casper District Office. 951 
North Poplar, Casper, Wyoming 82601. 
Any adverse comments will be 
evaluated by the State Director, who 
may vacate or modify this realty action 
and issue a final determination. In the 
absence of any action by the State 
Director, this realty action will become 
the final determination of the 
Department of the Interior. 

Dated: March 13.1985. 

)ame« W. Monroe. 

Casper District Manager. 

[FR Doc. 85-6803 F«1ed 3-21-85; 8:45 am) 

MlLIRO COOf 4310-22-11 


t W-86199. W-66200, W-86206, W-86211] 

Realty Action, Modified Sale of Public 
Lands In Crook County, WY 

agency: Bureau of Land Management, 
Interior 

action: Modified Competitive Sale of 
Public Land Parcels in Crook County, 
Wyoming. 

summary: The Bureau of Land 
Management has determined that the 
land described below is suitable for 
public sale and will accept bids on these 
lands. BLM is required to receive fair 
market value for the land sold and any 
bid for less than fair market value will 
be rejected The BLM may accept or 
reject any and all offers, or withdraw 
any land or interest on the land for sale 


if the sale would not be consistent with 
FLPMA or other applicable law. 

Detailed bidding instructions and 
other sale details are available on 
request at BLM. Newcastle Resource 
Area. 1501 Highway 16 Bypass, 
Newcastle. Wyoming 82701 (phone (307) 
746-4453). Failure to submit a bid in 
accordance with these detailed 
instructions may result in rejection of 
the bid 


Parcels 


S*W No 

Lap*! d—cnpUy 

Ac**- 

Ap- 

prtMd 

w-astss^ 
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The lands described are hereby 
segregated for appropriation under 
public land laws, including the mining 
laws, pending disposition of this action. 

The sale will be conducted by 
modified competitive bidding, and each 
parcel will be offered by a sealed bid 
process to adjoining landowners. The 
apparent high bidder will be required lo 
submit evidence of adjoining 
lundownership before the high bid can 
be accepted. If any parcels fail to sell, 
the land will be reoffered for sale under 
a competitive bidding process. 

The patent for all parcels will include 
a reservation for ditches and canals, and 
all minerals will be reserved to the 
United States. Parcels W-86199. W- 
86200. W-86206. and W-86211 will be 
subject to exlsing oil and gas leases. 
Parcel W-86206 is subject to Ruth E. 
Davidson a grazing use and Parcel W- 
66200 is subject to Adam R. Neiman's 
grazing improvements. Parcel W-86211 
is subject to Eddie Gantz’s grazing 
improvements. A detailed description of 
these reservations is available from the 
above address. 

For a period of 45 days from the date 
’ of publication of this notice, interested 
parties may submit comments to the 
District Manager, Casper District Office. 
951 North Poplar. Casper. Wyoming 
82601. Any adverse comments will be 
evaluated by the State Director, who 
may vacate or modify this realty action 
and issue a final determination. In the 
absence of any action by the State 
Director, this realty action will become 
the final determination of the 
Department of the Interior. 
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Dated: March 13* 1965. 
fame* W. Monroe. 

District Manager. Casper. 

[FR Doc. 85-6804 Filed 3-21-65; 8:45 am] 

BILL aw COOC 4)10-21-11 


Fish and Wildlife Service 

Intent To Prepare a Master Plan With 
Environmental Impact Statement for 
the Chlncoteague National Wildlife 
Refuge, VA 

agency: Fish end Wildlife Service, 

Interior. 

action: Notice. 

summary: This notice advises the public 
that the Service intends to initiate a 
comprehensive planning process for the 
purpose of developing a Master Plan for 
the Chlncoteague National Wildlife 
Refuge. An Environmental Impact 
Statement (EIS) will be prepared during 
the planning process. This notice is 
being furnished as required by the 
National Environmental Policy Act 
fNEPA) Regulations (40 CFR 1501.7) to 
obtain suggestions and information from 
other agencies and the public issues to 
be considered in the plan development. 
Comments and participation in this 
scoping process are solicited. 

Background Information 

The Chlncoteague National Wildlife 
Refuge was established as a unit of the 
National Wildlife Refuge System in 1943. 
It consists of 9.931 acres located within 
Worcester County, Maryland and 
Accomack County, Virginia on the 
Delmarva Peninsula. The refuge is 
located on Assateague Island which 
stretches for about 33 miles along the 
coast of Virginia and Maryland. The 
refuge area represents one of the last 
major undeveloped barrier island 
ecosystems on the Northwestern 
Atlantic seaboard. A portion of the 
Assateague Island National Seashore is 
included within the boundary of the 
refuge. Chincoteague NWR hosts 
approximately 1.5 million people a year 
ond is the most highly visited refuge in 
Region 5. The proximity of the refuge to 
the metropolitan areas of Washington. 
DC, Baltimore, Philadelphia, and Norfolk 
will continue to stimulate public use 
demand. The impacts from 
overcrowding, traffic congestion, loss of 
wildlife habitat, and increased use 
pressures on the refuge necessitates, in 
part at least, this master planning effort. 

The refuge master plan is to be a 
comprehensive land use and facilities 
development plan that will clearly set 
forth long-term objectives for resource 
management and public use of the 


refuge. An interdisciplinary planning 
team comprised of staff from the refuge 
and the Regional Office in Newton 
Comer, Massachusetts, has been 
established to carry out the planning 
process. The process will include a data 
inventory and resource mapping phase, 
an analysis of land suitability to support 
potential uses, and evaluation of 
alternative ways to allocate refuge lands 
to potential uses in a manner consistent 
with the overall objectives of the 
National Wildlife Refuge System and 
the purpose for which the refuge was 
established. 

Public involvement will be an 
essential component of the planning 
process. As a public resource 
management agency, the Service will 
make every effort to insure that 
attitudes, interests and desires of local 
regional and national groups are 
considered in the planning process. 
Public participation will include 
personal contact with individuals, user 
groups, agencies, etc., and workshop 
sessions and meetings. 

Scoping sessions and workshops will 
be held to identify issues and problems 
that should be considered in the 
planning process. Time and location of 
meetings will be announced at least one 
month in advance. If your agency or 
organization is interested in 
participating, please contact the 
individual at the end of this 
announcement. 

In order to obtain public input as early 
as possible in the planning process, a 
general mailing to solicit public 
comments will be conducted during the 
Spring of 1985. Persons, representatives 
of organizations and agency 
representatives who have suggestions 
regarding problems and issues that 
should be considered in the planning 
process and/or wish to be on the 
mailing list are Invited to contact the 
Service. Written comments should be 
addressed to: Mr. Dennis Holland, 
Manager, Chincoteague National 
Wildlife Refuge. Box 62, Chincoteague, 
Virginia 23336. 

The planning process and 
environmental review of the master plan 
will be conducted in accordance with 
the requirements of the National 
Environmental Policy Act of 1969 as 
amended (42 CFR Parts 1500-1506), 
other appropriate Federal regulations, 
and Service procedures for compliance 
with those regulations. 

It is estimated that the Draft EIS will 
be available for the public by April or 
May of 1986. 

FOR FURTHER INFORMATION CONTACT: 

Gib Chase. U.S. Fish and Wildlife 
Service, One Gateway Center, suite 700. 


Newton Comer, Massachusetts 02158. 
telephone No. (617) 965-5100, extension 
278. or FTS 829-9278. 

William C Athe. 

Acting Regional Director. US. Fish and 
Wi/diife Service. 

(FR Doc. 85-6813 Filed 3-21-65; 8 45 am) 

OU.UHQ COOC 4310-45-M 


Pipeline R!ghts-of-Way Applications 
Texas 

Notice is hereby given that under 
Section 28 of the Mineral Leasing Act of 
1920 (30 U.S.C. 185), os amended by the 
Act of November 18.1973 (37 Stat. 570). 
that Mantaray Transmission Compary 
has applied for a right-of-way permit to 
construct, operate, and maintain a 36 
inch natural gas pipeline across the 
Matagorda Island State Park and 
Wildlife Management Area of the 
Aransas National Wildlife Refuge In 
Calhoun County. Texas. 

This proposed pipeline will transport 
natural gas from offshore (Matagorda 
Island Blocks 622. 623, 624, and 568) to 
onshore and thereby into intrastate 
commerce. It is necessary to cross 
refuge lands to get onshore, to minimis* 
pipeline length, and to minimize 
environmental disturbances by 
following an area previously disturbed 
in the building of the abandoned Air 
Force Base, 

The proposed pipeline will start from 
the Gulf of Mexico. Matagorda Island 
Block 622: cross Matagorda Island, along 
side an existing road east of the 
abandoned Air Force Base: Espiritu 
Santo Bay; Dewberry Island: Snoalwatff 
Bay: and the Intercoastal waterway: 
before coming onshore in Calhoun 
County, Texas. 

The purpose of this notice is to inform 
the public that the United States Fish 
and Wildlife Service will be proceeding 
with consideration of whether this 
application should be approved, and >i 
so, under what terms and conditions 

Interested persons desiring to expresi 
their views should do so within thirty 
(30) days by sending their comments, 
with their name and address, to the 
Regional Director. U.S. Fish and Wildlife 
Service. P.O. Box 1300, Albuquerque, 
New Mexico 87103. 

agency: U.S. Fish and Wildlife Sen it*. 
Department of the Interior. 
action: Public Notice. 


OATES: Comments must be submitted on 
or before April 22,1985. 

addresses: All written comments arc to 
be submitted to: Regional Director, US 
Fish and Wildlife Service (RE), P.O. Bo* 
1306, Albuquerque, New Mexico 87103. 
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fO r, FURTHER INFORMATION CONTACT: 

Mr William B. Fisher. Really Specialist, 
Diusion and Really, U.S. Fish and 
Wildlife Service. 500 Cold Avenue SW„ 
Albuquerque, New Mexico 87103. 
Telephone: 1505) 760-2174. 

Michael). Spear. 

Regional Director, 

[FK Boo. 85-6610 Filed 3-21-85; 8 45 acu) 

JXUNO COO€ 4310-*F-M 


Minerals Management Service 

Howell Petroleum Corp.; Development 
Operations Coordination Document 

agency: Minerals Management Service, 

interior. 

AcrroN: Notice of the Receipt of a 
Proposed Development Operations 
Coordination Document (DOCD) 

summary: Notice is hereby given that 
Howell Petroleum Corporation has 
submitted a DOCD describing the 
activities it proposes to conduct on 
Lr :b»: OSG-G 4903. Block 64. Main Pass 
Area, offshore Louisiana. Proposed 
plans fur the above area provide for the 
development and production of 
hydrocarbons with support activities to 
be Conducted from an onshore base 
located at Venice. Louisiana, 
owr; The subject DOCD was deemed 
submitted on March 11.1985. 
addresses: A copy of the subject 
DOCD is available for public review at 
the Office of the Regional Director. Gulf 
of Mexico OCS Region. Minerals 
Management Service. 3301 North 
Causeway Bhrd* Room 147, Metairie. 
Louisiana (Office Hours: 9 a m. to 3:30 
P-m Monday through Friday). 
rCfl FURTHER INFORMATION CONTACT: 

Ms Angie Gobert; Minerals 
Management Service; Gulf of Mexico 
OCS Region: Rules and Production: 

Plans. Platform and Pipeline Section; 
Lxpforation/Development Plans Unit; 
Pbonr (504) 836-0876. 
supplementary information: The 
purpose of this Notice is to inform the 
p d lic. pursuant to section 25 of the OCS 
Cnds Act Amendments of 1978. that the 
Minerals Management Service is 
^Wisiuering approval of the DOCD and 
iDdt it is available for public review. 

Revised rules governing practices and 
Procedure* under which the Minerals 
Management Service makes information 
contained in DOCDs available to 
effected stales, executives of affected 
0Ca * governments, and other interested 
^hes became effective December 13. 
^ I *14 FR 536B5). Those practices and 
procedures are set out in revised 
5 250.34 of Title 30 of the CFR. 


Dated: March 12.1985. 

John L Rankin* 

Regional Director. Gulf of Mexico OCS 
Region. 

|FR Doc 65-6829 Filed 3-21-85: 0 45 am] 

MLUNO CODE Ott-NA-M 


Samedan Oil Corp^ Development 
Operations Coordination Document 

agency: Minerals Management Service, 
Interior. 

action: Notice of the Receipt of a 
Proposed Development Operations 
Coordination Document (DOCD). 

summary: Notice is hereby given that 
Samedan Oil Corporation has submitted 
a DOCD describing the activities it 
proposes to conduct on Lease OCS-G 
5869, Block 18. West Delta Area, 
offshore Louisiana. Proposed plans for 
the above area provide for the 
development and production of 
hydrocarbons with support activities to 
be conducted from an onshore base 
located at Venice. Louisiana. 
pate: The subject DOCD was deemed 
submitted on March 13.1985. 
addresses: A copy of the subject 
DOCD is available for public review at 
the Office of the Regional Director. Gulf 
of Mexico OCS Region. Minerals 
Management Service, 3301 North 
Causeway BlvcL, Room 147. Metairie. 
Louisiana (Office Hours: 9 a.m. to 3:30 
pjiu Monday through Friday). 

FOR FURTHER INFORMATION CONTACT: 

Ms. Angie D. Covert: Minerals 
Management Service: Gulf of Mexico 
OCS Regional: Rules and Production: 
Plans. Platform and Pipeline Section: 
Exploration/Development Plans Unit; 
Phone (504) 838-0076. 

SUPPLEMENTARY INFORMATION: The 
purpose of this Notice is to inform the 
public, pursuant to section 25 of the OCS 
Lands Act Amendments of 1976, that the 
Minerals Management Service is 
considering approval of the DOCD and 
that it is available for public review. 

Revised rules governing practices and 
procedures under which the Minerals 
Management Service makes information 
contained in DOCDs available to 
affected states, executives of affected 
local governments, and other interested 
parties became effective December 13, 
1979. (44 FR 53685). Those practices and 
procedures are set out in revised 
§ 250.34 of Title 30 of the CFR. 

Dated: March 14.1985. 

John L Rankin, 

Regional Director, Gulf of Mexico OCS 
Region . 

(FR Doc 85-6621 Filed *-21-45; 645 am) 

BILLING COM 43 
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Outer Continental Shelf OH and Gas 
Leasing Program: Mid-1986 Through 
Mid-1991; Inquiry 

aqency: Minerals Management Service. 
Interior. 

ACTION: Request for Comments on the 
Draft Proposed 5-Year Outer 
Continental Shelf (OSC) Oil and Gas 
Leasing Program for Mid-1986 through 
M id-1991. 


summary: TJie Secretary of the Interior 
has just transmitted to the Governors of 
the affected coastal States and to the 
heads of affected Federal Agencies for 
review and comment the Draft Proposed 
5-Year OCS Oil and Gas Leasing 
Program, prepared pursuant to section 
18 of the OCS Lands act, as amended. 
That transmission is a formal but early 
step on the approximately 2-year 
process of analysis and consultation 
required for development of a new 5- 
year OSC oil and gas leasing program. 
The process was begun in July 1984 with 
letters to coastal State Governors and 
affected Federal Agencies and a Federal 
Register Notice (49 FR 28332, July 11, 
1964) requesting initial comments and 
information on development of the new 
5-year program. The Draft Proposed 
Program consists of a preliminary 
schedule of sales including presale 
milestones for the period July 1988 
through June 1991 and a selection of 
leasing policies. These policies concern 
the configuration of OCS planning areas, 
the size of sales as determined by the 
presale process, and the means of 
assuring the receipt of fair market value 
for lands leased and rights conveyed. A 
Notice of intent to prepare an 
environmental impact statement (E1S) 
also appears in today's Federal Register. 
This Notice seeks public comments on 
the schedule and policies selected as the 
Draft Proposed Program. The responses 
to this Notice will be considered for the 
Secretarial decision on the adoption of a 
Proposed 5-Year OCS Oil and Gas 
Leasing Program planned for release in 
the summer of 1985. That rcleaf e will be 
followed by a further 90-day comment 
period and further evaluation. 

dates: Comments must be received by 
May 20.1985. 

addresses: Comments should be 
submitted to the Deputy Associate 
Director for Offshore Leasing. Minerals 
Management Service (MMS), Mail Stop 
641.12203 Sunrise Valley Drive. Rcston. 
Virginia 22091. Hand deliveries to the 
Department of the Interior may be made 
to Room 2525,18th 6 C Streets NW„ 
Washington. D.C 20240. Envelopes or 
packages should be marked "Comments 
on the Draft Proposed 5-Year OCS 
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Leasing Program." If any privileged or 
proprietary information which the 
respondent wishes to be treated as 
confidential is attached to comments, 
the envelope or package should be 
marked "Contains confidential 
information/* 

FOR FURTHER INFORMATION CONTACT: 

Telephone contact may be made 
with Chris Oynes, Chief. Offshore 
Leasing Management Division. MMS, at 
(202) 343-6906, or Paul Stang, Chief. 
Branch of Program Development and 
Planning. MMS. at (202) 343-1072. 

Author: Robert Samuels, Branch of 
Program Development and Planning, 
MMS. 

SUPPLEMENTARY INFORMATION: The 

Department of the Interior (DOI) has 
developed the Draft Proposed Program 
within the framework of section 18 of 
the OCS Lands Act. as amended. 

Section 18 requires that the 5-year 
program be designed to meet national 
energy needs. Thus, one objective of the 
program is to allow all parties to plan 
for OCS leasing activities while 
providing sufficient flexibility to meet 
national energy needs. 

Pursuant to section 18, the schedule 
and policies selected for the Draft 
Proposed Program were based on a 
consideration of a number of factors 
specified by the act and provide "to the 
maximum extent practicable, a proper 
balance between the potential for 
environmental damage, the potential for 
the discovery of oil and gas, and the 
potential for adverse impact on the 
coastal zone." 

The preliminary decisions made for 
the Draft Proposed Program are 
described below. This is the first of 
several steps in the development of the 
new program. The proposals which 
comprise the Draft Proposed Program 
will be reviewed at the later program 
development stages: the Proposed 
Program, schedule for release in the 
summer of 1B85; the Proposed Final 
Program, planned for the spring of 1988; 
and final approval. Secretarial approval 
of a final new 5-Year OSC Oil and Gas 
Leasing Program will follow appropriate 
consultation and a 80-day notification 
period before Congress. 

Maps and a table showing the 
planning areas and their geographic 
boundaries appear at the end of this 
Notice along with Figure 1 which depicts 
the leasing schedule selected for the 
Draft Proposed Program. 

1. Planning Area Boundaries for the 
Draft Proposed Program 

In the July 1984 Federal Register 
Notice requesting comments on the 
development of the new program. 24 


OCS planning areas were depicted. The 
Draft Proposed Program selection 
revises the July 1984 description by 
establishing outer boundaries for 
planning areas and reconfiguring the 
OCS into 26 planning areas. 

This reconfiguration has two parts: 
the division of the South Atlantic into 
two areas (South Atlantic and Straits of 
Florida) to allow a more concentrated 
review of those areas under the 
provisions of section 18; and the 
reconfiguration of planning areas 
offshore California from two to three to 
allow a more concentrated section 18 
review of those areas as well as to 
respond to public comments. 

The key factor in the reconfiguration 
of the areas offshore California is that 
there are discoveries in the basin on 
both the south and west sides of Santa 
Barbara County. It will thus be better for 
planning and administrative purposes to 
treat them together for the scheduling of 
lease sales and analyzing in a single E1S 
potential impacts on air quality, 
transportation of oil and gas, and other 
environmental factors. The other four 
basins offshore California are divided 
equally, i.e., two and two, to form the 
new Central and new Northern 
California planning areas. 

In addition to the above 
reconfiguration of planning areas, outer 
boundaries have been selected. The 
outer boundaries of the Washington- 
Oregon and Northern California areas 
are being set at 128* W. longitude so as 
to encompass the area of hydrocarbon 
potential in those regions. In the 
Beaufort Sea. Official Protraction 
Diagram NS 7-8 is being added so as to 
include that area for consideration for 
leasing in the new program. 

2. The Leasing Schedule for the Draft 
Proposed Program 

Over the period mid-1980 through mid- 
1991, the Draft Proposed Program 
provides for 33 standard sales, 5 frontier 
exploration sales, and 5 supplemental 
sales. 

This contrasts with the current 
program (os approved in July 1982), 
which provided for 40 standard sales 
and 1 reoffering sale. The new draft 
schedule proposes the continuation of 
annua) sales in the two highest-value, 
highest-lnterest areas: the Central and 
Western Gulf of Mexico. It proposes 
triennial sales in 15 other areas. This 
triennial pacing of sales contrasts with 
the biennial pace in the current 5-year 
program. Other features of the proposed 
schedule are described below. 

The first OCS sale in 27 years is 
proposed for 1991 offshore Washington 
and Oregon given the value of that 
area's resources and industry interest 


The schedule also proposes the first salt 
in Hope Basin, offshore Alaska, also m 
1991. The sale3 for these areas are 
proposed late in the 5-year period to 
allow time for the necessary 
environmental studies to be performed 

o. The Base Schedule 

The base schedule proposes 33 
standard sales in 17 planning areas. The 
11 sales numbered in Figure 1 are sale* 
carried over from the current to the new 
program. 

b. Frontier Exploration Sales Offshore 
Alaska 

Five frontier exploration sales have 
been proposed offshore Alaska to 
increase the flexibility of the schedule u 
respond to changes in prices and other 
economic conditions or improved 
geologic and geophysical data. These 
five sales are proposed for the Gulf of 
Alaska (1988). Cook Inlet (1989). 
Shumagin (1990), Hope Basin (1991). asd 
Kodiak (1991). The 1987 Shumagin sale 
Sale 86, is carried over from the current 
schedule as a standard sale. In these 
frontier areas, the assessment of oil and 
gas resources is incomplete, and at this 
time, industry interest appears low. 

These frontier exploration sales will 
include an additional presale step: a 
Request for Interest scheduled for 4 
months prior to the Call for Information 
and Nominations. Responses to each 
Request will be used to help determine 
whether the approximately 2-year sale 
process should proceed in those areas. 
The annual review of the program under 
section 18(e) will also be used to 
determine whether to proceed with 
these sales. 

c. Supplemental Sa/es 

The schedule also includes an annual 
sale for a limited number of selected 
blocks in areas other than the Centra! 
and Western Gulf of Mexico: drainage 
and development blocks; and blocks on 
which bids were rejected in the 
preceding calendar year. These sales 
will provide for (1) The expeditious 
offering of blocks in which serious 
industry interest can reasonably be 
anticipated; (2) orderly development of 
OCS resources (increasing the potential 
for actual development and reducing & 
time necessary to bring new fields into 
production); and (3) minimization of 
costs of delay. These blocks will only b* 
offered after compliance with the 
requirements of the National 
Environmental Policy Act. the OCS 
Lands act, and other applicable statute* 
lire environmental assessment 
documentation for each of these sales I 
would be released at approximately th* I 
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same time as the Proposed Notice of 
Sale If it is determined that an EtS it 
required for one of these sales, revised 
presale milestones will be issued. 

d Areas in Which no Sales Are 
Proposed in the Draft Proposed Program 

The schedule proposes no sales in St. 
MattheW'Hall, Aleutian Arc. Aleutian 
Basin, and Bowers Basin so as to 
concentrate management resources on 
other areas with higher resource 
potential and industry interest. 

Comments are requested on this part of 
the proposal in the final section of this 
Noti tv No sale has been scheduled for 
the Straits of Florida since this area has 
nut yet been analyzed as a separate 
planning area. Section 18 analysis of 
an J comments on the Straits of Florida 
us a new planning area will be available 
for the decision on the Proposed 
Program. 

e Flexibility Provision 

The DOI must plan for an unknown 
future with limited Information. Changes 
in the world energy market as well as 
exploration results in frontier areas can 
dramatically affect the demand for 
offshore leases. The statutory 
requirement to develop “a schedule of 
proposed lease sales indicating, as 
precisely as possible, the size, timing, 
and location of leasing which [the 
Secretary! determines will best meet 
national energy needs for the 5-year 
period follow ing its approval . . , H must 
le applied with due recognition that 
wh.it will be known tomorrow may well 
be very different from what is known 
today. 

To comply fully with the statutory 
requirement to meet notional energy 
t»eds over the 5 years of the program, 
thr schedule should have the flexibility 
•' pond to changing conditions. Thus, 
tl e miw program includes a provision to 
scederate sales in areas of higher value 
wd/or higher interest (but not so as to 
use the total number of sales in Gny 
panning area in the approved program). 
The ureas where such acceleration 
M uld be considered include: Southern 
California; Eastern Gulf of Mexico; 
CVr/uM California; Northern California; 
Navartn Basin; Beaufort Sea; North 
Aleutian Basin; and St. George Basin. 
Specific guidelines for the 
Implementation of the acceleration 
prevision w ill be developed for the 
Proposed Program and available for 
Public comment before final approval of 
® e program. 

Such a provision would be used only 
” w arranted by changes in economic 
wndaions (for example, substantially 
oil price expectations such as 
result from a serious oil supply 


disruption) or geologic data (such as 
could come from major new 
discoveries). The question of whether to 
accelerate a sale in an area would be 
made on a sale-by-sale basis, as pari of 
the required annual review of the 
program under section 18(e). No new 
sales would be added to the program in 
any planning area under this provision. 

4. Size of Lease Sales 

It is proposed that the size of lease 
sales be determined by a presale 
process which results in the offering of 
promising acreage. Promising acreage is 
that which is reasonably determined to 
be likely to lead to exploration and/or 
development of oil and gas resources. 
That determination will be made by 
means of a consultative process which 
will provide for the early resolution of 
conflicts based on information and 
nominations obtained from affected 
Federal Agencies. State and local 
governments, the public, and potential 
bidders, as well as Minerals 
Management Service analysis. 

The offering of promising acreage will 
give effect to DOT* desire to make 
available for lease areas of hydrocarbon 
potential as identified by industry and 
MMS, while remaining cognizant of the 
particular circumstances relevant to 
each sale. The various OCS areas and 
the adjacent onshore regions vary 
significantly in terms of exploration and 
development history, onshore support 
capability, and possible multiple-use 
conflicts. In preparing for leasing 
activity, regional differences will be 
taken into account on a case-by-case, 
sale-by-sate basis, and the emphasis 
will be on consultation, and. wherever 
possible, consensus. 

5. Assurance of Receipt of Fair Market 
Value In the Draft Proposed Program 

Section 18(a)(4) provides that leasing 
activities are to be conducted so as to 
assure receipt of fair market value for 
lands leased and rights conveyed. The 
policy option selected for the Draft 
Proposed Program maintains current 
procedures for assuring the receipt of 
fair market value. In 1984* a number of 
adjustments were made to improve fair 
market value procedures based upon 
evaluations of these procedures 
conducted by MMS independent of the 
formulation of the new leasing program. 
The policy option selected also provides 
for a review under the auspices of the 
development of the new 5-year program 
of the question of whether the minimum 
bid level should be changed either in 
general or on a variable basis for 
different planning areas. 


Information requested 

This Notice has been prepared to 
obtain public views on the above 
proposals. Comments may be submitted 
on any topic related to the new 5-year 
program. 

Comments are requested on the 
following specific topics: 

(1) The proposed configuration of 
planning area boundaries. 

(2) The appropriateness of the number 
of proposed sales and the interval 
between proposed sales. 

(3) The appropriateness of the 
location of proposed sales. 

(4) The proposed presale process. 

(5) The proposed means of pursuing 
flexibility in the new program in light of 
uncertainty over future oil and gas 
prices and national energy needs. 

(6) Whether considerations such as 
the following concerning the level of the 
minimum bid would warrant varying the 
current minimum bid level of $150 per 
acre on a nationwide or planning area 
basis; (1) Changes in economic 
conditions such as oil prices; or (2) 
potential effects on the number of tracts 
leased or the rate of exploration and 
development. 

(7) Whether the tract size limit of 5,760 
acres ought to be expanded; and 
whether enlargement of the maximum 
tract size is an alternative which would 
achieve effects comparable to varying 
the minimum bid. Under section 8(b)(1) 
of the OCS Lands Act* the Secretary of 
the Interior has the authority to enlrge 
the maximum tract size if necessary to 
comprise a reasonable economic 
production unit. 

(8) Whether there are subareas within 
planning areas which should be subject 
to special considerations, either in the 
presale planning process for each sale 
or, more generally, within the 5-year 
program itself* and what those 
considerations should be. 

Industry respondents in particular are 
requested to rank all planning areas of 
the OCS which now number 28 instead 
of 24. In order to encourage the frankest 
response, each respondent's ranking, 
upon request will be deemed to be 
privileged or proprietary information to 
be treated as confidential for a period of 
2 years after receipt by MMS. 
Confidential treatment of information is 
authorized under section 18(g) of the 
OCS tands Act. In order that only 
rankings be treated as confidential, they 
should be submitted as an attachment to 
the other comments a respondent 
submits. While each ranking attachment 
will be treated as confidential 
information for a period of 2 years, 
statistical summaries of ranking! 
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prepared by MMS. the names of 
respondents submitting rankings, and 
comments other than rankings will not 
be treated as confidential information. 

Separate rankings are requested for 
(i) Hydrocarbon potential; and (ii) 
exploration and development interest. 
Both rankings should be based on 
estimates of resources expected to be 






unleased as of mid~19B6. Industry 
respondents are also asked to indicate 
those areas in which they have 
intentions to operate or serious interest 
in operating so that their rankings can 
be interpreted most usefully by MMS. 

The following map9 and Table 1 
depict and describe the planning area 


boundaries selected as part of the Draft 
Proposed Program. Figure 1 depicts the 
leasing schedule selected for the Draft 
Proposed Program. 

Dated: March 10.1985. 

William D. Bettenbcrg. 

Director, Minerals Management Service 

B4LUMQ COOC 43t^«flR-U 
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Table 1—Description of Planning Areas 

1. North Atlantic: Extends south horn 
the {tincture of the territorial sea at 71* 

W longitude to 39* N latitude thence 
east to the juncture of an extension of 
the U.S.~€anada Maritime Boundary 
thence north along that extension to the 
territorial sea thence following the 
territorial sea to the point of origin. 

2. Mid-Atlantic: Extends east from the 
juncture of the territorial sea at 
approximately 35* N latitude to 70* W 
longitude thence north to approximately 
37* N latitude thence east to 68* W 
longitude thence north to approximately 
38* N latitude thence cast to 66* W 
longitude thence north to 39* N latitude 
thence west to 71" W longitude thence 
north to the territorial sea thence along 
the territorial sea to the point of origin. 

3. South Atlantic East from the 
juncture of the territorial sea at 

pproximately 35* N latitude to 70* W 
longitude thenceuiouth to 34* N latitu de 
thence west to 72* W longitude thence 
south to 32* N latitude thence west to 
74* W longitude, thence south to 31* N 
latitude thence west to 78 * W longitude 
thence south to 28*17* N latitude thence 
west to the territorial sea limits thence 
north along the territorial sea to the 
point of origin. 

4. Straits of Florida: East from the 
juncture of the territorial sea at 28*17* N 
latitude to 78* W longitude thence south 
to the limits of U.S. jurisdiction thence 
southwest along the line of U.S. 
jurisdiction to approximately 81*13* W 
longitude at 23*55' N latitude thence 
west to 83* W longitude thence north to 
the territorial sea abutting the Dry 
Tortugas thence east to the limits of the 
territorial sea thence along the territorial 
sea to the point of origin. 

5. Eastern Gulf of Mexico: South from 
the territorial sea at approximately 
87*45' W longitude to approximately 29* 
N latitude thence west to approximately 
87*55' W longitude thence south to 
approximately 28* N latitude thence east 
to approximately 85*55* W longitude 
thence south to the limit of U.S. 
jurisdiction thence southeast to 
approximately 83*55' W longitude at 
approximately 24* N latitude thence east 
to 83* W longitude thence to the limits of 
the territorial sea thence east to 
approximately 82*25' W longitude 
thence north and east along the 
territorial sea to the limits of U.& 
jurisdiction thence along the territorial 
sea to the point of origin. 

6. Central Gulf of Mexico: South from 
the territorial sea at approximately 
87*45' W longitude to approximately 29* 
N latitude thence west to approximately 
87*55' W longitude thence south to 
approximately 26* N latitude thence 


west to approximately 91*55' W 
longitude, except that between 
approximately 88*23' W longitude and 
91*05' W longitude the boundary is the 
U.S,-Mexico Provisional Maritime 
Boundary, thence north to 
approximately 27*55' N latitude thence 
generally west to approximately 93*25' 

W longitude thence northwest to the 
juncture of the territorial sea at 
approximately 93*50* W longitude 
thence east along the territorial sea to 
the point of origin. 

7. Western Gulf of Mexico: East from 
the territorial sea along the U.S.-Mexico 
Provisional Maritime Boundary to 
approximately 25*45' N latitude thence 
along approximately 28* N latitude to 
approximately 91*55' W longitude 
thence north to approximately 27*55’ N 
latitude thence generally west to 
approximately 93*25’ W longitude 
thence northwest to the juncture of the 
territorial sea at approximately 93*50' W 
longitude thence along the territorial sea 
to the point of origin. 

8. Southern California: West along a 
line extending from the territorial sea at 
approximately 35*47* N latitude to 
approximately 124* W longitude thence 
south to approximately 34*58' N latitude 
thence east to approximately 122* W 
longitude thtnee south to approximately 
32*55* N latitude thence east to 
approximately 121*40' W longitude 
thence south to approximately 32*40' N 
latitude thence east to approximately 
120*20* W longitude thence south lo 
approximately 32*10' N latitude thence 
east to 120* W longitude thence south to 
the U.S.-Mexico Provisional Maritime 
Boundary thence along the U.S-Mexico 
Provisional Maritime Boundary to the 
territorial sea thence along the territorial 
sea to the point of origin. 

9. Centra) California: West along a 
line extending from the territorial sea at 
approximately 35*47* N latitude to 
approximately 124* W longitude ther.ee 
north to approximately 37*50* N latitude 
thence west to approximately 126* W 
longitude thence north to approximately 
38*46' N latitude thence east to the 
territorial sea thence along the territorial 
sea to the point of origin. 

10. Northern California: West along a 
line extending from the territorial sea at 
approximately 38*46 N latitude to 
approximately 128* W longitude thence 
north to approximately 42* N latitude 
thence thence cast to the territorial sea 
thence along the territorial sea to the 
point of origin. 

11. Washington-Oregon: West along a 
line extending from the territorial sea at 
approximately 42* N latitude to 128* W 
longitude thence north to the limits of 
U.S. jurisdiction thence east to the 


territorial sea thence along the territorial 
sea to the point of origin. 

12. Beaufort Sea: West from the 
juncture of U.S. jurisdiction at 73* N 
latitude to 162* W longitude thence 
south to 71* N latitude thence east to Ad 
limits of the territorial sea thence east til 
the limit of U.S. jurisdiction thence nocft| 
to the point of origin. 

13. Chukchi Sea: Ea9t from 
approximately 169* W longitude at 73’ 

N latitude to 162* W longitude thence 
south to 71* N latitude thence eust to thf| 
limits of the territorial sea thence 
generally southwest to approximately 
68*20 N latitude at 167* W longitude 
thence west to the U.S-Russia 
Convention Line thence north to the 
point of origin. 

14. Hope Basin: Extends west from I 
juncture of the territorial sea at 68*20 N | 
latitude to the U.S.-Russia Convention 
Line thence south along tbs U-S.-Russia 
Convention Line to 65*35' N latitude ■ 
thffnce east to the limits of the U-rr ’ r j | 
sea thence along the territorial sea to 
the point of origin. 

15. Norton Basin: Extending west froa| 
the juncture of 65*35* N latitude at 

168 15 W kmgitude to the U.Sb-Russii 
Convention Line thencs generally 
southwest along that line to 
approximately 63’ N latitude at 175 W 
latitude thence east to the territorial set | 
thence along the territorial tea to the 
point of origin. 

18. Navarin Basin: Extends southwest | 
from the juncture of approximately 63* I 
N latitude at the U.S.-Russia Conventtc | 
Line along that line to 180* longitude I 
thence south to approximately 58* N 
latitude thence east to 174* W longltuck j 
thence north to approximately 83’ N 
latitude thence west to the point of 
origin. 

17. St. Matthew-Halk West from the 
territorial sea at approximately 83* N 
latitude at 165' W longitude to 174 W 
longitude thence south to approximately | 
59* N latitude thence east to the 
territorial sea thence following the 
territorial sea to the point of origin. 

18. St. George Basin: South from 59 
latitude at 174' W longitude to 56' N 
latitude thence east to 171* W lo; w | 
thence south to approximately 52 35 h 
latitude thence east to the limits of the 
territorial sea thence following the 
territorial sea east to approximately 
170*30 W longitude at 52*40* N latitude | 
thence east to the limit of the territorial 
sea at approximately 52*46 N latitude 
thence following the territorial sea to 
approximately 52*48 N latitude thencs 
east to the limit of the territorial sea 
thence northeast to 165’ W longitude 
thence north to 59* N latitude thence 
west to the point of origin. 
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19 North Aleutian Basin: West from 
161 52 W longitude at approximately 
59 N latitude to 165* W longitude 
ihencc south to the intersection with the 
temtnrial aea thence following the 
territorial sea to the point of origin. 

20 Shumagin: Extends south from a 
point at approximately 54’30‘ N latitude 
and 165* W longitude to 50’ N latitude 
thence east to 159* W longitude thence 
north to 51* N latitude thence east to 
156* W longitude thence north to 57* N 
latitude thence west to the territorial sea 
thence southwest along the territorial 
sea to the point of origin. 

21 Cook Inlet: Extends east from 
approximately 56*57* N latitude at 
156*25 W longitude to the intersection 
with the territorial sea thence generally 
northeast along the territorial aea to 
approximately 152*27 W longitude 
thence north to the territorial aea thence 
around the territorial aea to 
approximately 59* N latitude at 152* W 
longitude thence north to the territorial 
m thence following the territorial aea 
to the point of origin. 

22. Kodiak: Extends east from 57* N 
latitude at 156’ W longitude to the 
territorial sea thence generally northeast 
along the territorial aea to 
approximately 152*27 W longitude 
thence north to the territorial sea thence 


around the territorial aea to 
approximately 59’ N latitude thence 
east to 148* W longitude thence south to 
58’ N Latitude thence east to 147* W 
longitude thence south to 53* N latitude 
thence weat to 150* W longitude thence 
south to 52* N latitude thence west to 
156* W longitude thence north to the 
point of origin. 

23. Gulf of Alaska: Extends south from 
approximately 151*55' W longitude at 
59*05' N latitude to the territorial sea at 
approximately 59* N latitude thence east 
to 148* W longitude thence south to 58* 

N latitude thence east to 147* W 
longitude thence south to 53* N latitude 
thence east to 141* W longitude thence 
generally northeast along the fishery 
conservation line to the territorial sea 
thence along the territorial aea to the 
point of origin. 

24. Aleutian Basin: East from the 
juncture of approximately 56* N latitude 
at the ll.S.'Rusaia Convention Line to 
174* W longitude thence north to 
approximately 58’ N latitude thence 
weat to 180* longitude thence north to 
the juncture of the U.S.-Russia 
convention line thence along that line to 
the point of origin. 

25. Bowers Basin: East from the 
juncture of approximately 56* N latitude 
at the U S. Russia Convention line to 


171* W longitude thence south to 
approximately 53* N latitude thence 
west to 174* E longitude thence north to 
approximately 54* N latitude thence 
west to the U.S.-Russia Convention Line 
thence along that line to the point of 
origin. 

26. Aleutian Arc: East from the 
juncture of the U.S.-Russia Convention 
Line at approximately 54* N latitude to 
174* E longitude thence south to 
approximately 53* N latitude thence east 
to 171* W longitude thence south to 
approximately 52*35* N latitude thence 
east to the limits of the territorial aea 
thence following the territorial aea east 
to approximately 170*30* W longitude at 
52*40* N latitude thence east to the limit 
of the territorial sea at approximately 
52*46' N latitude thence following the 
territorial sea to approximately 52*48* N 
latitude thence east to the limit of the 
territorial sea thence northeast to 165* 

W longitude thence south to 
approximately 50* N latitude thence 
west to approximately 167* E longitude 
thence north to the U.S.-Russia 
Convention Line thence along that line 
to the point of origin. 
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Intent To Prepare an Environmental 
Impact Statement for the Proposed 5- 
Year Outer Continental Shell Oil and 
Gas Leasing Program for Mld-1986 
Through Mid-1991 

Pursuant lo section 102(2)(C) of the 
National Environmental Policy Act of 
1969. the Department of the Interior's 
Minerals Management Service (MMS) 
intends to prepare an environmental 
impact statement (E1S) regarding a 
proposed new 5-Year Outer Continental 
Shelf (OCS) oil and gas leasing program 
covering the period mid-1938 to mid- 
1991. The draft EIS is currently 
scheduled for release in the summer of 
1965. 

in July 1984. the Department of the 
interior requested suggestions and 
information from the Governors of the 
affected coastal states, affected Federal 
Agencies, industry, and the public on 
the development of a new 5-year leasing 
program. Information was requested on 
the characteristics of the OCS planning 
areas, environmental sensitivity, 
technological feasibility of exploring 
and developing certain areas, and the 
ranking of OCS areas both by oil and 
gas potential and by interest in 
exploration and development 

The Secretary of the Interior has just 
transmitted to the Governors of the 
affected coastal States and the heads of 
affected Federal Agencies, for review 
and comment the Draft Proposed 5-Year 
OCS Oil and Gas Leasing Program, 
prepared pursuant to section 18 of the 
OCS Lands Ad. as amended. That 
transmission is a formal but early step 
in the approximately 2-year process of 
analysis and consultation required for 
development of a new 5-year OCS oil 
and gas leasing program. A Notice 
requesting comments on the Draft 
Proposed Program also appears in 
today's Federal Register. 

Pursuant to 40 CFR 1501.7, this Notice 
initiates the scoping process for the EIS. 
The Department of the Interior hereby 
solicits information froni Federal State, 
and local agencies, and the public 
regarding alternatives and the issues 
which should be evaluated In the EIS. 
Respondents are requested to focus their 
comments on the environmental issues 
attendant to the proposal as defined in 
toe Draft Proposed Program which 
appears elsewhere in today's Federal 
Register, and on alternative leasing 
schedules and presale processes which 
should be evaluated in the EJS. 
d *tes: Scoping comments should be 
Reived by May 20,1985. 
address: Scoping comments should be 
submitted to Daniel Henry. Minerals 
Management Service, Mail Stop 644. 


12203 Sunrise Valley Drive. Reston. 
Virginia 22091. Hand deliveries to the 
Department of the Interior may be made 
to Room 2518,18th ft C Streets, N.W., 
Washington. D.C 20240. Envelopes or 
packages should be marked “Scoping 
Comments on the Proposed 5-Year 
Leasing Program EIS.“ 

FOR FURTHER INFORMATION CONTACT: 
Daniel Henry, Branch of Environmental 
Evaluation. MMS. at (202) 343-8284. 

Author: Daniel Henry, Branch of 
Environmental Evaluation. MMS. 

Dated: March 19.1965. 

William O. Belt on berg. 

Director, Minerals Management Service. 

[FR Doc. 85-8918 Filed 3-21-85: 8:45 am) 
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National Park Service 

Kantishna Hills and Ounkle Mine Study, 
Alaska; Availability of Final 
Environmental Impact Statement 

summary: This notice announces the 
availability of a final environmental 
impact statement (EIS) for the Kantishna 
Hills and Dunkle Mine study in Alaska. 
This notice also announces the 
beginning of the 30-day waiting period, 
which commences with the publication 
of the EPA notice. This final EIS was 
prepared to analyze the impacts of 
alternative strategies for managing 
mineral development in two study areas 
in Denali National Park and Preserve, 
Alaska. 

addresses: Copies of the final EIS may 
be obtained from Roger Cantor, 

Regional Director. Attn: Linda Nebel. 
National Park Service, 2525 Gam be 11 
Street. Room 107. Anchorage, Alaska 
99503-2802. 

Public reading copies of the final EIS 
are available for review at Office of 
Public AfTairs, National Park Service. 
Dept, of the Interior, 18th and C Streets. 
N.W., Washington, D.C. 20240. 

FOR FURTHER INFORMATION CONTACT: 
Linda Nebel. Chief. Division of Planning. 
Alaska Regional Office (telephone: 907- 
271-4637) in Anchorage. Alaska 
(address given above). 

SUPPLEMENTARY INFORMATION: The 
Kantishna Hills and Dunkle Mine study 
is mandated by section 202(3)(b) of the 
Alaska National Interest Lands 
Conservation Act of 1980, which 
specified that the study would be 
conducted jointly by the Alaska Land 
Use Council and the Secretary of the 
Interior. The two study areas lie within 
Denali National Park and Preserve. The 
study presents seven alternatives for 
managing mineral development in the 
two study areas, ranging from the 


elimination of all mining in the study 
areas to removing the study areas from 
the national park and National Park 
Service administration. The preferred 
alternative, as selected by the Alaska 
Land Use Council is the implementation 
of a mineral leasing program in the 
Kantishna Hills and continuation of 
status quo management in the Dunkle 
Mine study area. 

A draft EIS on the study was released 
to the public in May of 1983, and a 80- 
day comment period was established, 
and subsequently extended to 90 days in 
response to public requests. Public 
meetings were conducted in Anchorage. 
Fairbanks, Healy and Kantishna, 

Alaska. Approximately 210 people 
attended the public meetings, and a total 
of 96 written comments were received. 
The final EIS contains a summary of the 
comments made at the public meetings 
and also contains the letters with 
comments (hat are substantive in terms 
of the content of the draft EIS. 

Dated: January 21.1985. 

Roger Contor. 

Regional Director. Alaska Region. 

|FR Doc. 85-6749 Filed 3-21-85; 8:45 am] 
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Intention To Negotiate Concession 
Contact; Swan Tavern Antiques 

Pursuant to the provisions of Section 5 
of the Act of October 9.1965 (79 Stat. 

969; 18 U.S.C. 20). public notice is hereby 
given that sixty (60) days after the date 
of publication of this notice, the 
Department of the Interior, through the 
Director of the National Park Service, 
proposes to negotiate a concession 
contract with Swan Tavern Antiques 
authorizing it to continue to provide 
Antique services for the public at 
Colonial National Historical Park. 
Virginia for a period of five (5) years 
from January 1.1986. through December 
31.1990. 

This contract has been determined to 
be categorically excluded from the 
procedural provisions of the National 
Environmental Policy Act and no 
environmental document will be 
prepared. 

The foregoing concessioner has 
performed its obligations to the 
satisfaction of the Secretary under an 
existing contract which expires by 
limitation of time on December 31,1985. 
and therefore. pursuant to the Act of 
October 9.1965, as cited above, is 
entitled to be given preference in Ibe 
renewal of the contract and in the 
negotiation of a new contract. As 
defined in 38 CFR 51.5. 
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The Secretary will consider and 
evaluate all proposals received as a 
result of this notice. Any proposal, 
including that of the existing 
concessioner, must be postmarked or 
hand delivered on or before the sixtieth 
(60th) day following publication of this 
notice to be considered and evaluated. 

Interested parties should contact the 
Superintendent. Colonial National 
Historical Part. Yorktown, VA 23690, for 
information as to the requirements of 
the proposed contract. 

Dated: March 7.1985. 

R B. Smith. 

Regional Director. Acting Mid-A lion tic 
Region. National Park Service. 

|FR Doc. 85-6661 Filed 3-21-85; 8:45 am| 
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INTERSTATE COMMERCE 
COMMISSION 

Commonwealth Petroleum Co., et at.; 
Intent to Engage In Compensated 
Intercorporate Hauling Operations 

This is to provide notice as required 
by 49 U.S.C 10524(b)(1) that the named 
corporations intend to provide or use 
compensated intercorprate hauling 
operations as authorized in 49 U.S.C. 
10524 (b). 

1. Parent corporation and address of 
principal office: Commonwealth 
Petroleum Company, Suite 104, 200 
Techae Center Drive. Milford. Ohio 
45150. 

2. Wholly owned subsidiaries which 
will participate in the operations, and 
states of incorporation: 

(») Northern Indiana LP Gas. Inc.— ' 
Indiana 

(ii) Northern Virginia LP Gas. Inc.— 
Virginia 

1. The parent corporation and address 
of its principal office is: W. R. Grace & 
Co.. Grace Plaza. 1114 Avenue of the 
Americas, New York. NY 10038. 

2. W'holly-owned subsidiaries which 
are participating in the operations and 
their state[s) of incorporation: 

(a) Amargosa Pipeline Corporation 
(Del.) 

(b) American Carry Products Corp. 
(Cal.) 

(c) Amicon Corporation (Mass.) 

(d) Amicon Export Corp. (Del.) 

(e) Amicon Far East. Ltd. (Del.) 

(f) Annie's Santa Fe of Kansas. Inc. 
(Kan.) 

(g) Antilles Chemical Company (Del.) 

(h) Arrow Inter-America Corporation 
(W. Va.) 

(i) Axial Basin Coal Corporation (Del.) 

(k) Beckett Golf Club. Inc (N.J.) 

(l) Berry Gas Company (Okla.) 


(m) Booker Drilling Company, Inc. 

(La.) 

(n) Camillus Acres. Inc. (N.Y.) 

(o) Caribe Nitrogen Corporation (R.P.) 

(r) Coalgrace. Inc. (Del.) 

(s) Creative Food ’N Fun Company 
(Del.) 

(t) Creative Restaurant Concepts. Inc. 
(Del.) 

(u) Darex Puerto Rico. Inc. (Del.) 

(v) Davison Specialty Chemical Co. 
(Del.) 

(w) Daylin-Summit. Inc. (N.Y ) 

(x) Dearborn Chemical Company 
(Del.) 

(y) Devcoa Incorporated (Fla.) 

(z) Dewey and Almy Company 
(Mass.) 

(aa) De zaan, Incorporated (N.Y.) 

(ab) Diner's Rendezvous, Inc. (MO.) 

(ac) Diversified Reetaurant Services, 
Inc. (Dei.) 

(ad) Drilling Mud, Inc. (Del.) 

(ae) Duncan, Lagnese and Associates. 
Incorporated (Pa.) 

(af) Ecarg, Inc. (N.J.) 

(ag) Ecotrol. Inc. (Del.) 

(ah) ELF Aviation. Inc. (Del.) 

(ai) E L Liquidating Corp. (Ohio) 

(aj) Elson T. Killam Associates. Inc. 
(N.J.) 

(ak) El Torito /Milwaukee. Inc. 

(Wise.) 

(al) Emerson h Cuming. Inc. (Del.) 

(am) Fred P. Ott's/Mudison, Inc. 
(Wise.) 

(an) Gilbert/Robinson. Inc (Del.) 

(ao) Gloucester New Communities 
Company. Inc. (N.J.) 

(ap) CPC Marketing Company. (Del.) 

(aq) GPC Transporter, Inc. (Del.) 

(ar) Grace A-B Inc. (Del.) 

(as) Grace ASC Corp. (Del.) 

(at) Grace Chemical Company of 
Cuba. (Ill.) 

(au) Grace Communications, Inc. 
(Del.) 

(av) Grace & Co. Central America. 
(Del.) 

(aw) Grace Distribution Services. Inc. 
(Del.) 

(ax) Grace Drilling Company. (Det.) 

(ay) Grace H-G Inc. (Del.) 

(az) Grace Industrial Chemicals, Inc. 
(Del.) 

(ba) Grace Natural Resources Corp. 
(Del.) * 

(bb) Grace Oil Corporation (Italy) 
(Del.) 

(be) Grace Oxo-Alcohols, Inc. (N.J.) 

(bd) Grace PAR Corporation. (Del.) 

(be) Grace Petroleum Corporation 
(Del.) 

(bf) Grace Petroleum China 
Incorporated (Del.) 

(bg) Grace Petroleum Libya 
Incorporated (Del.) 

(bh) Grace REC Corp. (Del.) 

(bi) Grace Restaurant Company (Del.) 


(bj) Grace Retail Corporation (Del | 

(bk) Grace TEC Corporation (Del.) 

(bl) Grace Technology Marketing 
Services, Inc. (Del.) 

(bm) Grace Ventures Corp. (Del.) 

(bn) Gracoal, Inc. (Del.) 

(bo) W. R. Grace Capital Corporation 
(N.Y.) 

(bp) W. R. Grace Credit Corp. (Del I 

(bq) W. R. Grace Land Corporation 
(N.Y.) 

(br) W. R. Grace Properties, Inc. (N.YJ 
(ba) G/R Texas Enterprises. Inc. (TX) 

(bt) G/R of Penn,. Inc. (Pa.) 

(bu) GRC Ice Cream Company (Del.) 

(bv) Hanover Square Corporation 
(Del.) 

(bw) Herman's Sporting Goods, Inc 
(Del.) 

(bx) Homco International, Inc. (Del) 

(by) Houlihan's/Arizona. Inc. (AZ) 

(bz) Houlihan's/Bergen County. Inc 
(N.J.) 

(ca) Houlihan's/Boston, Inc. (MA.) 
(cbj Houlihan's/Cupertino, Inc. (CA.) 

(cc) Houlihan's/p.C. Inc. (DC.) 

(cd) Houlihan's/Encino, Inc. (CA.) 

(ce) Houlihan's/Florida, Inc. (FL.) 

(of) Houlihan's Inc. (LA.) 

(eg) Houlihan's/Long Beach. Inc. (CA.| 

(eh) Houlihan's/Maryland. Inc. (MD.) 

(ci) Houlihan's/Milwaukee, Inc. (VY1.) 

(cj) Houlihan's of California. Inc. 
(Cal.) 

(ck) Houlihan's of Indianapolis, Inc. 
(Ind.) 

(cl) Houlihan's/San Francisco. Inc 
(Cal.) 

(cm) J. B. Robinson Jewelers. 
Incorporated (Del.) 

(cn) Jefferson 4740 Corporation (M0.) 

(co) Joe Gilbert Restaurants. Inc. 
(MO.) 

(cp) jojos Restaurants, Inc. (Cal.) 

(cq) jojos Restaurants ofGlendalc. 
Inc, (WI.) 

(cr) jojos Restaurants of Indiana. Inc 
(Ind.) 

(cs) jojos Restaurants of Layton. Inc 
(Wise.) 

(ct) jojos Restaurants of Wisconsin. 
Inc. (Wise.) 

(cu) jojos Restaurants of Northridge 
(Wise) 

(cv) K. C Stadium Concessions, Inc 
(MO.) 

(cw) Killam-Dearbom Environmental 
Engineers, Inc. 

(cx) Leather Bottle No. 1, Inc. (MO) 

(cy) Liquor Lounges. Inc. (MO.) 

(cz) LXS Enterprises. Inc. (Cal.) 

(da) May's Restaurants. Inc. (MO ) 

(db) M-B Food Distributing Company 
Inc. (Cal.) 

(dc) Metaramics (Cal.) 

(dd) Midwest Restaurants. Inc. (M01 

(de) Mount Bundey Mining. Inc. (DeU 
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(tlf) New American Restaurant Corp. 

(Del.) 

(dg) NRG Eastern Coal Development. 
Inc. (Del.) 

(dh) Ochoa Fertilizer Co., Inc. (P.R.) 

(di) Offshore Fisheries, Inc. [Mass.) 

(dij Ole’s, Inc. (Cal.) 

(dk) Ole’s Distribution. Inc. (Cal.) 

(dl) Ole’s Nevada. Inc. (Ncv.) 

(dm) One Hundred West Corp. (MO.) 

(dn) One Hundred We9t of St. Louis. 
Inc. |MO.) 

(do) Penn 4743 Corp. (MO.) 

(dp) Petit IV. Ltd (MO.) 

(dq) Plaza 3 Restaurants Corporation 

(MO.) 

(dr) Process Evaluation and 
Development Corporation (Del.) 

(ds) Red Steer, Inc. (MO.) 

(dt) Rent-It Inc. (Texas) 

(du) Restaurant Supply. Inc. (MO.) 

(dv) Ridgewood Chemical Corporation 

(Del.) 

(dw) Ridgewood Phosphate 
Corporation (Del.) 

(dx) Sam Wilson's/Kansas, Inc. (Kan.) 

(dy) Seven Hanover Square Corp. 

(NY.) 

(dz) Sheplers Catalog Sales, Inc. 

(Kansas) 

(ea) Sheplers. Inc. (Kansas) 

(eb) Sourgasco II Corp. (Del.j 

(ec) Southern Oil, Resin & Fiberglass. 

Inc. (Fla.) 

(ed) Standard TransPipe Corp. (Del.) 

(ee) Standard TransPipe (Virginia) 

Inc. (Va.) 

(ef) StanTrans. Inc. (Del.) 

(eg) Stopover Restraurants. Inc. (MO.) 

(eh) Support Terminal Services. Inc. 

(Del.) 

(ei) Ven-Tech One, Inc. (Del.) 

(ei) Water Street Corporation (Del.) 

(ek) Woodward Chemicals 
Corporation (Del.) 

(el) Woolwich Sewer Company. Inc. 

mi 

(em) Woolwich Water Company. Inc. 

(NX) 

(en) W. R. C. Technical Ventures. Inc 

(Del.) 

1. Parent Corporation and address of 
principal office: Emaral Corp.. 110 
Worcester Road, North Grafton. 
Massachusetts 01536. 

2. Wholly-owned subsidiares, which 
will participate in the operations, and 
States of incorporation: 

(a) E.L Dauphinais. Inc. a 
Massachusetts corporation. 

(b) Sutton Sand and Realty Corp,. a 
Mnssiichusetts corporation. 

lc) Palmer Ready Mix Concrete. Inc, a 
Massachusetts corporation. 

l d) DcFalco Concrete Corp.. a 
Massachusetts corporation. 

(n) D.D. Ruxton Co.. Inc., a 
Massachusetts corporation. 

10 Grafton Transit Mix. a 
Massachusetts corporation. 


(g) Concrete Service. Inc, a 
Massachusetts corporation. 

(h) Construction Servcie, Inc., a 
Massachusetts corporation. 

(i) No. Wilbraham Sand and Gravel 
and Concrete Co., Inc., a Massachusetts 
corporation and a wholly-owned 
subsidiary of E.L Dauphinais, Inc. 

1. Parent corporation and address of 
principal office: Loewengart 
Corporation. 209 Oregon Street. P.O. Box 
300, Mercersburg. PA 17238. 

2. Wholly-owned subsidiaries which 
will participate in the operations, and 
states of incorporation: 

(i) Loewengart & Co., Inc., a New York 
corporation 

(ii) Allied Leather Corporation, a New 
Hampshire corporation 

(iii) FLC Company. Inc., a New 
Hampshire corporation 

1. Parent corporation and address of 
principal office: Minstar. Inc., A 
Minnesota Corporation, 1215 Marshall 
Street. N.E., Minneapolis. MN 55413. 

2. Wholly-owned subsidiaries which 
will participate in the operations, and 
state(s) of incorporation: 

(i) Wellcraft Marine Corp., A Florida 
Corporation, 8151 Bradenton Road. 
Sarasota. Florida 33580 

(ii) Aegis Corporation, A Delaware 
Corporation. 1215 Marshall St.. N.E., 
Minneapolis, MN 55413 

(iii) Lund-American, Inc., A Minnesota 
Corporation, P.O. Box 135a Great 
Lakes, MN 58501 

(iv) California Yachts. Inc.. A California 
Corporation, 1402 Morgan Circle, 
Tustin. CA 92880 

(v) Long Mile Rubber Company. A 
Delaware Corporation. 5550 LBJ- 
Frceway, Suite 200. Dallas. TX 75240 

(vi) Cherco Compressors, Inc,, A Texas 
Corporation, 21 FRJ-Drive, Longview. 
TX 75607 

1. Parent corporation and address of 
principal office: Warner-Lambert, 201 
Tabor Road, Morris Plains. NJ 07950. 

2. Wholly owned subsidiaries which 
will participate in the operations, and 
state(s) of incorporation: 

(i) American Chicle—Delaware 

(ii) Deseret International Sales 
Corporation—Utah 

(iii) Hall Brothers, LMTD-United 
Kingdom 

(iv) Imed Corporation—Delaware 

(v) P. D. Co.. Inc.—Delaware 

(vi) Parke-Davis h Company—Michigan 

(vii) Tetra Werke Dr. rer nat 

Baensch GMBH—Germany 
(vlii) Warner-Lambert Canada. Inc.— 
Canada 


(ix) Warner-Lambert Technologies, 
Inc.—’Texas 
|«mfs II. Bayne. 

Secretary . 

(FR Doc. 65-8840, Filed 3-21-85; 8:45 am| 

BILLING COO€ rOJS-Ot-N 


Release of Waybill Data for Use In a 
Disaggregate Fresh Fruit and 
Vegetable Transportation Model 

The Commission has received a 
request from a doctoral candidate at 
Georgetown University, Washington. 
DC for rate data from the Commission's 
1982 and 1983 Waybill Sample tape in 
order to estimate a disaggregate fresh 
fruit and vegetable transportation 
model. Specifically, the data needed are 
1982 and 1983 monthly average revenue 
per ton and average tons per shipment 
from the State of Oregon to Chicago and 
to New York for the following fruits and 
vegetables according to 5 digit Standard 
Transportation Commodity Codes: 
Apples 
Broccoli 
Cantaloups 
Carrots 
Cauliflower 
Celery 
Lemons 
Lettuce 
Dry Onions 
Green Onions 
Oranges 
Pears 
Plums 
Potatoes 
Tomatoes 

The Commission requires rail carriers 
to file waybill sample information if in 
any of the past three years, they 
terminated on their lines at least: (1) 
4,500 revenue carloads or (2) 5 percent 
of revenue carloads in any one State (49 
CVR Part 1244). From this waybill 
information, the Commission has 
developed a Public Use Waybill File 
lhat has satisfied the majority of all our 
waybill data requests while protecting 
the confidentiality of proprietary data 
submitted by the railroads. However, if 
confidential waybill data are requested, 
as in this case, we will consider 
releasing the data only after certain 
protective conditions are met and public 
notice is given. More specifically, under 
the Commission’s current policy for 
handling waybill requests, we will not 
release any confidential waybill data 
until after (1) Certain requirements 
designed to protect the data’s 
confidentiality are agreed to by the 
requesting party and (2) public notice is 
provided so affected parties have an 
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opportunity to object (48 FR 40328. 
September 8,1983). 

Accordingly, if any parties object to 
this request, they should file their 
objections within 14 calendar days of 
the date of this notice. They should also 
include all grounds for objection to the 
full or partial disclosure of the requested 
data. The Commission's Director of the 
Office of Transportation Analysis will 
consider these objections in determining 
whether to release the requested waybill 
data. Any parties who filed objections 
will be timely notified of the Director's 
decision. 

Contact: F.laine K. Kaiser. (202) 
275-0907. 

fames H. Bayne. 

Secretary. 

(FR Doc. 85-8839 Filed 5-21-85; 8:45 am| 

ammo cooc mt-oi-M 


DEPARTMENT OF JUSTICE 

Lodging of Consent Decree Pursuant 
to Clean Air Act; Lamotte Trucking and 
Salvage and 87 Elm Street Associates 

In accordance with Departmental 
policy. 28 CFR 50.7. notice is hereby 
given that on March 4.1985. a proposed 
consent decree in United States v. 
William Lamotte d/b/a Lamotte 
Trucking and Salvage and 87 Elm Street 
Associates, CA. 85-141-D was lodged 
with the United States District Court for 
the District of New Hampshire. The 
complaint filed by the United States 
alleged violations of the Clean Air Act 
and the National Emission Standards for 
Hazardous Air Pollutants (NESHAP) for 
asbestos by both defendants. The 
complaint sought injunctive relief to 
require the defendants to comply with 
the Clean Air Act and the NESHAP for 
asbestos and civil penalties for past 
violations. The consent decree relates 
only to defendant 87 Elm Street 
Associates, which owned a building that 
was demolished in a manner that did 
not comply with the asbestos NESHAP. 
The decree requires defendant 87 Elm 
Street Associates to comply with the 
Clean Air Act and the NESHAP for 
asbestos in the future and imposes a 
$33,OCX) civil penalty for past violations 
of the Act and standards. The decree 
does not release defendant Lamotte. 

The Department of Justice will 
receive, for a period of thirty (30) days 
from the date of this publication, 
comments relating to the proposed 
consent decree. Comments should be 
addressed to the Assistant Attorney 
General of the Land and Natural 
Resources Division. Department of 
Justice. Washington. D.C. 20530. and 
should refer to United States v. William 


Lamotte d/b/a Lamotte Trucking and 
Salvage and 87 Elm Street Associates, 
Department of Justice Reference 90-5-2- 
1-755. 

The proposed consent decree may be 
examined at the Office of the United 
States Attorney, Federal Building. 55 
Pleasant Street. Concord. New 
Hampshire 03301 and at the Region 1 
Office of the Environmental Protection 
Agency, John F. Kennedy Federal 
Building. Boston, Massachusetts 02203. 
Copies of the proposed consent decree 
may be examined at the Environmental 
Enforcement Section. Land and Natural 
Resources Division of the Department of 
Justice. Room 1535, Ninth Street and 
Pennsylvania Avenue, NW., 

Washington. D.C. 20530. A copy of the 
proposed consent decree may be 
obtained in person or by mail from the 
Environmental Enforcement Section, 
Land and Natural Resources Division of 
the Department of Justice. When 
requesting a copy, please refer to Untied 
States v. William Lamotte d/b/a 
Lamotte Trucking and Salvage and 87 
Elm Street Associates , Department of 
Justice Reference 90-5-2-1-755. 

F. Henry Habicht 11, 

Assistant A ttomey General Land and 
Natural Resources Division, 

[FR Doc. 85-8818 Filed 3-21-85; 845 am) 

MLUMO COOC 4401-10-41 


Lodging of Consent Decree Pursuant 
to Clean Water Act; Hamilton County, 
Ohio, et at 

In accordance with Departmental 
policy. 28 CFR 50.7, notice is hereby 
given that a proposed Consent Order in 
United States v. Board of County 
Commissioners of Hamilton County 
Ohio, the City of Cincinnati and the 
State of Ohio, Civil Action No. C-l-85- 
093. was lodged with the United States 
District Court for the Southern District 
of Ohio. The proposed Consent Order 
establishes a compliance schedule for 
bringing the Mill Creek Sewage 
Treatment Plant of the Metropolitan 
Sewer of District of Greater Cincinnati 
into compliance with the final effluent 
limitations of the plant's National 
Pollutant Discharge Elimination System 
Permit under the Clean Water Act. 

The Department of Justice will 
receive, for a period of thirty (30) days 
from the date of this publication, 
comments relating to the proposed 
Consent Order. Comments should be 
addressed to the Assistant Attorney 
General of the Land and Natural 
Resources Division, Department of 
Justice. Washington. D.C 20S30. and 
should refer to United States v. Board of 
County Commissioners of Hamilton 


County Ohio et o/., D.J. reference *90-5- 
1-6-341. 

The proposed Consent Order may be 
examined at the office of the United 
States Attorney, 220 U.S. Post Office 
and Courthouse. 5th and Walnut Street*, 
Cincinnati. Ohio 45202, at the Region V 
office of the Environmental Protection 
Agency. 230 South Dearborn Street. 
Chicago, Illinois and at the 
Environmental Enforcement Section. 
Land and Natural Resources Division of 
the Department of Justice. Room 1517. 
9th Street and Pennsylvania Avenue 
N.W.. Washington, D.C 20530. A copy of 
the proposed Consent Order may be 
obtained in person or by mail from the 
Environmental Enforcement Section. 
Land and Natural Resources Division of 
the Department of Justice. In requesting 
a copy, please enclose a check in the 
amount of $2.00 payable to the 
Treasurer of the United States. 

F. Henry Habicht II. 

Assistant Attorney General Land and 
Natural Resources Division. 

IFR Doc 85-6817 Filed 3-21-85; 8:45 om) 

BILLING COOC 4410-01-N 


DEPARTMENT OF LABOR 

Occupational Safety and Health 
Administration 

lV-85-tl 

ASARCO Inc., Application for 
Permanent Variance 

agency: Occupational Safety and 
Health Administration. Labor. 

action: Notice. 

summary: This notice announces the 
application of ASARCO Incorporated 
for permanent variance from the 
standards prescribed in 29 CFR 
1910.1018(e)(3)(H) and 29 CFR 
101O.lO25(d)(6)(iii) concerning the 
requirements of the inorganic arsenic 
and lead standards for frequency of 
exposure monitoring. 
dates: The last date for interested 
persons to submit comments is April 22 
1985. The last date for affected 
employers and employees to request a 
hearing is April 22.1985. 

addresses: Send comments or requests 
for a hearing to: Office of Variance 
Determination, Occupational Safety and 
Health Administration. U.S. Department 
of Labor. 200 Constitution Avenue, NW.. 
Room N-3650, Washington, D.C. 20210 
FOR FURTHER INFORMATION CONTACT: 
Mr. James J. Con cannon. Director, Office 
of Variance Determination, at the 
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above address. Telephone: (202) 523- 

7193 

or the following Regional and Area 

Offices: 

U.S. Department of Labor—OSHA, 555 
Griffin Square Building. Room 602. 
Dallas, Texas 75202 
U S. Department of Labor—OSHA. 611 
East 6th Street. Room 303, Austin. 
Texas 78701 

U S. Department of Labor—OSHA, 911 
Walnut Street, Room 406, Kansas City. 
Missouri 64106 

U S. Department of Labor—OSHA, 
Overland —Wolf Building, Room 100, 
6910 Pacific Street. Omaha. Nebraska 

68106 

U S. Department of Labor—OSHA. 4300 
Coodfellow Boulevard—Building 
105E. Si Louis, Missouri 63120 
U S Department of Labor—OSHA. 
Federal Building, Room 1554,1961 
Stout Street. Denver. Colorado 80294 
U S Department of Labor—OSHA. 
Petroleum Building, Suite 210, 2812 1st 
Avenue North, Billings. Montana 
59101 

Notice of Application 

Notice is hereby given the ASARCO 
Incorporated* 3422 South 700 West, Salt 
Lake City, Utah 84119. has made 
application pursuant to selction 6(d) of 
the Occupational Safety and Health Act 
of 1970 (84 Stat. 1596; 29 U.S.C. 655) and 
29 CFR 1905.11 for a variance from the 
standards prescribed in 29 CFR 
19W. ioi8(e)(3)(ii) and 29 CFR 
19io I025(d)(6)(iii), frequency of 
exposure monitoring. 

The addresses of the places of 
employment that will be affected by the 
application are as follows: 

Clover Plant, Post Office Box 7, Clover, 
Missouri 63646 

East Helena Plant, East Helena, 

Montana 59635 

Omaha Plant, Fifth and Doyle Streets. 

Omaha. Nebraska 68102 
FJ Paso Plant. Post Office Box 1111, El 
Paso, Texas 79999 

The applicant certifies that employees 
*ho would be affected by the variance 
have been notified of the applicant by 
giving a copy of it to their authorized 
employee representative, and by posting 
a copy at all places where notices to 
employees are normally posted. 
Employees have also been informed of 
their right to petition the Assistant 
Secretary for a hearing. 

Regarding the merits of the 
application, the applicant contends that 
t 1 is providing a place of employment as 
safe as those required by 29 CFR 
1810.1018(e)(3)(h) and by 29 CFR 
1910.tO25(d)(6)(iii) which state, in part, 
mat If the original or subsequent 


exposure monitoring reveals that 
employee exposure is above the 
premissible exposure limit the employer 
shall repeat monitoring or a quarterly 
basis. 

The requirements for frequency of 
exposure monitoring are very similar in 
both the inorganic arsenic and the lead 
standards. 29 CFR 1910.1018(e)(3)(h) 
states that if the initial monitoring, as 
required, or subsequent monitoring 
reveals employee exposure to be above 
the permissible exposure limit (for 
inorganic arsenic), the employer shall 
repeat monitoring at least quarterly. 29 
CFR 1910.1025(d)(8)(iii) stipulates that if 
the initial monitoring reveals that 
employee exposure is above the 
permissible exposure limit (for lead), the 
employer shall repeat monitoring 
quarterly. The employer shall continue 
monitoring at the required frequency 
until at least two consecutive 
measurements, taken at least seven 
days apart, are below the PEL but at or 
above the action level at which time the 
employer shall repeat monitoring for 
that employee at the frequency specified 
in paragraph (d)(6)(h), Le.. at least six 
months, except as otherwise provided in 
paragraph (d)(7) of this section, i.e., 
additional monitoring requirements. 

The applicant points out that 
quarterly personal monitoring, as 
required by the standard, has been 
carried out for about five years. As a 
result, a large body of data has gathered 
which indicates that exposures are 
trending downward in a relatively 
consistent path. Because of this, the 
applicant believes that additional 
quarterly monitoring will provide little 
additional information—though it takes 
substantial skilled industrial hygiene 
resources. 

The applicant proposes that it engage 
in extensive source monitoring which it 
is not required to do by the standard. It 
believes that this source monitoring, by 
identifying the specific sources of lead 
and arsenic in greater detail, will gather 
data more useful to reducing employee 
exposures than continuous quarterly 
monitoring. In addition, the applicant 
proposes to repeat personal monitoring 
annually to assure that data on personal 
exposures does not become out of date, 
to check on trends, and to assure that 
individual employee exposures are 
known. 

The applicant contends that the 
additional data gathered through the 
source monitoring it proposes will add 
more to employee protection than the 
loss of information resulting from 
reducing personal monitoring from 
quarterly to annually. Therefore, it 
meets the requirements for a permanent 
6(d) variance by “providing employment 


and places of employment to his 
employees which are as safe and 
healthful as those which would prevail if 
he complied with the standard." 

The applicant believes that routine 
quarterly monitoring does not provide as 
much useful informatiomregarding 
sources of employee exposures as would 
a monitoring program designed to 
identify such sources. A source 
monitoring program as proposed in this 
variance application would primarily 
entail evaluating the work assignments 
in each job classification to determine 
the various tasks performed during the 
shift and sampling each task to 
determine its contribution to the overall 
lead or arsenic exposure according to 
the applicant. Other types of monitoring 
such as area sampling or tape sampler 
monitoring could be used as 
appropriate. The applicant states further 
that any alternative method will be 
documented in the schedule prepared 
for each plant location or in the 
departmental reports to be submitted as 
part of this variance. All monitoring 
schedules and results will be reviewed 
and approved by a certified Industrial 
Hygienist 

Additionally, the applicant states that 
it has conducted quarterly monitoring 
since 1978 and does not disagree with 
quarterly monitoring if there are little 
historical data. This monitoring has 
provided a sizable detabase from which 
to make decisions regarding engineering 
controls, work practices and respiratory 
protection. The level and range of 
concentrations of lead and arsenic are 
well established and has shown a 
significant reduction according to the 
applicant. In addition, the health of 
ASARCO employees continues to be 
monitored by the applicant's ongoing 
medical program. However, continuing a 
regimen of routine quarterly monitoring 
does not provide any additional 
information that would be of assistance 
in making decisions about further 
engineering controls, work practices or 
other protective measures asserts the 
applicant. Furthermore, task oriented 
sampling as proposed in this request is 
already required, for some job 
classifications or work areas, under the 
lead and arsenic tripartite agreements. 
This variance request according to the 
applicant, expands upon the task- 
oriented sampling programs in the 
tripartite agreements. This sampling 
technique is very labor intensive. Tliere 
are insufficient manpower resources 
within ASARCO to do extensive task- 
oriented exposure monitoring and also 
fulfill the obligations for quarterly 
monitoring currently imposed by the 
lead and arsenic standards. This is true 
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because task-oriented sampling limits 
the number of employees that can be 
monitored at one time to only a few 
employees and, in some cases, only one, 
states the applicant. The applicant cites, 
as an example, some of the work 
assignments in the job classification 
“furnaceman" in the Blast Furnace 
Department. His job duties include 
punching tuyeres three times per shift, 
changing lead pots nine to 13 times per 
shift, furnace tending duties and cleanup 
activities. In order to fully evaluate the 
contribution of each of these tasks to the 
overall exposure, the person conducting 
the monitoring would need to be present 
during the entire shift so that filters 
could be changed each time the job 
duties changed. Under the current 
quarterly monitoring requirements, 
however, a large number of exposures of 
employees can be evaluated at the same 
time by putting out sampling equipment 
at the start of the shift and collecting it 
at the end of the shift with little or no 
observation of potential sources of 
exposure. 

The applicant asserts that the 
practices and methods proposed in this 
application will provide employment as 
safe as that presently required by the 
OSHA lead and arsenic standards 
because previous years of quarterly 
monitoring have already identified those 
areas and job c!assifications.which 
exceed the permissible exposure limits 
set by OSHA. Respiratory protection 
and medical monitoring are currently 
required for job classifications and 
areas so identified, and will be 
continued, such that each employee’s 
health is adequately protected. This 
source monitoring program will, in fact, 
benefit employees more, since it will 
allow the identification of sources of 
exposure and the Implementation, where 
feasible, of engineering controls and/or 
work practice measures to lower 
exposure levels even further. 

The applicant states further that 
excluded from the source monitoring 
survey are all supervisory and 
maintenance job classifications. These 
jobs are highly variable in their duties 
which makes it difficult to relate 
exposures to routine tasks. There may 
be other specific job classifications 
which may be excluded and these will 
be specifically listed in the sampling 
schedule for each plant. Any excluded 
job classifications will be evaluated on 
an annual basis. 

The applicant states that the following 
steps will be used in evaluating the 
sources of exposure for each job 
classification: 

A. Each covered job classification will 
be divided into its major component 
tasks, indicating the nature of each task 


and where it is performed. Nothing in 
this variance request will prohibit 
management from allocating or 
assigning the enumerated tasks as 
required to achieve its objectives. 

B. Each major task for each such job 
classification will be evaluated such 
that full shift exposures as well as the 
contribution from each task can be 
calculated. Other sampling methods 
may be used in place of or as a 
supplement to task sampling. If other 
sampling methods are used, they will be 
documented in the schedule for each 
plant or in the reports referred to in 
section H. 

C. Day shift samples only will be 
collected unless there is reason to 
believe, based on previous monitoring, 
that substantial differences occur on 
other shifts. 

D. Samples will be collected on 37 mm 
MCEF membrane filters with pore size 
of 0.8 micrometer at a flow rate of 
approximately two liter per minute using 
a calibrated personal sampling pump. 

E. Analysis will be performed in 
ASARCO’s AIHA accredited laboratory 
using NIOSH method PftCAM 173 for 
lead and P&CAM 140 for arsenic. 

F. Sampling will be conducted for a 
minimum of three shifts in order to 
identify contributing sources. Additional 
shifts will be evaluated only in the event 
that the results are highly variable such 
that specific sources cannot be 
identified from the results. Any changes 
from this sampling strategy will be 
identified and the parties involved will 
be advised in the report referred to in 
Section R 

G. Appropriate notes will be taken 
during the sampling period regarding 
operating conditions, specific tasks 
performed during each portion of the 
shift and any unusual conditions. 

R A summary of source sampling 
results will be prepared at the 
completion of sampling in each 
department. This summary will be 
provided to plant management and to 
OSHA and the United Steelworkers of 
America as a part of the tripartite 
agreement. Such a report will identify 
sources of exposure to lead and arsenic 
unlike the current quarterly monitoring 
reports attached to the tripartite 
agreements which only generate 
numbers. As as result of these findings, 
further efforts will be made, where 
feasible, to reduce employee exposure to 
lead and arsenic. A final report will be 
prepared at the completion of the initial 
source survey and provided to the 
parties of the tripartite agreement. 

I. Each employee will be advised of 
the results of sampling by the posting of 
a notice In the work area showing eight* 
hour weighed average results. This 


notice will be posted no later than five 
days after the results are received by 
the plant. Any affected employee can 
have access to the results of monitoring 
conducted for his job classification. 
Additionally, lead and arsenic training 
programs will be modified to include the 
results of task-oriented sampling as it 
relates to specific work practices that 
employees should use for their 
protection. 

The applicant states further that each 
department and job classification will 
be evaluated such that those with the 
highest lead/arsenic exposures or those 
designated in the tripartite agreements 
will be evaluated first. 

According to the applicant, if major 
changes are made in engineering 
controls, personnel or operating 
conditions that would result in a 
significant change in exposure, the job 
classifications affected will be 
reevaluated using protocol outlined 
above. Other changes in conditions will 
be evaluated as appropriate. 

Ail job classification on all shifts will 
be monitored annually in addition to the 
source survey described in this variance 
requirement This annual monitoring 
will be completed within one year of the 
date of approval of this variance and 
annually thereafter. The annual 
sampling will be conducted at least six 
months after the previous annual 
samples and not later than 12 months. 

In summary, the applicant contends 
that task-oriented sampling will be 
advantageous because it will provide 
useful information regarding sources of 
employee exposures to lead and arsenic, 
Improve the lead and arsenic training 
programs and make belter use of limited 
resources. In addition, better employee 
relations will result since employees 
will be required to wear sampling 
equipment less. This will result in more 
cooperation from employees in 
complying with OSHA regulations. 

All interested persons, including 
employers and employees who believe 
they would be affected by the grant or 
denial of the application for variance 
are invited to submit written data, 
views, and arguments relating to the 
pertinent application no later than Apnl 
22,1985. In addition, employers and 
employees who believe they would be 
affected by a grant or denial of the 
variance may request a hearing on the 
application no later than April 22.1985. 
in conformance with the requirement! of 
29 CFR 1905.15. Submission of written 
comments and requests for a hearing 
should be in quadruplicate, and must be 
addressed to the Office of Variance 
Determination at the above address 
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Signed Hi Washington. D C., this 14th day 
ofM'trch 19B5. 

Robert A. Rowland. 

Assistant Secretary' of Labor 

[FR Doc. 85-0000 Filed 3-21-85; 8:45 am] 

acLINO coot 45 T»-2*41 

national science foundation 

Advisory Panel for Social/Cultural 
Anthropology; Meeting 

in accordance with the Federal 
Advisory Committee Act Pub. L 92-463. 
aj amended, the National Science 
Foundation announces the following 

meeting: 

Name: Advisory Panel for Social/Cultural 

Anthropology. 

Date and Time: April 9 8 10.1985, 9*» 

am - . r j;t)0 pan. 

Place: National Science Foundation. 1800 G 
Street NW„ Washington. DC 20550, Roam 

628 

Type of Meeting. Closed. 

Contact person: Dr. Daniel R Cross. 
Anthropology Program, Room 320. National 
Science Foundation. Washington. DC 20550. 

(302) 357-7804. 

Purpose of Advisory Panel: To provide 
•dwee and recommendations concerning 
•upper! for social/cultural anthropology. 

Agenda: To review and evaluate research 
proposals as part of the selection process for 
awards. 

Reason for Closing: The proposals being 
reviewed include information of a proprietary 
or confidential nature, including technical 
information, financial data, such as salaries. 
•r.<l personal information concerning 
individuals associated with the proposals. 
These matters are within exemptions (4) and 
(6) of 5 ll.S.C. 552h(c). Government in fhe 
Sunshine Act. 

Authority To Close Meeting: This 
determination was made by the Committee 
Wan-igt‘ meat Officer pursuant to provisions 
of MfUtun 10(d) of Pub. L 92-483. The 
Committee Management Officer was 
delegated the authority to make such 
determinations by the Director. NSF. on July 
6,1979 

March 19. 1385. 

M. Rebecca Winkler. 

ComnvtU't' Management Officer. 

W Doc 85-6879 Filed 3-21-85; 8:45 am) 
coot ms-oi-M 


NATIONAL TRANSPORTATION 
SAFETY BOARD 

Availability of Reports and 
Recommendation* 

Reports Issued 

Marine Accident Report: Collision of 
toe Panamanian Cement Carrier M/V 
AMPARO PAOLA with the Oanziger 
Bndge, inner Harbor Navigation Canal. 
New Orleans. Louisiana. November 23. 
|?63 (NTSB-MAR-85/Q1) (NTIS Order 
No TBas-918401). 


Marine Accident Report Grounding of 
the United States Tankthip SS 
MOBILOIL. in the Columbia River, near 
Saint Helens, Oregon. March 19.1984 
(NTSB/MAR-84/09) NTIS Order No. 
PB84-916409). 

Marine Accident Report Capsizing 
and Sinking of the U.S. Ocean Towing 
Vessel M/V EACLE. in the Coif of 
Alaska, October 27.1983 (NTSB/MAR- 
84/07) (NTIS Order No. PB84-016407). 

Note.— Reports may be ordered from the 
National Technical Information Service. 5285 
Port Royal Road. Springfield. Virginia 22161, 
far b fee covering the cost of printing, mailing 
handling, and maintenance. For Information 
on reports call 703-467-4650 and to order 
subscriptions to reports call 703-467-4830 

Recommendations to 

Aviation —Federal A viation 
Administration: fan. 6: ASS-1: issue an 
airworthiness directive (AD) to require, 
that before further commercial operation 
in the United States, the horizontal 
stabilizer attachment of EMB-110P1 and 
-110P2 model airplanes not previously 
modified in accordance with AD 83-14- 
09. Amendment 39-4527, paragraph (d) 
or (e). be inspected using an improved 
inspection procedure to enhance 
detection of loose or sheared rivets, 
particularly where bulkhead 33 
transmits the loads from the stabilizer 
forward attachment to the fuselage 
moncoque structure. The inspection 
procedure should require removal of 
controls as needed for access to riveted 
joints and application of external loads 
to detect relative movement between 
structural members. The AD should 
require that deficiencies detected during 
inspection be reported to the FAA and 
that they be corrected in accordance 
with an approved procedure before 
further flight. ASS-2: Revise 
airworthiness directive (AD) 83-14-09 to 
require within a specified period that the 
horizontal stabilizer attachment 
structure of EMB-110P1 and -110P2 
model airplanes be modified in a 
manner similar to that described in 
Amendment 39-4527, paragraph (d) or 
(e). which requires the repair of any 
cracks in the web of bulkhead 33 and 
the replacement of the original "C“ 
channels with redesigned channels and 
modified rivet patterns. Review the 
crack repair procedures of the AD for 
adequacy, and require modification of 
the procedures to eliminate ' bucking 0 of 
rivets at locations difficult to access and 
other procedures likely to damage 
existing structure. A-85-3: Conduct a 
directed safety investigation of EMB- 
11 DPI and-110P2 model airplanes that 
have been modified in accordance with 
the provisions of AD 83-14-09, 
(Amendment 39-4527. paragraph (d) or 


(e)), to determine whether any structural 
damage has been inflicted in the area 
where the horizontal stabilizer attaches 
to bulkhead 33 and take the corrective 
action indicated by the results of the 
directed safety Investigation. ASS-4: 
Notify appropriate foreign civil aviation 
authorities and/or foreign operators of 
EMB-110P1 and -110P2 model airplanes 
of the circumstatnces of the 
Province)own-Boston Airlines accident 
of December 6.1984. and of the actions 
recommended to U.S. operators, fait 25: 
ASSS Require Mooney Aircraft (1) to 
incorporate an appropriate design 
change in all current production 
airplanes to eliminate the possibility of 
water becoming entrapped in the 
outboard bay area of the fuel tanks, and 
(2) to distribute instructions for field 
modification of existing Mooney Models 
M20B, M20C, M2QD, M20E, M20F. M20G. 
M20J (201) and M20K (231) to 
incorporate the design change or an 
equivalent remedial measure. ASSS 
Require Mooney Aircraft to develop a 
service bulletin applicable to Mooney 
Models M20B. M20C, M20D. M20E. 

M20F. M20C. M20J (201) and M20K (231) 
regarding the inspection and 
maintenance of fuel filler cap 
assemblies, fuel adapter assemblies, and 
related leak testing procedures to assure 
the proper sealing of fuel tanks and to 
incorporate similar information in the 
corresponding Mooney service and 
maintenance manuals. ASS-10: Issue an 
Airworthiness Directive Applicable to 
Mooney Model M20B, M2OC.M20D. 
M20E. M20F, M20G. M20J (201). and 
M20K (231) airplanes to require an 
inspection of fuel tank filler cap and 
adapter assemblies and/or leak tests to 
assure proper sealing and the 
incorporation of an appropriate 
modification of the fuel tank outboard 
bays to eliminate the potential for water 
entrapment Feb. & ASS-11: Establish 
minimum standards for airworthiness 
certification of ultralight vehicles which 
address design criteria, manufacturing 
procedures and quality control 
materials specifications, and recurrent 
condition inspections. ASS-12: 

Establish appropriate minimum 
requirements for certification of 
ultralight pilots, including demonstration 
of knowledge of flight rules, 
aeronautical knowledge, and flight 
proficiency. AS5-13: Require the 
registration of ultralight vehicles and 
develop a mail notification system for 
effective dissemination of significant 
safety information to owners of both 
new and used ultralight vehicles. AS5- 
14: Extend to ultralights the applicability 
of 14 CFR Part 91—General Operating 
and Flight Rules. Feb. 20: ASS-7: issue 
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an Airworthiness Directive to make 
mandatory the inspection, repair, and 
removal procedures recommended in 
Genera) Electric Service Bulletin 72-639, 
Revision 1 (or later revisions if 
applicable), as to certain compressor 
rear frames of Ceneral Electric CF6-50 
and -45 engines. Feb. 22 : ASS-15: 
Develop a mechanical/aural/visual (or 
combination thereof) alert device and 
require its use by local and ground 
controllers to coordinate their activities 
when a vehicle has been cleared to 
operate on the active duty runway for 
an extended period such as in snow 
removal operations. ASS-16: 
Periodically emphasize in the training of 
air traffic control personnel providing 
airport advisory services the proper 
application of runway usage procedures 
stressing positive coordination between 
control positions. ASS-17; Periodically 
emphasize in the training of air traffic 
controller personnel the requirements 
contained in the Air Traffic Control 
Handbook 7110.65D. March 1984. for 
restricting vehicle and aircraft 
operations in the ILS critical areas when 
the ILS is being used for approach/ 
landing guidance and the reported 
ceiling, visibility or runway visual range 
are below the specified levels. Mar. 7: 
ASS-20: Issue an Airworthiness 
Directive (AD) requiring compliance 
with Bellanca Service Letter No. C- 
139A. “Inspection Wing Rib/Spar 
attachment and Leading Edge Support 
Block Nails/' applicable to Models, 7GC. 
7GCA. 7GCB, 7GCBA. 7HC. 7KC, 

7KCAB, 7ECA. 7GCAA. 7CCBC. 8KCAB. 
and 8GCBC: Bellanca Service Letter No. 
116, *'W f ing Leading Edge Inspection," 
applicable to The Model 8KCAB; and 
Bellanca'Service Letter No. 95, 
"Inspection. Repair and Modification of 
Aileron Bay Ribs," applicable to Models 
7ECA. 7GCAA. and 7GCBC. The AD 
should also contain any supplemental 
inspection requirements deemed 
necessary by the Federal Aviation 
Administration to assure prompt 
detection and proper repair of wing 
structural damage. ASS-21: Mail a 
precautionary Advisory Notice to all 
Bellanca Model 8GCBC owners 
regarding in-flight airframe failure 
accidents involving this airplane. The 
importance of Bellanca service letters 
and proper maintenance, inspection, and 
repoir should be emphasized as means 
of assuring the continued airworthiness 
of the airplanes, particularly In cases 
where the airplane has sustained 
damage during takeoff or landing or has 
been overturned during high winds. A- 
85-22: Publish details of Bellanca Model 
8GCBC in-flight airframe failure 
accidents in FAA Advisory Circular 


(AC) No. 43-18, General Aviation 
Airworthiness Alerts. The article should 
emphasize the importance of Bellanca 
service letters related to critical wing 
structure and proper inspection and 
repair procedures applicable to the 
wooden wing spars, ribs, jury struts, 
drag wire bracing, and fabric on this and 
similar Bellanca Models. Mr. & ASS-23: 
Issue an Airworthiness Directive 
requiring that Marvel-Schebler Model 
MA3. MA4, and MA8 series carburetors 
be inspected at the next 100-hour or 
annual inspection, and at appropriate 
intervals thereafter until the two-piece 
venturi system is replaced with a one- 
piece combination primary and main 
venturi, to verify the integrity and 
proper location of the primary and the 
main venturis. ASS-24: Require the 
Facet Aerospace Products Company to 

(1) incorporate a one-piece combination 
primary and main venturi in all future 
production of Marvel-Schebler MA3, 
MA4. and MA6 series carburetors and 

(2) design a replacement one-piece 
combination primary and main venturi 
for use in retrofitting existing 
carburetors in the foregoing series. A - 
85-25: Issue an Airworthiness Directive 
requiring replacement of two-piece 
venturi systems in Marvel-Schebler 
MA3. MA4, and MA0 series carburetors 
with a one-piece combination primary 
and main venturi. 

National Weather Service: Feb. 28: A- 
85-18: Require an immediate inspection 
of Supplementary Aviation Weather 
Reporting Stations in the Alaska Region, 
which have not been inspected and 
monitored in accordance with National 
Weather Service Operations Manual 
Chapter 14, Part B. and require 
corrective action as necessary to bring 
the stations to an acceptable level of 
performance. AS5-19C Determine 
whether Supplementary Aviation 
Weather Reporting Stations outside the 
Alaska Region have been inspected and * 
monitored in accordance with National 
Weather Service Manual Chapter 14. 

Part B, and require an immediate 
inspection where one is overdue and 
corrective action as indicated. 

Marine— U.S. Coast Guard: Jan. 16: 
MS5-1: Reevaluate, using a failure and 
risk analysis, 33 CFR 164.11(t) which 
requires vessels of 1,600 gross tons or 
more when operating in the navigable 
waters of the United States to have at 
least two steering gear power units in 
simultaneous operation. MSS-2: 

Expedite publishing revised instructions 
on inspection of steering gear in the 
Marine Safety Manual. MSSS: Require 
all self-propelled vessels of 1,800 gross 
tons or more to have an audio/visual 
alarm in the wheelhouse. the 


engineroom, and the steering gear room 
to indicate a steering gear pump failure 
caused by an interruption in the control 
linkage of the operating steering gear 
pump or of a particular pump if more 
than one is in operation. MSSS: 
Require that self-propelled vessels of 
1.600 gross tons or more which do not 
meet the International Maritime 
Organization and Coast Guard steering 
gear standards for new vessels and 
which navigate in rivers, channels, and 
harbors of the United States in which 
there is limited maneuvering room man 
the steering gear compartment with a 
person trained and qualified to switch 
the steering gear to all alternate modes 
of control and operation. MSSS: 
Amend 33 CFR Part 164 to require that 
ship's personnel assigned to the anchor 
detail be stationed at the anchor 
windlass controls when navigating in 
rivers, channels, and harbors of the 
United States in which there is limited 
maneuvering room. Feb. 20: MSS-14: 
Require bridge owners to conduct a one¬ 
time survey of each bascule bridge over 
the navigable waters of the United 
States to determine its actual open span 
clearance and the extent of any 
intrusion on the published horizonal 
clearance of the span, and initiate 
revision of nautical publications and 
nautical charts as necessary so that the 
published horizontal clearances 
correctly reflect the actual clearances 
MSS-1S Require bridge owners to 
verify periodically the accuracy of the 
setting of the controls of the navigation 
lights which indicate to transiting 
vessels that bridge spans are fully 
opened. MSS-16: Require bridge 
owners to verify periodically the 
accuracy of the setting of the controls of 
indicating devices installed at bridge 
control stations to show bridgetenders 
that a bridge is fully opened for vessel 
transit. MSS-17: Require bridge owners 
to determine by post-construction 
measurements that protective fender 
systems adequately protect bascule 
bridge structures from damage by vessel 
superstructures. 

American Bureau of Shipping: Jan. 18 
MSSS: Expressly require in the 
instructions on inspection of steering 
gear a check that cotter pins or other 
similar fastenings are of the proper size 
and are installed properly. 

Mobil Oil Corporation: Jan . 16; MSS 
7: Require more stringent supervision 
and inspection of maintenance and 
repair/renewal work that is conducted 
on ship's steering systems to insure that 
repairs are properly made, with 
particular attention to proper 
connections between moving parts in 
such systems. MSSS Inform ship’s 
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personnel on vessels with a steering 
gear similar to that on the U.S. tankship 
SS MOBILOIL of the circumstances of 
the accident involving the MOBILOIL on 
March 19,1984, and that based on 
pos{accident test results, they can 
restore steering quickly in a similar 
emergency by energizing the alternate 
steering gear pump if it is not operating 
and stopping the faulty pump's motor 
before realigning valves for single-pump 
operation. M-65-& Provide 
comprehensive casualty control 
instructions for the steering gear to 
ship s personnel. M-85-10: Direct that 
vessels in the fleet which do not meet 
the International Maritime Organization 
and Coast Guard steering gear 
standards for new vessels man the 
steering gear space with a qualified 
person in communication with the 
bridge while navigating in rivers, 
channels, and harbors in which there is 
limited maneuvering room. M-65-1J: 
Issue instructions to its fleet that require 
that personnel assigned to the anchor 
detail to be stationed at the anchor 
windlass controls when navigating in 
rivers, channels, and harbors in which 
there is limited maneuvering room. 

International Association of 
Classification Societies: /an. 1& MSS- 
1Z Advise member societies of the 
circumstances of the accident involving 
the U.S. tankship SS MOBILOIL on 
March 19.1984, and urge them to require 
expressly in their instructions on 
inspection of steering gear, a check that 
cotter pins or other similar fastenings 
are of the proper size and are installed 
properly. M-85-13: Urge member 
societies to require all self-propelled 
vessels of 1,600 gross tons or more to 
have an audio/visual alarm in the 
wheelhouse, the engineroom, and the 
steering gear room to indicate a steering 
Rear pump failure caused by an 
interruption in the control linkage of the 
operating steering gear pump or of a 
particular pump if more than one is In 
operation. 

Pipeline —Mobil Pipe Line Company: 
Mar. 6: P-65-1: Provide formal 
instruction for employees who perform 
inspections of the pipeline rights-of-way 
covering, at a minimum, the following 
was: items to be inspected, methods of 
identify mg deficient conditions, and 
actions to be tuken to correct the 
deficiencies. P-65-2: Revise its pipeline 
patrol inspection program to include 
ever y item to be inspected on the 
inspection form, to require inspectors to 
note as to each item the conditions 
found and the date of the inspection, 
and to list remedial actions taken to 
correct deficient conditions. P-65-3: 
Develop and implement a program to: 


systematically identify all locations 
adjacent to its pipeline rights-of-way at 
which persons work or reside: to inform 
all persons at these locations of the 
location of the pipeline, the nature of the 
materials transported in the pipeline and 
the associated hazards, and the action 
to be taken in the event of a pipeline 
failure or other emergency; and verify 
periodically the accuracy of the survey 
and followup. 

Railroad— Missouri Pacific Railroads: 
Feb. 20: R-65-1: Review and revise, 
where necessary, the curriculum and/or 
training and testing procedures in its 
maintenance-of-way training schools to 
instruct employees in all of the 
procedures and requirements related to 
their positions. R-65-2: Review and 
revise, where necessary, supervisory 
procedures for monitoring adherence to 
Federal regulations regarding minimum 
track safety standards and Missouri 
Pacific Railroad maintenance-of-way 
rules and procedures. R-65-3: Arrange 
for metallurgical evaluations of the 
various heats of chrome-vanadium alloy 
rail presently in track to establish 
specific installation, maintenance, and 
operating procedures for Missouri 
Pacific Railroad tracks containing 
chrome-vanadium alloy rail 

Federal Railroad Administration: Feb. 
20: R-65-4: Require that a maximum 
allowable operating speed not 
exceeding 10 mph be imposed on any 
railroad track having a torch-cut rail end 
in a bolted track joint. R-65S: In 
coordination with the Association of 
American Railroads and its 
membership, the American Railway 
Engineering Association, and the 
American Short Line Railroad 
Association, develop a plan to 
implement the long-term 
recommendations made in the 
Transportation Systems Center Task 
Force Report-Rail Failure Evaluation, 
vis: 

• An industry study should be 
undertaken to assess quality control 
procedures to make certain that the 
manufacturing processes are not 
introducing excessive residual stresses 
in the product. Particular attention 
should be paid to the study of roller¬ 
straightening practices. 

* An industry study should be 
undertaken on the experimental 
measurement of the fracture toughness 
of recent formulations of alloy rail steel 
Detailed information on fracture 
toughness and fracture susceptibility, for 
lo<iihng conditions characteristic of 
normal train operations, would provide 

a rational basis for the development of 
recommended procedures for alloy rati 
installation and maintenance. 


• An industry survey should be 
conducted to ascertain current alloy rail 
handling, installation, maintenance, and 
welding practices and produce 
acceptable practice guidelines since 
alloy rail may be less tolerant to 
otherwise similar practices than plain 
carbon rail 

Mar & R-65-10: Develop and 
implement a national inspection track 
program which requires railroad 
companies to use automated track 
geometry measurement systems in an 
on-going, systematic program of 
inspection of all routes emphasizing 
initially routes regularly travelled by 
trains carrying either hazardous 
materials or passengers. R-65-11: 
Increase the use of automated track 
geometry inspections in its evaluations 
of railroad track systems and integrate 
the results of automated track geometry 
inspections into regional surveillance 
and enforcement programs, emphasizing 
initially routes regularly travelled by 
trains carrying either hazardous 
materials or passengers. Afar fit* 

R-85-12: Require that all DOT 
Specification 112 tank cars built to the 
same drawing specifications as NATX 
9408, be removed from service promptly 
for inspection using appropriate 
nondestructive inspection techniques, 
and that any car found defective not be 
returned to service until the defect is 
corrected. 

Harrison County, Texas: Feb . 20: 
R-85-6: Establish a centralized 
emergency services dispatching system. 
R-65-7: In coordination with 
neighboring jurisdictions, develop and 
implement a mutual-aid agreement for 
responding to emergencies which 
provides for the orderly dispatch of 
emergency service units in participating 
jurisdictions on an "as needed" basis. 

Association of American Railroads: 
Feb. 20: R-65-6' Inform its membership 
of the facts and circumstances of the 
derailment at Woodlawn, Texas, on 
November 12,1983, and urge its member 
railroads to join with the Federal 
Railroad Administration in 
implementing the long term 
recommendations made in the 
Transportation Systems Center Task 
Force Report-Rail Failure Evaluation. 

American Short Line Railroad 
Association: Feb. 20: R-65-9: Inform its 
membership of the facts and 
circumstances of the derailment at 
Woodlawn. Texas, on November 12. 
1983. and urge its member railroads to 
join with the Federal Railroad 
Administration in implementing the 
long-term recommendations made in the 
Transportation Systems Center Task 
Force Report-Rail Failure Evaluation. 
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Intermodal— State of Colorado: /an. 

15:1-85-1: Develop and put into effect a 
comprehensive program in cooperation 
with municipal and county jurisdictions 
for designating safe, practical highway 
routes for the transportation of 
hazardous materials within the State of 
Colorado, using as a guideline the 
Federal Highway Administration's 
"Guideline for Applying Criteria to 
Designated Routes forTransportating 
Hazardous Materials." 

Note. —Single copies of these 
recommendation letters are available on 
written request to: Public Inquiries Section. 
National Transportation Safety Board. 
Washington, D.C. 20594. Please include 
recommendation number in your request. 
Copies of recent recommendations are free of 
charge while supplies last. Recommendations 
that must be photocopied will be billed at a 
cost of 14 cents per page ($1 minimum 
charge). 

It Ray Smith. Jr., 

Federal Register Liaison Officer. 

March 13.1985. 

|FR Doc. 85-6784 Tiled 3-21-85; 8:45 am) 

BILLING coot 7SJS-C1-M 


NUCLEAR REGULATORY 
COMMISSION 

Advisory Committee on Reactor 
Safeguards, Subcommittee on State of 
Nuclear Power Safety; Meeting 

The ACRS Subcommittee on State of 
Nuclear Power Safety will hold a 
meeting on April 10,1985, Room 1046, 
1717 H Street. NW., Washington. DC. 

The entire meeting will be open to 
public attendance. 

The agenda for the subject meeting 
shall be as follows: 

Wednesday . April 10. 1985—12:30p.m. 
until 1:30 p.m. 

The Subcommittee will discuss the 
Subcommittee Charter and proposed 
schedules for future meetings. 

Oral statements may be presented by 
members of the public with the 
concurrence of the Subcommittee 
Chairman; written statements will be 
accepted and made available to the 
Committee. Recordings will be permitted 
only during those portions of the 
meeting when a transcript is being kept, 
and questions may be asked only by 
members of the Subcommittee, its 
consultants, and Staff, Persons desiring 
to make oral statements should notify 
the ACRS staff member named below as 
far in advance as is practicable so that 
appropriate arrangements can be made. 

During the meeting, the Subcommittee, 
along with any of its consultants who 
may be present, will exchange views 


regarding matters pertaining to the 
Subcommittee Charter and its activities. 

Further information regarding topics 
to be discussed, whether the meeting 
has been cancelled or rescheduled, the 
Chairman's ruling on requests for the 
opportunity to present oral statements 
and the time allotted therefor can be 
obtained by a prepaid telephone call to 
the cognizant ACRS staff member. Mr. 
Anthony Cappucci (telephone 202/634- 
3267) between 8:15 a.m. and 5:00 p.m.. 
EST. Persons planning to attend this 
meeting are urged to contact the above 
named individual one or two days 
before the scheduled meeting to be 
advised of any changes in schedule, etc.. 
which may have occurred. 

Doted: March 18.1985. 

Morton W. Libarkin. 

Assistant Executive Director for Project 
Review. 

(FR Doc- 85-6689 Filed 3-21-85; 8:45 am) 

BILLING COOt 75*0-01-11 


Advisory Committee on Reactor 
Safeguards, Subcommittee on Safety 
Research Program; Meeting 

The ACRS Subcommittee on Safety 
Research Program will hold a meeting 
on April 10.1985. Room 1046,1717 H 
Street, NW, Washington, DC. 

The entire meeting will be open to 
public attendance. 

The agenda for subject meeting shall 
be as follows: 

Wednesday. April 10. 1985-8:30 a.mr 
until the conclusion of business 

The Subcommittee will discuss a draft 
report on the "NRC Safety Research 
Program" prepared by the Office of 
Nuclear Regulatory Research which 
provides justifications for a base NRC 
Safety Research Program In the future. 

Oral statements may be presented by 
members of the public with concurrence 
of the Subcommittee Chairman; written 
statements will be accepted and made 
available to the Committee. Recordings 
will be permitted only during those 
portions of the meeting when a 
transcript is being kept, and questions 
may be asked only by members of the 
Subcommittee, its consultants, and Staff. 
Persons desiring to make oral 
statements should notify the ACRS staff 
member named below as far in advance 
as practicable so that appropriate 
arrangements can be made. 

During the initial portion of the 
meeting, the Subcommittee, along with 
any of its consultants who may be 
present, may exchange preliminary 
views regarding matters to be 
considered during the balance of the 
meeting. 


The Subcommittee will then hear 
presentations by and hold discussions 
with representatives of the NRC Staff, 
its consultants, and other interested 
persons regarding this review. 

Further information regarding topics 
to be discussed, whether the meeting 
has been canceled or rescheduled, the 
Chairman's ruling on requests for the 
opportunity to present oral statements 
and the time allotted therefor can be 
obtained by a prepaid telephone call to 
the cognizant ACRS staff member. Mr 
Sam Duraiswamy (telephone 202/634- 
3267) between 8:15 a.m. and 5:00 p.m.. 
e.s.t. Persons planning to attend this 
meeting are urged to contact the above 
named individual one or two days 
before the scheduled meeting to be 
advised of any changes in schedule, etc. 
which may have occurred. 

Dated. March 19.1985. 

Morton W. Li bark in. 

Assistant Executive Director for Project 
Review. 

|FR Doc 85-6690 Filed 3-21-85; 645 «m| 

BILLING COCK 75*0-61-M 


Advisory Panel for the 
Decontamination of Three Mile Island, 
Unit 2; Meeting 

Notice is hereby given pursuant to the 
Federal Advisory Committee Act that 
the Advisory Panel for the 
Decontamination of Three Mile Island 
Unit 2 (TMI-2) will be meeting on April 
11,1985. from 7:00 p.m. to 10:00 p.m. at 
the Lancaster Council Chambers, Public 
Safety Building, 201 N. Duke Street. 
Lancaster. PA 17603. The meeting will 
be open to the public. 

At this meeting the Panel will receive 
presentations from representatives of 
General Public Utilities Nuclear 
Corporation, the licensee, on the 
distributipn of fuel in the primary 
system and the planned lifting and 
storage of the reactor pressure vessel 
plenum. The Nuclear Regulatory 
Commission (NRC) staff will provide a 
review of the potential for inadvertent 
recriticality during defueling. The Panel 
will also receive information from the 
licensee and the NRC staff on worker 
skin contamination and other radiation 
protection issues related to the TMT2 
cleanup. 

Further information on the meeting 
may be obtained from Dr. Michael T. 
Masnik. Three Mile Island Program 
Office. U.S. Nuclear Regulatory 
Commission. Washington. DC 20555 
telephone 301/492-7466. 
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Doted: March lft, 1965. 

|ohn C. Hoyle, 

Advisory Committee Management Officer 
[FR Doc 85-6891 Filed 5-21-85; 8 45 am) 

MU m COOC 75*0-01 -M 


(Docket No. 50-293) 

Boston Edison Co.; Withdraws! of 
Application for Amendment to Facility 
Operating License 

The United States Nuclear Regulatory 
Commission (the Commission) has 
granted the request of Boston Edison 
Company (the licensee) to withdraw its 
September 12.1983 application for 
proposed amendment to the Pilgrim 
Nuclear Power Station located in 
Plymouth County. Massachusetts. The 
proposed amendment would have 
revised the provisions in the Technical 
Specifications related to control rod 
drive weekly surveillance testing. The 
Commission issued a Notice of 
Consideration of Issuance of the 
Amendment publish in the Federal 
Register on January 28,1984 (49 FR 
3345). By letter dated July 18,1984. the 
licensee withdrew its application for the 
proposed amendment. 

For further details with respect to this 
action, see (1) the application for 
amendment dated September 12,1983; 

(2) the licensee's letter dated July 18, 

1984. withdrawing the application for 
license amendment; and (3) the 
Commission'* letter dated March 14, 

1985. All of the above documents are 
available for public inspection at the 
Commission's Public Document Room, 
1717 H Street, NW.. Washington. D.C 
and at the Plymouth Public Library, 
North Street, Boston, Massachusetts 
02360. 

Dominic B. Vavtullo, 

Chief, Operating Reactors Branch No Z 
Division of Licensing. 

March 19. 1905. 

|KR Doc. 85-8894 Filed 3-21-65; 845 am) 
b»uj*g cooc 7wo-oi-y 


(Docket No 50-382) 

Waterford Steam Electric Station, Unit 
3, Louisiana Power A Light Company; 
Issuance of Facility Operating License 

Notice is hereby given that the U.S. 
Nuclear Regulatory Commission (the 
Commission), has issued Facility 
Operating License No. NPF-38, (the 
license) to Louisiana Power h Light 
Company (the licensee). This license 
authorizes operation of the Waterford 
Steam Electric Station, Unit 3 (the 
facility), by the licensee at reactor core 
Power levels not in excess of 3390 


megawatts thermal in accordance with 
the provisions of the license, the 
technical specifications and the 
environmental protection plan. On 
December 18,1984, the Commission 
issued Facility Operating License No. 
NPF-28, which authorized operation of 
Waterford Steam Electric Station. 
Facility Operating License No. NPF-38 
supersedes Facility Operating License 
No. NPF-28. 

Waterford Steam Electric Station, 

Unit 3 is a pressurized water nuclear 
reactor located at the licensee's site in 
St. Charles Parrish. Louisiana, 
approximately 24 miles west of the City 
of New Orleans. 

The application for the license, as 
amended, complies with the standards 
and requirements of the Atomic Energy 
Act of 1954, as amended (the Act), and 
the Commission's regulations. Issuance 
of this license has been authorized by 
the Atomic Safety and Licensing Board 
by its Partial Initial Decisions dated 
November 3.1982 and May 28.1983. The 
Commission has made appropriate 
findings as required by the Act and the 
Commission's regulations in 10 CFR 
Chapter I, which are set forth in the 
license. Prior public notice of the overall 
action involving the proposed issuance 
of an operating license authorizing full 
power operation was published in the 
Federal Register on January 2,1979 (44 
FR 125). 

The Commission has determined that 
the issuance of this license will not 
result in any environmental impacts 
other than those evaluated in the Final 
Environmental Statement since the 
activity authorized by the license is 
encompassed by the overall action 
evaluated in the Final Environmental 
Statement. 

For further details with respect to this 
action, see (1) Facility Operating License 
No. NPF-38, with technical 
specifications (NUREG-1117) and 
Environmental Protection Plan; (2) the 
reports of the Advisory Committee on 
Reactor Safeguards dated August 11. 
1981, and March 9.1982; (3) the 
Commission's Safety Evaluation Report 
(NUREG-0787) dated July. 1981; 
Supplement No. 1 dated October 1981; 
Supplement No. 2 dated January 1982; 
Supplement No. 3 dated April 1982; 
Supplement No. 4 dated October 1982; 
Supplement No. 5 dated June 1983; 
Supplement No. 8 dated June 1984; 
Supplement No. 7 dated September 1984, 
Supplement No. 0 dated December 1984; 
Supplement No. 9 dated December 1984; 
and Supplement No. 10 dated March 
1985; (4) The Final Safety Analysis 
Report and amendments thereto; (5) the 
Environmental Report and amendments 
thereto; (6) the Final Environmental 


Statement dated September 1981; and (7) 
The Partial Initial decisions issued by 
the Atomic Safety and Licensing Board 
dated November 3,1982 and May 28, 
1983. 

These items are available for public 
inspection at the Commission's Public 
Document Room 1717 H Street, NW, 
Washington. D.C., and the University of 
New Orleans Library, Louisiana 
Collection. Lakefront. New Orleans. 
Louisiana. A copy of Facility Operating 
License No. NPF-38 may be obtained 
upon request addressed to the U.S. 
Nuclear Regulatory Commission. 
Washington, D.C. 20555. Attention: 
Director, Division of Licensing. Copies of 
the Safety Evaluation Report and its 
Supplements 1 through 10 (NUREG- 
0787) and the Technical Specifications 
(NUREG-1117) may be purchased by 
calling 301-492-9530 or by writing to the 
Publication Services Section. Division of 
Technical Information and Document 
Control. U.S. Nuclear Regulatory 
Commission. Washington, D.C. 20555 or 
may be purchased from the National 
Technical Informaion Service. 
Department of Commerce. 5285 Port 
Royal Road, Springfield. Virginia 22161. 

Dated at Bethesda, Maryland, the 10tb day 
of March 1985. 

For the NucleAr Regulatory Commission. 
George W. Knighton. 

Chief, Licensing Branch No. 3. Division of 

Licensing . 

(FR Doc 85-6893 Filed 3-21-85; 6:45 am| 
billing cooc rwo-ov-u 


(Docket No. 50-498/499) 

Houston Lighting and Power Co.; 
Relocation of Local Public Document 
Room 

Notice is hereby given that the 
Nuclear Regulatory Commission (NRC) 
has relocated the local public document 
room fLPDR) for the Houston Lighting 
and Power Company's South Texas 
Project from the Bay City Public Library. 
Bay City. Texas to the W f harton County 
Junior College, J.M. Hodges Learning 
Center, Wharton, Texas. 

Members of the public may now 
inspect and copy documents and 
correspondence related to the licensing 
and construction of the South Texas 
Project at the J.M. Hodges Learning 
Center. 911 Boling Highway. Wharton, 
Texas, 77488. The Library is open on the 
following schedule: 7:30 a.m. to 9:00 p.m. 
Monday through Thursday; and 7:30 a.m. 
to 4:00 p.m. Friday. 

For further information interested 
parties in the Wharton/Bay City area 
may contact the LPDR directly through 
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Ms. Patsy C. Norton. Director, J.M. 
Hodges Learning Center, telephone (409) 
532-4560. Parties outside the service 
area of the LPDR may address their 
requests for records to the NRC‘a Public 
Document Room. 1717 H Street. NW.. 
Washington. DC 20555. telephone 
number (202) 834-327X The cost of 
ordering records from the Public 
Document Room is 7t per page, plus 
postage and handling. 

Questions concerning the availability 
of documents at the South Texas LPDR 
and NRC's local public document room 
program in general should be addressed 
to Ms. Jona L. Souder. Chief, Local 
Public Document Room Branch. U.S. 
Nuclear Regulatory Commission. 
Washington. DC 20555, toll-free 
telephone number (800) 638-8061. 

Dated at Bethesda. Maryland, this 14th day 
of March 1985. 

For the Nuclear Regulatory Commission. 

Joseph M. Felton, 

Director. Division of Ruins and Records. 
Office of Administration. 

|FR Doc. 85-6892 Filed 3-21-85; * *45 am) 

BILLING COOC 7M0-0f-tf 


PACIFIC NORTHWEST ELECTRIC 
POWER AND CONSERVATION 
PLANNING COUNCIL 

Conservation Programs Task Force; 
Meeting 

agency: Conservation Programs Task 
Force of the Pacific Northewest Electric 
Power and Conservation Planning 
council (Northwest Power Planning 
Council). 

ACTION: Notice of meeting to be held 
pursuant to the Federal Advisory 
Committee Act. 5 U.S.C. Appendix L 1- 
4. Activities will include: 

• Review of Council Action Items. 

• How BPA attempts to integrate 
forecasts, conservation megawatt 
acquisition targets and program 
development 

• Integrating the Council planning 
process with BPA rate, budget and 
program development cycles. 

• Roles of otiier institutions such as 
public utility commissions, investor 
owned utilities, state energy offices, 
local governments. Discussion of 
rcommended actions which might be 
taken by these institutions. 

• Discussion of an ongoing review 
mechanism for BPA and non-BPA 
conservation activities as pari of the 
Council's and the region's monitoring of 
conservation activities in the Pacific 
Northwest. 

• Discussion of criteria by which the 
Council can sssess the effectiveness of 


actions taken by BPA and other in 
implementing the next Action Plan. 

• Multi-family/rente! housing. 

• Further discussion about the low 
income program. 

• Commercial MCS. 

Status: Open. 

summary: The Northwest Power 
Planning Council hereby announces a 
forthcoming meeting of its Conserv ation 
Programs Task Force. 
date: Wednesday. March 27.1985. 8:30 
am-5:00 pm. 

aodress: The meeting will be held at 
the Council's Central Office, 850 SW. 
Broadway. Suite 1100. Portland. Oregon. 

FOR FURTHER INFORMATION CONTACT: 

Mark Chemiack (503) 222-5181. 

Edward Sheets. 

Executive Director. 

|KK Doc. 6S-6614 Filed 3-21-65; 8 45 am] 

BILLING COOC 000-00-41 


Stats Agency Advisory Committee; 
Meeting 

agency: State Agency Advisory 
Committee of the Pacific Northwest 
Electric Power and Conservation 
Planning Council (Northwest Power 
Planning Council). 

action: Notice of meeting to be held 
pursuant to the Federal Advisory 
Committee Act. 5 UiLC. Appendix L I- 
4. Activities will include: 

• Current Status of BPA Studies on 
the DSl'a. 

• Analysis of Critical Water Criteria 
and Combustion Turbines. 

• Proposed Intertie Access Policy. 

• Review of the Mode! Conservation 
Standards. 

• Analysis of Load Forecasts By 
Sector. 

• Other Issue Papers that the Task 
Force May Wish to Discuss that are 
Available as of the Time of This 
Meeting. 

Status: Open. 

summary: The Northwest Power 
Planning Council hereby announces a 
forthcoming meeting of its State Agency 
Advisory Committee. 

DATE: Thursday, March 28.1985. 9:00 
a.m. 

address: The meeting will be held at 
the Council Conference Room at 850 
SW. Broadway; Suite 1100, Portland. 
Oregon. 

FOR FURTHER INFORMATION CONTACT: 

]im Litchfield. (503) 222^5161. 

Edward Sheets, 

Kxecutiw Director: 

|FR Doc 65-8622 Filed 3-21-65: *45 am) 

BILLING COOC 0000-00-41 


DEPARTMENT OF STATE 
(CM-8/S29] 

Advisory Committee on International 
Intellectual Property; Meeting 

The International Copyright Panel of 
the Department of State's Advisory 
Committee on International Intellectual 
Property wilt meet in open session on 
Friday, March 22,1965. in Room 1105 of 
the Department of State. The meeting 
will begin at 10:00 am and will conclude 
by 12:30 pm. 

The meeting will be open to the 
general public This meeting of the 
International Copyright Panel is being 
covened to discuss sped He piracy 
problems with the full range of 
representatives of the private sector. On 
the basis of this meeting, the 
Department will prepare instructions to 
our Embassies in countries where 
serious problems exist 

The public attending may, as time 
permits and subject to the instructions 
of the chairperson, participate in the 
discussions or may submit their views in 
writing to the chairperson prior to. or at 
the meeting, for later consideration by 
the Committee. 

Members of the public who plan to 
attend the meeting will be admitted up 
to the limits of the conference room's 
capacity. Members of the general public 
who plan to attend the meeting are 
requested to provide their name, 
affiliation, and address to Mr. William 
Skok. Office of Business Practices, 
Department of State, telephone (202) 
632-1486. prior to March 22.1985. All 
attendees to the meeting should use the 
Main Entrance (2201 C Street NW.) of 
the Department of State. 

Dated: February 28.1965. 

Harvey |. Winter. 

Executive Secretary. 

[FR Doc 65-6665 File 3-21-85: 8:45 am| 

BILLING COOt 47*0-07-* 


DEPARTMENT OF TRANSPORTATION 

Maritime Administration 

Proposed Procedures for Considering 
Environments! Impacts 

agency: Maritine Administration 
(MARAD), DOT. 

action: Notice; Publication of Proposed 
MARAD Procedures for Considering 
Environmental Impacts. MAO 60G-1. 

summary: The Maritime Administration 
announces its proposed procedures for 
considering environmental impacts 
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under the National Environmental Policy 
Act and implementing regulations of the 
Gjuncil on Environmental Quality and 
the Department of Transportation. The 
procedures are issued as Maritime 
Administrative Order (MAO) 600-1, 
Procedures for Considering 
Environmental Impacts/* 
oaths: Comments must be received not 
later than April 22,1985. 
address: Comments should be 
addressed to the U.S. Department of 
Transportation, Maritime 
Administration. MAR-318, Room 7225, 
400 Seventh Street, SW., Washington. 

D.C 20590. 

FOR FURTHER INFORMATION CONTACT: 

Michael E. Myrtle, Maritime 
Administration, Room 7225, 400 Seventh 
Street, SW.. Washington, D.C.; 
telephone (202) 428-5818. 

SUPPLEMENTARY INFORMATION: The 
Council on Environmental Quality 
(CEQ) published regulations (40 CFR 
Parts 1500-1508, 43 FR 55978, November 
29,1978) establishing uniform 
procedures for implementing the 
procedural provisions of the National 
Environmental Policy Act of 1969. as 
amended (42 U.S.C 4321 et seq.). Under 
part 1507 of the CEQ regulations, 

Federal agencies must adopt any 
necessary implementing procedures 
after publishing them for public 
comment and submitting them to CEQ 
for review. The proposed MAO 600-1 is 
issued in accordance with that 
requirement. 

The proposed MAO 600-1 was 
prepared in response to the CEQ 
regulations and Department of 
Transportation Order 5610.1C, 

Procedures for Considering 
Environmental Impacts/' to provide in a 
single document the basic MARAD 
policies and procedures for 
consideration of environmental impacts 
in decisionmaking on proposed MARAD 
actions. The order has been reviewed 
within the Department of Transportation 
and by the CEQ. It is now published for 
public comment in preparation for 
issuance In final form. 

Accordingly, MARAD publishes for 
public comment the following MAO 600- 
1 entitled ‘ Procedures for Considering 
Environmental Impacts." (National 
Environmental Policy Act of 1969. as 
amended (42 U.S.C. 4321 et seq.); the 
Environmental Quality Improvement 
Act of 197a as amended (42 U.S.C 4371 
el seq.); sections 176 and 309 of the 
Clean Air Act. as amended (42 U.S.C. 

7 40l et seq.): section 4(f), Department of 
Transportation Act of 1966, as amended 
M® U.S.C. 1653(f)); section 106 of the 
National Historic Preservation Act of 
1968 (16 U.S.C. 470 et seq.); sections 303 


and 307 of the Coastal Zone 
Management Act of 1972 (43 U.S.C. 

1241); section 2 of the Fish and Wildlife 
Coordination Act (16 U.S.C. 661 et seq.); 
section 7 of the Endangered Species Act, 
as amended (16 U.S.C. 1531 et seq.); the 
Federal Water Pollution Control Act, as 
amended (33 U.S.C. 1251 et seq.); 
Executive Order 11514, dated March 4. 
1970, as amended by Executive Order 
11991, dated May 24. 1977; Executive 
Order 12114, dated January 4. 1979; 40 
CFR Parts 1500-1508; DOT Order 
56iaiC. as amended (44 FR 56420. 
October 1,1979)). 

MAO 600-1; Procedures for Considering 
Environmental Impacts 

Section 1. Purpose 

This order prescribes the policies and 
procedures for consideration of 
enviromental impacts in decisionmaking 
on proposed Maritime Administration 
actions. This order supplements 
Department of Transportation Order 
DOT 5610.1C "Procedures for 
Considering Environmental Impacts," 
which Is the basic reference document. 

Section 2. Background 

2.01 The National Environmental 
Policy Act (NEPA) established certain 
policies and goals concerning the 
env ironment and requires that, to the 
fullest extent possible, the policies, 
regulations, and public laws of the 
United States shall be interpreted and 
administered in accordance with those 
policies and goals. Section 102 of NEPA 
is designed to insure that environmental 
considerations ore given careful 
attention and appropriate weight in all 
decisions of the Federal Government. 

2.02 The Council on Environmental 
Quality (CEQ) has issued regulations for 
implementation of the procedural 
provisions of NEPA (40 CFR Parts 1500- 
1508). These regulations apply uniformly 
to and are binding upon all Federal 
agencies, and direct each agency to 
adopt implementing procedures which 
relate the CEQ regulations to the 
specific needs of that agency’s programs 
and operating procedures. 

2.03 This order implements within 
the Maritime Administration the 
mandate of NEPA, as defined and 
elaborated upon by CEQ's regulations, 
and by DOT 5610.1C. These directives 
provide that information on 
environmental impacts of proposed 
actions will be made available to public 
officials and citizens through 
environmental documents (namely, 
environmental assessments, findings of 
no significant impact, and 
environmental impact statements). 


Section 3. Responsibilities 

3.01 The Associate Administrator for 
Shipbuilding. Operations, and Research 
is the Coordinator of Environmental 
Activities for the Maritime 
Administration (Coordinator); and as 
such, shall direct the functions required 
of the Maritime Administration to 
implement the provisions of NEPA. CEQ 
regulations, and DOT 5610.1C. This 
includes serving as a focal point where 
interested persons can get information 
or status reports on environmental 
documents and other elements of the 
NEPA process. 

3.02 The Chief Counsel shall: 

1. Act as legal advisor to the 
Coordinator with respect to all 
environmental matters; 

2. Upon request, review and comment 
upon any tentative determination by the 
Coordinator that a proposed action by 
the Maritime Administration requires 
the initiation of an environmental 
assessment or environmental impact 
statement; and. 

3. Perform a legal review of all 
proposed final environmental 
assessments draft and final 
environmental impact statements, and 
final findings of no significant impact. 

3.03 Associate Administrators , 
Independent Office Directors . and Other 
Officials shall, at the earliest possible 
time, inform the Coordinator through 
proper channels of all proposed actions 
(including actions proposed by 
nonfedera! applicants) under their 
jurisdiction which may have an impact 
on the environment. Tliey shall assist 
the Coordinator In the review of such 
actions and in the preparation of 
environmental documents, as 
applicable, and shall assure 
implementation of mitigation measures 
identified in these documents. 

3.84 All Maritime Administration 
personnel engaged in programs and 
projects which may have an 
environmental impact shall become 
throughly familiar and comply with this 
order. DOT 5610.1C, and the CEQ 
regulations. 

Section 4. Procedures—Maritime 
Administration Actions 

4.01 The Coordinator, or designated 
representative, shall conduct a 
preliminary analysis of any proposed 
action received pursuant to this order to 
determine whether the preparation of an 
environmental document (see section 
2.03. above) is required. 

1. If preparation of an environmental 
document is not required on the part of 
the Maritime Administration, i.e.. the 
prepared action is a categorical 
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exclusion (see section 4.05. below), the 
Coordinator shall so notify the referring 
official. 

2. If the preparation of an 
environmental document is required on 
the part of the Maritime Administration, 
the Coordinator shall direct the 
preparation of either an environmental 
assessment or an environmental impact 
statement (if it is obvious that an impact 
statement is required), obtaining the 
assistance and clearance of cognizant 
officials as necessary. 

3. Based on the results of the 
environmental impact statement or a 
finding of no significant impact. 

4.02 In preparing and processing 
draft and final environmental 
assessments, findings of no significant 
impact, and environmental impact 
statements, the Coordinator and all 
other officials involved shall comply 
with the applicable procedures set forth 
in DOT 561Q.1C and this order. 

4.03 When programmatic and legal 
clearances have been obtained for a 
final environmental assessment, draft or 
final finding of no significant impact, or 
draft environmental impact statement, 
the Coordinator may approve the 
document(s). The Coordinator shall 
submit all final environmental impact 
statements to the Maritime 
Administrator for approval. 

4.04 An environmental impact 
statement shall be prepared for any 
proposed Maritime Administration 
action which could significantly affect 
the environment Environmental impact 
statements have been prepared for such 
major Maritime Administration 
programs as: (1) Tanker Construction 
Program. (2) Tank Vessels Engaged in 
Domestic Trade. (3) Bulk Chemical 
Carrier Program, (4) Vessels Engaged in 
Offshore Oil and Gas Drilling 
Operations, and (5) Chemical Waste 
Incinerator Ship Program. 

4.05 Categorical exclusions, i.e.. 
Maritime Administration actions which 
normally will not involve significant 
impacts on the environment do not 
require preparation of environmental 
documents. Appendix 1 of this order 
describes the Maritime Administration's 
categorical exclusions. Appendix 2 sets 
forth the criteria for categorical 
exclusions and provides a means for 
determining whether specific 
circumstances exist in exceptional cases 
which render the exclusion inoperative. 
The Coordinator's determination that an 
action qualifies under a categorical 
exclusion shall be final 


Section 5. Procedures—Requests for 
Comments Relative to Actions of Other 
Agencies 

5.01 The Coordinator shall be the 
Maritime Administration's receiving 
official for all requests from the 
Department for comments on 
environmental assessments and 
environmental impact statements of 
other agencies both within and outside 
the Department. Such requests arc 
normally received from the 
Environmental Division. Office of 
Transportation Regulatory Affairs 
(OST). If a Maritime Administration 
official receives a request for comments 
from other than the Coordinator, the 
request shall be forwarded promptly to 
the Coordinator. All requests shall be 
reviewed by the Coordinator to 
determine whether the Maritime 
Administration can provide useful and 
constructive comments concerning the 
action involved. This review and 
comment process shall be coordinated 
with Associate Administrators and 
other officials, as required. All 
Associate Administrators and other 
cognizant officials shall cooperate with 
the Coordinator in providing comments 
on a timely basis so that the 
Coordinator may respond to the 
Department or requesting agency in a 
similar manner [see paragraph 9.. DOT 

seio.iq. 

5.02 The Coordinator shall assess 
the comments received from Associate 
Administrators and other officials and 
prepare a coordinated Maritime 
Administration response to the request. 
When considered appropriate, such 
response shall be forwarded to the Chief 
Counsel and to Associate 
Administrators and other officials 
involved for concurrence prior to its 
being forwarded to the Department. If 
the response is direct to the requesting 
agency, the Coordinator shall provide a 
copy of the response to the Assistant 
Secretary for Policy and International 
Affairs (OST). 

Section 6. International Actions 

Due to the international character of 
merchant shipping, program officials 
should take special note of the 
provisions of paragraph 16.. DOT 
5610.1C. 

H E Shear, 

Maritime Administrator. 

Appendix 1—Maritime Administration 
Actions Which Are Not Normally Major 
Actions Significantly Affecting the 
Environment (i.e.. Categorical 
Exclusions) 

Actions that do not individually or 
cumulatively have a significant effect on 


the environment are categorically 
excluded and thus do not require an 
environmental assessment or an 
environmental impact statement. The 
below listed actions are categorical 
exclusions for the Maritime 
Administration, except in specific cases 
where there is or may be a significant 
environmental impact In such 
exceptional cases, appendix 2 should be 
used to determine if preparation of an 
environmental assessment or impact 
statement is required. 

1. Administrative procurements (e.g., 
general supplies), contracts for personal 
services, personnel actions, project 
amendments which do not significantly 
alter the environmental impact of an 
action: and operating or maintenance 
subsidies, ship financing guarantees, 
deferred tax programs, etc., not resulting 
in a change in the effect on the 
environment. 

2. Research studies and activities, 
including those at the Computer-Aided 
Operations Research Facility, which do 
not involve the direct construction of 
facilities. 

3. Internal orders and procedures not 
required to be published in the Federal 
Register, promulgation of rules, 
regulations, directives, and amendments 
thereto which do not require a 
regulatory impact analysis under section 
3 of Executive Order 12291 or do not 
have a potential to cause a significant 
effect on the environment: routine 
enforcement of statutes, rules, and 
safety and environmental standards ^nd 
requirements, e g., enforcement of 
statutes and rules regarding transfer of 
certain U.S.-flag vessels to any person 
not a citizen of the United States 
(sections 9, 37 when operative, and 41. 
Shipping Act, 1916, as amended) and 
enforcement of requirements for 
admission to the United States 
Merchant Marine Academy (section 
1303. Merchant Marine Act, 1930, as 
amended and 46 CFR Part 310. Subpart 
Cfc and hearings, meetings, and public 
affairs activities. 

4. Reconstruction, modification, 
modernization, replacement, repair, and 
maintenance (including emergency 
replacement, repair, or maintenance] of 
equipment, facilities, or structures which 
do not change substantially the existing 
character of the equipment/facility/ 
structure. 

5. Purchase, installation, or 
replacement of operating or 
maintenance equipment to be located 
within a Maritime Administration 
facility and with no significant physical 
impacts off the site. 

6. Acquisition of land in which the 
property will not be modified, its use 
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will not be changed, and displacements 
will not occur, except properties on or 
eligible for listing on the National 
Register of Historic Places. 

7. Project or program actions for 
which applicable environmental 
documentation has been prepared 
previously and environmental 
circumstances have not subsequently 
changed. 

6. Excess mg and disposing of 
Maritime Administration personal or 
real property to the General Services 
Administration or otherwise; use of 
space in Maritime Administration- 
owned buildings or buildings which are 
constructed for or controlled by the 
General Services Administration; lease 
of existing buildings; lease of space for a 
term of one year or less; and renewal of 
existing leases that do not involve 
significant changes in use of the 
property. 

9. Demolition and removal of 
buildings and other structures, except 
properties on or eligible for listing on the 
National Register of Historic Places; 
water, sewage, electrical, gas, or other 
utility extensions of temporary duration; 
new gardening or landscaping, or the 
maintenance of existing landscape; 
filling of earth into previously excavated 
land with material compatible with the 
natural features of the site; minor 
trenching and backfilling where the 
surface is restored and excavated 
material is protected against wash and 
runoffs; grading on land with a slope of 
less than 10 percent; removal of 
obstructions on Maritime 
Administration property, and erosion 
control actions with no off-Maritime 
Administration property impact. 

10. Construction on Maritime 
Administration installations of small 
(30.000 square feet or less) structures 
such as storage buildings, garages, small 
parking areas, foot or bicycle paths; 
installation of signs, fences, and security 
lighting; minor expansion of facilities 
which require no additional land; snd 
where expansion is due to remodeling of 
space in current quarters or existing 
buildings. 

Appendix 2—Categorical Exclusion 

Checklist 

Projectfgf: 

Dote: 

Nature of Actionfs/: 

Exclusion Category r No. ■ Topic 

Instruction r For the above actionfs) under 
,f1f subject project or group of homogeneous 
projects, check the appropriate answer to 
each of the questions below. If all the 
answers on this list arc checked “No.’* then 
nctiun(g) meet the criteria for categorical 
exclusion. If any answer is checked ''Yes'’ or 

ncertain.** then an environmental 


assessment will be prepared unless there is no doubt that an environmental impact 

statement Is required. 


A. Evaluation of criteria for Categorical 
Exclusion: 

1. This action or group of actions No_ 

would have significant effect on 

the quality of the human environ¬ 
ment. 

2. This action or group of actions No_ 

would involve unresolved con¬ 
flicts concerning alternative uses 

of available resources. 

B. Evaluation of exceptions to actions 
within Categorical Exclusion: 

X. This action would have signifi- No_ 

cant adverse effects on public 
health or safety. 

2. This action would have signifi- No_ 

cant effect on wildlife resources 
or would affect unique geographi¬ 
cal features such as: wetlands, 
wild or scenic rivers, refuges, 
floodplains, etc., or lands protect¬ 
ed by section 4(f) of the DOT Act. 

X This action will have highly con- No_ 

troversial environmental effects. 

4. This action wili have highly un- No_ 

certain environmental effects or 
involve unique or unknown envi¬ 
ronmental risk. 

5. This action will establish a prece- No_ 

dent for future actions. 

ft. This action is related to other No_ 

actions with Individually insignifi¬ 
cant but cumulatively significant 
effects. 

7. This action will affect properties No_ 

listed or eligible for listing in the 
National Register of Historic 
Places, or otherwise protected by 
section 106 of the National Histor¬ 
ic Preservation Act 

ft- This action will afTert a species No_ 

listed or proposed to be listed as 
Endangered or Threatened. 

9. This action Is inconsistent with No_ 

Federal, State, local or tribal law 
or requirements imposed for pro¬ 
tection of the environment 


Uncertain 


Uncertain_ Yes_ 


Uncertain_ Yes- 

Uncertain_ Yes_ 


Uncertain_ 

Uncertain_ 



Uncertain_ Yes_ 

Uncertain_ Yes_ 


Uncertain_ 


Uncertain 


Uncertain 


Conclusion: 

NEPA Action-Categorical Exclusion 

EA Required- 

FJS Required- 

Explanation and/or Remarks:- 

Preparer's Name and Tide 

Concur 


(Signature, Name, and Title of Program 
Official) 

Date: - 

Concur 


(Signature, Name, and Title of Environmental 
Activities Coordinator) 

Date: - 

By order of the Maritime Administrator. 


Dated: March 18,1965. 

Murray A. Bloom. 

Acting Secretory. Maritime Administration 
|FR Doc. 85-0770 Filed 3-21-05: 8:45 am) 

MJJNQ COOC 4S 10-SI-St 


DEPARTMENT OF THE TREASURY 

Public Information Collection 
Requirements Submitted to OMB for 
Review 

Dated: March 18,1965. 

The Department of Treasury has 
submitted the following public 
information collection requirement[s) to 
OMB (listed by submitting bureau(s)). 
for review and clearance under the 
Paperwork Reduction Act of 1980, Pub. 
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L 96-511. Copies of these submissions 
may be obtained by calling the Treasury 
Bureau Clearance Officer listed under 
each bureau. Comments regarding these 
information collections should be 
addressed to the OMB reviewer listed at 
the end of each bureau’s listing and to 
the Treasury Department Clearance 
Officer. Room 7221.1201 Constitution 
Avenue. N.W.. Washington. D.C. 20220. 

Comptroller of the Currency 

OMB Number New 
Form Number None 
Type of Review New 
Title: Special Call Report—Fiduciary 
Cash Investment Practices. 

Clearance Officer Eric Thompson (202) 
447-1177, Comptroller of the Currency, 
6th Floor. L’Enfant Plaza. Washington, 
D.C. 20219. 

OMB Reviewer Judy McIntosh (202) 
395-6880. Office of Management and 
Budget, Room 3208, New Executive 
Office Building. Washington. D.C 
20503. 

tosenh F. Matv, 

Departmental Reports. Management Office. 
|FR Doc. 85-6783 Filed 3-21*65; 8:45 ami 

MUJNG cooe 4S10-2S M 


UNITED STATES INFORMATION 
AGENCY 

Book and Library Advisory Committee; 
Meeting 

The Book and Library Advisory 
Committee will hold a meeting on 
Tuesday, April 9,1985, from 2:00 p.m. to 
5:00 p.m. Location of the meeting is the 
USIA Building. 301 Fourth Street SW.. 
Washington. D.C., Room 800. 

Please contact Ms. Louise Wheeler for 
further information on (202) 485-8889. 

Dated: March 19.1985. 

Charles N. Canettro, 

Federal Register Liaison. 

|FR Doc. 85-6873 Filed 3-21-65; 8:45 am) 

BILLING COOC 


Reporting and Information Collection 
Requirements Under OMB Review 

agency: United States Information 

Agency. 

action: Notice. 

summary: Under the provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35). agencies ore required to 
submit proposed or established 
reporting and recordkeeping 
requirements to OMB for review and 
approval, and to publish a notice in the 
Federal Register notifying the public that 
the agency has made such a submission. 


USIA is requesting approval of an 
information collection using a revised 
Form LAP-95, Travelers Funded by 
USIA. previously approved by OMB 
clearance 3116-0183. 
date: Comments must be received by 
April 26.1985. 

Copies: Copies of the request for 
clearance (SF-63), supporting statement, 
instructions, transmittal letter and other 
documents submitted to OMB for review 
may be obtained from the USIA 
Clearance Officer. Comments on the 
item listed should be submitted to the 
Office of Information and Regulatory 
Affairs of OMB, Attention Desk Officer 
for USIA. 

FOR FURTHER INFORMATION CONTACT: 

Agency Clearance Officer, Charles N. 
Canestro, United States Information 
Agency. M/M. 301 Fourth Street SW.. 
Washington. D.C. 20547. telephone (202) 
485-8678. And OMB review: Michael 
Weinstein. Office of Information and 
Regulatory Affairs, Office of 
Management and Budget. Washington, 
D.C, 20503. telephone (202) 395-4814. 
SUPPLEMENTARY INFORMATION: 

Travelers Funded by USIA. 

Abstract 

A report is required for submission to 
the Speaker of the House of 
Representatives and the Chairman of 
the Senate Foreign Relations Committee 
listing all individuals, with their 
organizations, who in the preceding five 
years made two or more trips involving 
foreign travel financed in whole or in 
substantial part by grants from USIA’s 
Office of Private Sector Programs. The 
information must be obtained from 
grantees, which necessitates the 
information collection. The Form LAP-94 
previously approved by OMB 
nadvertently granted exemptions which 
were not consistent with Public Law 98- 
164 Section 207. 

Dated: March 18.1985. 

Chariot N. Codo« tro. 

Federal Register Liaison . 

[FR Doc. 85-8809 Filed 3-21-65; 8:45 am| 

BILLING COOC t2»-0l-4l 


VETERANS ADMINISTRATION 

Privacy Act of 1974; Proposed 
Amendment of Systems Notice 
Additional Routine Use Statement 

Notice is hereby given that the 
Veterans Administration is considering 
adding a new routine use statement to 
the following system of VA records set 
forth on page 671 of the feoeral 
register publication, “Privacy Act 


Issuances, 1980 Compilation. Volume 

V.” 

24VA136 Patient Medical Records—VA 

The Internal Revenue Service has 
requested all Federal agencies including 
the Veterans Administration to report a< 
income under Internal Revenue Code 
section 61(a)(12) the outstanding 
balance, not including interest, of any 
indebtedness which was discharged or 
forgiven. To facilitate reports to the 
Internal Revenue Service, the Treasury 
Department has issued Form 1099-C 
which includes necessary identifying 
information i.e., the name, address, ZIP 
code and the social security number of 
the person reported as receiving the 
income. The VA has determined that the 
proposed use of the data is a necessary 
and proper use of information in this 
system of records. Therefore, a routine 
use statement number 25 is proposed 

Interested persons are invited to 
submit comments, suggestions, or 
objections regarding the proposal to the 
Administrator of Veterans' Affairs 
(271A). Veterans Administration. 810 
Vermont Avenue, NW, Washington. 

D.C. 20420. All relevent material 
received before April 22.1985 will be 
considered. All written comments 
received will be available for public 
inspection only in the Veterans Service* 
Unit, room 132, at the above address 
between the hours of 8 a.m. and 4:30 
p.m„ Monday through Friday (except 
holidays) until May 8,1985. 

If no public comment is received 
during the thirty-day review period 
allowed for public comment or unless 
otherwise published in the federal 
register by the Veterans 
Administration, the new routine use 
statement included herein is effective 
April 22.1985. 

Dated: March 14. 1985. 

Many N. Waller*. 

Administrator. 

Notice of Systems of Records 

In the system identified as 2AVMW. 
“Patient Medical Record-VA," 
appearing at 671 of the “Privacy Act 
Issuances. 1980 compilation, Volume V.~ 
the following addition is made: 

21VA138 

system name: 

Patient Medical Record—VA 
• • • • • 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUOINQ CATEGORIES OF 
USERS AND THE PURPOSE OF SUCH USES: 
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25. The individual's name, address, 
social security number and amount 
(excluding interest) of any indebtedness 
in an amount of $600 or more which is 
waived under 38 U.S.C. 3102. 
compromised under 4 CFR Part 103. 
otherwise forgiven, or for which the 
applicable statute of limitations for 
enforcing collection has expired, may be 
disclosed to the Treasury Department, 
Internal Revenue Service, as a report of 
income under 26 U.S.C. 61{a)(12). 

• • • • • 

|FR Doc. B5-6845 Filod 3-21-85; 8:45 ami 

MU NO COOt 8320-01-41 


Veterans' Administration Wage 
Committee; Renewal 

This is to give notice in accordance 
with the Federal Advisory Committee 
Act (P. L 92-483) that the Veterans' 
Administration Wage Committee has 
been renewed by the Administrator of 
Veterans' Affairs for a two year period 
beginning March 7,1965 through March 
7,1987. 

Dated: March 14. 1985. 

Rom Maria Footonex, 

Committee Management Officer \ 

(FR Doc 85-8844 Filed S-21-0S; 8:45 ara| 
mama coot mo-oi-4i 
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Sunshine Act Meetings 


Fwlnral Register 

Vol. 5a No. 56 
Friday, March 22, 1965 


This section of the FEDERAL REGISTER 
contains notices of meetings published 
under the ‘ Government in the Sunshine 
Act” (Pub. L 94-409) 5 U.S.C. 552to<e)(3). 
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mission _____ _ __ 3 
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Securities and Exchange Commission. 6 

United States Railway Association 7 


1 

FEDERAL RESERVE SYSTEM BOARD OF 
GOVERNORS 

“FEDERAL REGISTER " CITATION OF 
PREVIOUS ANNOUNCEMENT: 50 FR 10577. 

March 15.1985. 

PREVIOUSLY ANNOUNCED TIME AND DATE 
OF THE MEETING: Approximated 11:00., 
Wednesday. March 20.1985. following a 
recess at the conclusion of the open 
meeting. 

CHANGES in the meeting: Addition of 
the following closed item(s) to the 
meeting: Congressional request for 
information regarding ths health plans 
administered under the Federal Reserve 
System's employee benefits program. 
CONTACT PERSON FOR MORE 
information: Mr. Joseph R. Coyne. 
Assistant to the Board: (202) 452-3204. 

Dated: March 2a 1985. 

James McAfee. 

Associate Secretary of the Board. 

(FR Doc. 85-7013 Filed 3-20-65: 3 49 pmj 

BiUJMQ COOC S210-01-41 


2 

FEOERAL RESERVE SYSTEM BOARD OF 
GOVERNORS 

time and date: 10:00 a.m.. Thursday, 
March 28.1965. 

PLACE: Marriner S. Eccles Federal 
Reserve Board Building, C Street 
entrance between 20th and 21st Streets, 
N.W., Washington. D.C 20551. 

STATUS: Closed. 

MATTERS TO BE CONSIDERED: 

1. Personnel actions (appointments, 
promotions, assignments, reassignment*, and 
salary actions) Involving Individual Federal 
Reserve System employees. 

Z Any items carried forward from a 
previously announced meeting. 


CONTACT PERSON FOR MORE 

information: Mr. Joseph R. Coyne, 
Assistant to the Board; (202) 452-3204. 
You may call (202) 452-3207, beginning 
at approximately 5 pan. two business 
days before this meeting, for a recorded 
announcement of bank and bank 
holding company applications scheduled 
for the meeting. 

Dated: March 20 1965. 

James McAfee, 

Associate Secretary of the Board. 

(FR Doc 85-7014 Filed 3-20-65; 3:49 pm| 
BILUNQ COOC *210-01-66 


3 

EQUAL EMPLOYMENT OPPORTUNITY 
COMMISSION 

DATE AND time: Monday. April 1.1985, 
2:00 p.m. (eastern time). 
place: Clarence M. Mitchell. Jr„ 
Conference Room No. 200-C on the 2nd 
Floor of the Columbia Plaza Office 
Building, 2401 "E" Street. NW., 
Washington, D.C. 20507. 

STATUS: Closed to the public. 

MATTERS TO BE CONSIOERCO: 

Closed 

Litigation Authorization: GC 
Recommends lions 

Proposed Settlement of Commissioner Charge 
Note.—Any matter not discussed or 
concluded may be carried over to a later 
meeting. (In addition to publishing notices on 
EEOC Commission Meetings in the Federal 
Register, the Commission also provides a 
recorded announcement a hill week in 
advance on future Commission sessions. 
Please telephone (202) 634-6748 at ali timea 
for information on these meetings). 

CONTACT PERSON FOR MORE 
information: Cynthia C. Matthews, 
Executive Officer, Executive Secretariat 
at (202) 634-6748. 

This Notice Issued March 2a 1965. 

Dated: March 2a 1965. 

Cynthia C. Matthews, 

Executive Officer. 

(FR Doc 85-7009 Filed 3-20-65; 3:43 pm) 

BILUNG COOC I7SO-OMI 


4 

FEOERAL DEPOSIT INSURANCE 
CORPORATION 

Notice of Agency Meeting 
Pursuant to the provisions of the 
“Government in the Sunshine Act" (5 
U.S.C, 552b), notice is hereby given that 


at 7:20 p.m. on Friday. March 15,19h.> 
the Board of Directors of the Federal 
Deposit Insurance Corporation met in 
closed session, by telephone conference 
call, to: (1) Receive bids for the purchase 
of certain assets of and the assumption 
of the liability to pay deposits made in 
The Taylor State Bank, Emington. 
Illinois, which was closed by the 
Commissioner of Banks and Trust 
Companies for the State of Illinois on 
Friday. March 15.1965; (2) accept the 
bid for the transaction submitted by Thr 
First National Bank of Dwight, Illinois; 
and (3) provide such financial 
assistance, pursuant to section 13(c)(2) 
of the Federal Deposit Insurance Act (U 
U.S.C 1823(c)(2)), as was necessary to 
effect the purchase and assumption 
transaction. 

In calling the meeting, the Board 
determined, on motion of Choirman 
William M. Isaac, seconded by Director 
Irvine R Sprague (Appointive), 
concurred in by Mr. Michael A. 
Mancusi. acting in the place and stead 
of Director CT. Conover (Comptroller of 
the Currency), that Corportion business 
required its consideration of the matters 
on less than seven days' notice to the 
public; that no earlier notice of the 
meeting was practicable; that the public 
interest did not require consideration of 
the matters in a meeting open to public 
observation; and that the matters could 
be considered in a closed meeting 
pursuant to subsections (c)(8), (c)(9) 
(A)(ii), and (c)(9)(B) of the “Government 
in the Sunshine Act" (5 U.S.C. 552b(c)(8)i 
(c)(9)(A)(ii), and (c)(9)(B)). 

Dated: March 18.1985. 

Federal Deposit Insurance Corporation 
Hoyle L. Robinson, 

Executive Secretary. 

[FR Doc. 65-6942 Filed 3-20-85; 11:26 am) 

BILLING COOC *711-01-41 


5 

FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Notice of Change In Subject Matter of 
Agency Meeting 

Pursuant to the provisions of 
subsection (e)(2) of the “Government in 
the Sunshine Act" (5 U.S.C. 552b(e)(2)), 
notice is hereby given that at its open 
meeting held at 2:00 p.m. on Monday, 
March 18,1985. the Corporation's Board 
of Directors determined, on motion of 
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Chairman William M Isaac, second by 
Director Irvine H. Sprague (Appointive), 
concurred in by Mr. Michael A. 

Mancusi. acting in the place and stead 
of Director C.T. Conover (Comptroller of 
the Currency), that Corporation business 
required the addition to the agenda for 
consideration at the meeting, on less 
than seven days' notice to the public, of 
the application of Independence Savings 
Bank, New York (Brooklyn), New York, 
for consent to relocate a branch from 
3365 Hillside Avenue, Herricks, Town of 
North Hempstead, New York, to the 
southeast comer of Hillside Avenue and 
Herricks Road. Village of Mineolo, New 
York. 

By the same majority vote, the Board 
further determined that no earlier notice 
of this change in the subject matter of 
the meeting was practicable. 

Dated March 18.1965. 

Federal Deposit Insurance Corporation. 

Hoyle L Robinson. 

Executi ve Secretary. 

|KR Doc. 85-0943 Filed 3-20-85; 11:28 am| 

BILLING COOC §714-01-11 


6 

SECURITIES AND EXCHANGE COMMISSION 

Notice is hereby given, pursuant to the 
provisions of the Government in the 
Sunshine Act. Pub. L. 94-409, that the 
Securities and Exchange Commission 
will hold the following meetings during 
the week of March 25,1985. 

An open meeting will be held on 
Thursday, March 28.1985, at 10:00 a.m., 
in Room 1C30, followed by a closed 
meeting. 

The Commissioners. Counsel to the 
Commissioners, the Secretary of the 
Commission, and recording secretaries 
will attend the closed meeting. Certain 
sfaff members who are responsible for 
thf* calendared matters may be present. 

The General Counsel of the 
Commisssion. or his designee, has 
certified that, in his opinion, the items to 
be considered at the closed meeting may 
be considered pursuant to one or more 
of the exemptions set forth in 5 U.S.C. 


552b(c) (4). (8). (9)(A) and (10) and 17 
CFR 200.402(a) (4). (8). (9)(i) and (10). 

Commissioner Treadway, as duty 
officer, voted to consider the items listed 
for the closed meeting in closed session. 

The subject matter of the open 
meeting scheduled for Thursday, March 
28,1985. at 10:00 a.m., will be: 

1. Consideration of whether to propose for 
comment (1) amendments to Rule 14b-l. 
under the Securities and Exchange Act of 
1934 relating to brokers* obligation In 
connection with forwarding 
communications to beneficial owners: (2) 
new Rule 14a-13. a registrant-related 
corollary lo Rule 14b-l: and (3) 
corresponding amendments to Rule 14c-7. 
The proposed amendments are Intended lo 
allow for the most advantageous 
implementation of the system of direct 
communication provided under those rules. 
For further information, please contact 
Sarah A. Miller or JoAnn L Zuercher at 
(202) 272-2589. 

2. Consideration of whether to approve 
proposed rule changes submitted by the 
options exchanges to increase position and 
exercise limits for options on individual 
stocks to either 3.000. 5.500 or 8.000 
contracts, depending on certain market 
related criteria. For further information, 
please contact Sharon Lawson ot (202) 272- 
2825. 

3. Consideration of whether to issue a release 
soliciting public comment on the costs and 
benefits associated with Rule 15c2-ll 
under the Securities Exchange Act of 1934. 
which regulates the publication of 
quotations by broker-dealers for certain 
over-the-counter securities. For further 
information, please contact Nancy |. Burke 
at (202) 272-2880. 

4. Consideration of an order approving rule 
changes proposed by the New York Stock 
Exchange. Inc. ("NYSE") to the 
supplementary material of NYSE Rule 451 
(Proxies) and 465 (Company Reports to 
Shareholders) which would establish a 
surcharge that could be charged by NYSE 
members and member organizations to 
issuers, in connection with proxy 
solicitations, for the purpose of recouping 
direct and indirect costs incurred to comply 
with Securities Exchange Act Rules 14b- 
1(c) and 17a-3(a)(9HH) which are designed 
to facilitate direct communications by 
issurers to non-objecting beneficial 
shareholders. For further information, 
please contact Catherine McGuire at (202) 


272-7484 or Thomas C. Eller. Jr. at (202) 
272-2828. 

The aubect matter of the closed 
meeting scheduled for Thursday, March 
28.1985, following the 10:00 a.m. open 
meeting, will be: 

Formal order of investigation. 

Settlement of administrative proceeding of 
an enforcement nature. 

Institution of injunctive actions. 

At times changes in Commission 
priorities require alterations in the 
scheduling of meeting items. For further 
information and to ascertain what, if 
any, matters have been added, deleted 
or postponed, please contact: Bruce 
Kohn at (202) 272-3195. 

John Wheeler. 

Secretary. 

March 19.1985. 

(FR Doc. 85-6966 Filed 3-20-85:12:47 pm| 

anxifto cooc §oio~oi-n 


7 

UNITED STATES RAILWAY ASSOCIATION 
DATE AND TIME: April 4. 1985:1:00 p.m. 
place: Board Room Suite 7200. Seventh 
Floor 955 L’Enfant Plaza North. SW.. 
Washington. D.C 

status: The first portion of the meeting 
will be closed to the public; the second 
portion will be open, 

MATTERS TO BE CONSIDERED BY THE 
USRA BOARD OF DIRECTORS AND 
ADVISORY SOARO AT MEETINQ: 

Portion Closed to the Public (1XX)p.m.) 

1. Litigation Report 
2 Review of Conrail Confidential and 
Proprietary Financial Information 

Portion Open to the Public (1:30 p.m.) 

3. Approval of Minutea of July 19,1984 Joint 
Meeting of Board and Advisory Board 

4. Appointment of Contrail Directors 

5. Conrail Monitoring Indicators 

CONTACT PERSON FOR MORE 

information: Alex Bilanow. (202) 488- 
8777. 

Peter). Gallagher, 

Secretary. 

(FR Doc. 85-0993 Filed 3-20-85; 253 pm] 

BILLING COOC §240-01-11 
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DEPARTMENT OF LABOR 

Employment Standards 
Administration, Wage and Hour 
Division 

Minimum Wages for Federal and 
Federally Assisted Construction; 
General Wage Determination 
Decisions 

General wage determination decisions 
of the Secretary of Labor specify, in 
accordance with applicable law and on 
the basis of information available to the 
Department of Labor from its study of 
local wage conditions and from other 
sources, the basic hourly wage rates and 
fringe benefit payments which are 
determined to be prevailing for the 
described classes of laborers and 
mechanics employed on construction 
projects of the character and in the 
localities specified therein. 

The determinations in these decisions 
of such prevailing rates and fringe 
benefits have been made by authority of 
the Secretary of Labor pursuant to the 
provisions of the Davis-Bacon Act of 
March 3.1931, as amended (46 Stat. 

1494, as amended 40 U.S.C. 276a) and of 
other Federal statutes referred to in 29 
CFR 5.1 (including the statutes listed at 
36 FR 306 (1970) following Secretary of 
Labor’s Order No. 24-70) containing 
provisions for the payment of wages 
which are dependent upon 
determination by the Secretary of Labor 
under the Davis-Bacon Act; and 
pursuant to the provisions of part 1 of 
subtitle A of title 29 of Code of Federal 
Regulations Procedure for 
Predetermination of Wage Rates. 48 FR 
19533 (1963) and of Secretary of Labor’s 
Orders 9-63. 48 FR 35736 (1983), and 6- 
84, 49 FR 32473 (1984). The prevailing 
rates and fringe benefits determined in 
these decisions shall, in accordance 
with the provisions of the foregoing 
statutes, constitute the minimum wages 
payable on Federal and federally 
assisted construction projects to 
laborers and mechanics of the specified 
classes engaged on contract work of the 
character and in the localities described 
therein. 

Good cause is hereby found for not 
utilizing notice and public procedure 
thereon prior to the issuance of these 
determinations as prescribed in 5 U.S.C. 
553 and not providing for delay in the 
effective date as prescribed in that 
section, because the necessity to issue 
construction industry wage 
determination frequently and in large 
volume causes procedures to be 
impractical and contrary to the public 
interest. 


General wage determination decisions 
are effective from their date of 
publication in the Federal Register 
without limitation as to time and are to 
be used in accordance with the 
provisions of 29 CFR Parts 1 and 5. 
Accordingly, the applicable decision 
together with any modifications isstied 
subsequent to its publication date shall 
be made a part of every contract for 
performance of the described work 
within the geographic area indicated as 
required by an applicable Federal 
prevailing wage law and 29 CFR. Part 5. 
The wage rates contained therein shall 
be the minimum paid under such 
contract by contractors and 
subcontractors on the work. 

Modifications and Supersedeas 
Decisions to Genera) Wage 
Determination Decisions 

Modifications and supersedeas 
decisions to general wage determination 
decisions are based upon information 
obtained concerning changes in 
prevailing hourly wage rates and fringe 
benefit payments since the decisions 
were issued. 

The determinations of prevailing rates 
and fringe benefits made in the 
modifications and supersedeas 
decisions have been made by authority 
of the Secretary of Labor pursuant to the 
provisions of the Davis-Bacon Act of 
March 3,1931, as amended (46 Stat. 

1494. as amended. 40 U.S.C. 276a) and of 
other Federal statutes referred to in 29 
CFR 5.1 (including the statutes listed at 
36 FR 306 (1970) following Secretary of 
Labor's Order No. 24-70) containing 
provisions for the payment of wages 
which are dependent upon 
determination by the Secretary of Labor 
under the Davis-Bacon Act; and 
pursuant to the provisions of Part 1 of 
Subtitle A of Title 29 of Code of Federal 
Regulations Procedure for 
Predetermination of Wage Rates, 48 FR 
19533 (1983) and of Secretary of Labor's 
Order 6-84. 49 FR 32473 (1984). The 
prevailing rates and fringe benefits 
determined in foregoing general wage 
determination decisions, as hereby 
modified, and/or superseded shall, in 
accordance with the provisions of the 
foregoing statutes, constitute the 
minimum wages payable on Federal and 
federally assisted construction projects 
to laborers and mechanics of the 
specified classes engaged in contract 
work of the character and in the 
localities described therein. 

Modifications and supersedeas 
decisions are effective from their date of 
publication in the Federal Register 
without limitation as to time and are to 


be used in accordance with the 
provisions of 29 CFR Parts 1 and 5. 

Any person, organization, or 
governmental agency having an interest 
in the wages determined as prevailing is 
encouraged to submit wage rate 
information for consideration by the 
Department. Further information and 
self-explanatory forms for the purpose 
of submitting this data may be obtained 
by writing to the U.S. Department of 
Labor, Employment Standards 
Administration, W f age and Hour 
Division. Office of Program Operations. 
Division of Wage Determinations, 
Washington, D.C. 20210. The cause for 
not utilizing the rulemaking procedures 
prescribed in 5 U.S.C. 553 has been set 
forth in the original General 
Determination Decision. 

New General Wage Determination 
Decisions 

Idaho ID85-5012 


Modifications to General Wage 
Determination Decisions 


Fs—orr— CA64-5G22_ 

_ Od 5, 1095 

Colorado: 

C095-5015 

Mar 15. 1966 

rm>-*\97 _ 

Nov 5. 1992 

Camel of Ccfcjmt** 0064-3009. 

. Apr 6. 1994 

KMho 095-5014 

Mar 1. 19A5 

mam 

S.a*-5007 

_ Fib 8. 1995 

IL66-S0n 

Fab 22. 1965 

Mcttgart 

MI93-2016 

; , f 11 loan 

MIS4-50?* 

Dac 21. 1S94 

Hand* MV04-SO14 

Ama 1, 1944 

Not* York NYB1-3062 

Sapt 11 . 1961 

Nor* Datote N095-5009 

Mar 1. 1995 

Votwi t VTB4-3029 . 

Sapt 29. 1964 


Cancellation of General Wage 
Determination Decision 

General Wage Decision WY83-5114, 
Converse. Goshen. Laramie. Natrona. 
Niobrara and Platte counties, Wyoming, 
is cancelled. Agencies with construction 
projects pending to which the cancelled 
decision would have been applicable 
should utilize the project determination 
procedure by submitting form SF-308. 
See Regulations Part 1 (29 CFR), Section 
1.5. Contracts for which bids have been 
opened shall not be affected by this 
notice. Also consistent with 29 CFR. 
1.6(a)(2}(i)(A), the incorporation of the 
cancelled decision in contract 
specifications, the opening of bids for 
which is within ten (10) days of this 
notice, need not be affected. 

Signed at Washington. D.C. this 15th day of 
March 1985. 
lames L Valin, 

Assistant Administrator. 

atLUwa corf ** 10 - 27 -* 
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DEPARTMENT OF TRANSPORTATION 
Coast Guard 

33 CFR Part 157 
[COO 82-28] 

Segregated Ballast, Dedicated Clean 
Ballast and Crude Oil Washing on 
Tankshlps of 20,000 DWT or More But 
Less Than 40,000 DWT Carrying Oil In 
Bulk 

agency: Coast Guard. DOT. 
action: Final rule. 

summary: The Coast Guard is amending 
its Rules for the Protection of the Marine 
Environment Relating to Tank Vessels 
Carrying Oil in Bulk. This amendment 
implements 46 U.S.C. 3705(c) and 
3706(d), formerly subsections (7)(E) and 
(H) of section 5 of the Port and Tanker 
Safety Act of 1978 (PTSA). The rules are 
applicable to U.S. tankships, and to 
foreign tankships (other than those on 
innocent passage) entering the 
navigable waters of the United States or 
which call at a port or place subject to 
the jurisdiction of the United States. The 
rules will reduce discharges of oil from 
existing tankships of 20,000 to 40,000 
deadweight tons (DWT) by requiring the 
installation of segregated ballast tanks, 
dedicated clean ballast tanks, or crude 
oil washing systems. 

EFFECTIVE DATE: April 22. 1985. 
addresses: Copies of the Final 
Environmental Impact Statement and 
Regulatory Impact Analysis (E1S/R1A) 
as well as the Draft Environmental 
Impact Statement and Regulatory 
Evaluation (DEIS/RE) may be obtained 
by writing: Commandant (G-CMG/21) 
(CCD82-28). U.S. Coast Guard, 
Washington. DC 20593. The EIS/RIA, as 
well as any materials referenced in this 
document are available for examination 
and copying between 8 am. and 4 p.m., 
Monday through Friday, except 
holidays, at the Marine Safety Council 
(G-CMC/21), Room 2110, Coast Guard 
Headquarters. 2100 Second St. SW.. 
Washington. DC 20593. 

FOR FURTHER INFORMATION CONTACT: 
LCDR Jeffrey G. Lantz, Project Officer, 
at (202) 426-4431. 

SUPPLEMENTARY INFORMATION: 1. A 

notice of proposed rulemaking (NPRM) 
was published in the Federal Register 
(49 FR 2998) on January 24,1984. The 
closing date for submitting comments 
was May 14.1984. The Coast Guard 
distributed copies of the NPRM to vessel 
operators, classification societies, trade 
organizations, Federal Agencies, coastal 
states, environmental groups, and to 
persons who had previously expressed 


interest in similar proposals. A total of 
17 letters were received offering 
comment on the proposed rules. The 
commenters included concerned 
individuals, ship operators, trade 
organizations, foreign governments and 
a classification society. These comments 
are discussed below. ^ 

2. A DEIS/RE was prepared in support 
of the NPRM. It was made available to 
the public on January 13,1984. Over 350 
copies or summaries of the DEIS/RE 
were made available to vessel 
operators, trade organizations, federal 
agencies, coastal states, environmental 
groups, and to persons who had 
previously expressed interest in the 
proposal. The closing date for 
submitting comments on DEIS/RE was 
also May 14, 1984. A total of 14 
responses were received from ship 
owner/operators and state governments; 
of these, only two provided additional 
data or recommended additional 
information to be included in the E1S. 
Copies of the E1S/RLA may be obtained 
as indicated in adoresses. 

Drafting Information 

The principal persons involved in the 
drafting of this rule are LCDR Jeffrey G. 
Lantz and LCDR Alan E. Spackman, 
Project Managers, Office of Merchant 
Marine Safety and Mr. Stanley M. 

Colby, Project Attorney. Office of Chief 
Counsel. 

Discussion of Comments and Changes 
Made 

1. Four commenters gave general 
support to the proposed regulations. 

2 One commenter supported the 
proposition that, given the years of 
preparation and commitment made by 
most shipowners since the passage of 
the Port and Tanker Safety Act (PTSA) 
in 1978, implementation of the law is not 
only reasonable, but the only equitable 
course of action. One commenter also 
noted that the *‘30 year*' alternative 
would only delay the day of reckoning 
for many vessels and “would be 
contrary to the goal of U.S. fleet 
modernization.' 

3. One commenter commended the 
Coast Guard for recognizing the 
difficulties associated with the strict 
compliance by smaller vessels to all the 
design provisions which had been 
previously promulgated for larger 
vessels, and for proposing a more 
flexible alternative. 

4. One commenter made the 
suggestion that “while the problem of 
direct pollution from tankers is being 
addressed, one should also ensure that 
the oil washing system or ballast tanks 
will be safe. This is equally important 
since these systems will be eventually 


drained in port." The safety aspects of 
these systems are addressed in severnl 
sections of 33 CFR Part 157 as well as 48 
CFR Parts 30 to 40. Ultimately, the safety 
of the vessel and its systems can only be 
ensured by its owners, officers and 
crew. 

5. Seven commenters generally 
opposed the proposed regulations on the 
basis that such unilateral action is 
incompatible with the spirit of 
international cooperation necessary to 
bring about substantive improvements 
in marine safety and environmental 
protection. This included an “Aide- 
Memoire** submitted jointly by the 
governments of Belgium. Denmark. 
Finland, France. Federal Republic of 
Germany. Italy, Japan, the Netherlands, 
Norway. Sweden, and the United 
Kingdom, and a separate “Aide- 
Memoire*' submitted by Spain. The 
commenters are correct; this is 
unilateral action on behalf of the U.S. 
These issues were throughly considered 
when the PTSA was enacted, and it was 
determined that these requirements 
would benefit the United States. 

6. Seven commenters stated that they 
believed the costs of the standards were 
excessively high considering the 
benefits, both primary and secondary 
which might accrue and that the costs 
would ultimately be passed on to the 
consumer. Also noted was the lack of 
evidence on which to draw conclusion* 
regarding the effects on the environment 
of operational oil discharges on the high 
seas, especially considering the “non- 
persistent” nature of many of the oils 
carried by these smaller tankers. The 
cost of these standards, and any 
benefits that may be derived from them, 
are determined almost exclusively by 
the implementing legislation. The Coast 
Guard has attempted to minimize these 
costs by providing an alternative for 
those vessels which would incur an 
excessive capacity loss by strict 
compliance. 

7. One commenter reiterated the 
request (See 49 FR 2999) for special 
consideration for modem chemical 
tankers, which only carry product oil a* 
an incidental cargo, and again 
referenced submissions of technical 
documents, made on the behalf of the 
chemical tanker owners, to 1MO 
regarding application of similar 
standards in MARPOL 73/78 for larger 
vessels. IMO rejected the request, and 
the Coast Guard supports !MO*s 
position. In addition, the wording of the 
statute in defining Ihe applicability of 
the standards, is clear and the Coast 
Guard must apply the standards to 
affected chemical tankers if they also 
carry crude oil or oil products. 
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8. One commenter generally 
questioned how the applicability of the 
standards to foreign flag vessels would 
be determined and how the standards 
would be enforced. Commencing 
October 2,1984 all foreign flag oil 
tankers of 150 gross tons or above 
entering the navigable waters of the U.S, 
on other than innocent passage must 
have on board a valid International Oil 
Pollution Prevention (lOPP) Certificate 
or equivalent documentation. From this 
documentation. Coast Guard personnel 
can readily determine if the standards 
apply by noting the vessel's deadweight 
and the date of delivery (or completion 
of a major conversion). If a foreign flag 
tanker entering the navigable waters of 
the United States on other than innocent 
passage has "oil" as cargo or cargo 
residue on board the standards apply if: 

(a) It is an "existing oil tanker". 

(bj It is of at least 20.000 deadweight 
tons but less than 40.000 deadweight 
tons; and 

(c) It is 15 years or more since the date 
of delivery or date of completion of a 
major conversion, whichever is later. 

The standards do not apply, nor will 
they become applicable, to a vessel 
which is a "new oil tanker" as defined 
in Regulation 1(26) of Annex I to 
MARPOL 73/78 and is under 33 CFR 
157.10(a). 

9. One commenter made a general 
comment to the effect that tankers using 
certified reception facilities In 
accordance with the Coast Guard's 
rulemakipg proposal on waste reception 
facilities (see the NPRM (CGD 78-035) 

49 FR 25196, published June 19.1984) 
should automatically be exempted under 
subpart F of 33 CFR Part 157. The Coast 
Guard disagrees. Under MARPOL 73/78, 
the U.S. is obligated to ensure the 
adequacy of reception facilities In its 
ports to receive the quantity snd kinds 

of wastes that are normally generated 
by seagoing ships. The volume required 
to meet this requirement and qualify a 
port for a certificate of adequacy is 
generally relatively small, since most of 
the wastes received are expected to be 
machinery space bilge water and the 
concentrated wastes recovered from oil 
residue tanks and cargo slop tanks. • 
There is a significant difference in this 
volume and the volume of ballast water 
*hich can be routinely expected from 
an exempted vessel. Therefore, for 
vessels to be automatically exempted 
under subpart P of 33 CFR Part 157 as 
the commenter suggests, the Coast 
Guard would have to require ports to 
provide sufficient capacity for the 
receipt of dean and oily ballast water 
discharges from tankers before being 
given a certificate of adequacy. The 


Coast Guard believes that this would be 
an unreasonable burden on ports and 
the current requirement is the most 
equitable course of action. 

10. Comments received from the 
American Bureau of Shipping (ABS) 
indicated concern over the creation of 
an agency relationship with "foreign" 
classification societies by the Coast 
Guard's authorizing them to perform 
certain activities on its behalf. ABS 
pointed out that since these foreign 
classification societies would not be 
acting as an "agent" of the United 
States, the Coast Guard would have no 
method of holding them accountable. 
There was no intent to propose that a 
classification society act as an agent of 
the Coast Guard; but to propose that the 
Coast Guard would, under defined 
circumstances, accept the findings of 
classification societies. This action is 
consistent with MARPOL 73/78 (Article 
ll(l)(b)), which binds the Coast Guard 
to accept the findings of a classification 
society done on behalf of a country 
party to the Convention if the 
classification society is duly authorized 
by that country and has been listed with 
IMO. This could greatly relieve the 
burden on the Coast Guard. To date, the 
Coast Guard has not received 
notification that any foreign 
governments have authorized any 
classification society to act in their 
behalf. 

11. Two commenters questioned 
whether a vessel having undergone a 
major conversion would be given 
special consideration in determining the 
age of a vessel. This was the intention of 
the proposal but was inadvertently 
omitted in 55 157.10c. 157.24a. 157.118 
and 157.218. These sections have been 
amended to note that the age of vessels 
having undergone a major conversion 
would be determined from the date of 
completion of the major conversion. The 
Coast Guard believes that this concept 
of applicability to the delivery date and 
conversion date was implicit throughout 
Part 157 and there is no substantive 
change in clarifying these rules. 
However, to be as fair as possible, the 
Coast Guard will continue to accept 
comments on this clarification. 

12. One commenter stated that by 
separately addressing loadline 
requirements for U.S. vessels, a 
paperwork burden was being placed on 
owners and operators of U.S. vessels 
that is not being placed on foreign 
vessel operators. The Coast Guard does 
not agree. For the convenience of U.S. 
vessel owners and operators, the Coast 
Guard has specified the administrative 
procedure and identified, as thoroughly 
as possible, a problem area which may 
be encountered in bringing a vessel into 


compliance with these standards. For 
foreign vessels the Coast Guard is 
specifying only the end-product of what 
may or may not be a similar 
adminstrative process: therefore, the 
paperwork burden may be less or 
greater depending on the requirements 
of the flag state. 

13. One commenter, a tanker owner, 
suggested that 5 157.10c(d) allow all 
applicable tankers to meet the reduced 
draft and trim requirements for SBT and 
CBT. Another tanker owner.opposed 
any reduction from the values applied to 
larger vessels. The Coast Guard 
disagrees with both of these comments. 
The draft and trim requirements are not 
specifically mandated. The Coast Guard 
has decided that to meet the intent of 
the law, the draft and trim standards 
applied to the larger vessels should also 
be applied to the vessels under 

§ 157.10c(d); however relief should be 
available for those vessels that would 
incur an excessive capacity loss in 
meeting the draft and trim requirements. 
Among other things, the Coast Guard 
wishes to avoid the recurrence of 
situations which occurred with the 
application of the standards to larger 
vessels, where a vessel owner would 
remove the tips of a vessel's propeller 
blades to meet the propeller immersion 
standard. This action brought the vessel 
into compliance, but did not improve its 
seakeeping or non-pollution 
performance. 

14. One commenter stated that the 
proposed alternative ballast draft 
standards in proposed 5 157.10c(d) were 
at variance with the law and suggested 
that they be eliminated. The Coast 
Guard disagrees. The statute does not 
define either "segregated ballast tanks" 
or "dedicated clean ballast tanks," nor 
does it prescribe draft and trim 
standards. Therefore, the alternative 
standards are not at variance with the 
law. The Coast Guard feels that the 
alternative standards help reduce the 
cost without significantly altering the 
degTee of effectiveness of the standards 
and has chosen to retain them. 

15. Two commenters suggested 
changes to sections of Subpart F. 
covering exemption for vessels where 
shore-based reception facilities are used 
in lieu of fitting SBT, CBT or COW. Both 
of these commenters suggested changes 
which would remove the requirement 
that each loading port where the vessels 
enter partly-loaded have waste storage 
capacity equal to 30 percent of the 
vessel's deadweight. One commenter 
suggested that only the first loading port 
should be required to have such storage 
capacity. While there is some merit in 
this suggestion, trading patterns and 
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requirements generally vary over a 
length of time. The Coast Guard will 
consider equivalents, under i 157.07, to 
the reception facility standards of 
§ 157.304 on a case by case basis. 
Normal part cargo operations will be 
considered in evaluating the reception 
facility capacity requirements in these 
cases. 

16. One commenter questioned 
whether the word “terminal" should be 
used in Subpart F (Exemptions from 

5 157.10a) rather than the word "port" 
The Coast Guard believes that the more 
inclusive term “port** is appropriate. For 
the purposes of these exemptions, the 
Coast Guard does not believe that the 
reception facility necessarily needs to 
be located at the particular loading 
terminal as long as it is within the 
general area of the “port”. 

17. One commenter suggested that the 
phrase “crude oil tankers” be used 
instead of “tank vessel” and “tankship” 
to be consistent with “the ambiguity 
created in the revisions to Title 48 
U.S.C.”This suggestion has not been 
adopted. Such action would serve no 
useful purpose at this time and may 
cause confusion. The suggestion will be 
considered during the planned complete 
revision of 33 CFR Part 157. 

18. The definition of tank vessel in 

S 157.03(v) is being changed to comply 
with the law under 46 U.S.C, 2101(39). 

In addition to the changes discussed 
above, minor editorial corrections have 
been made for clarification. 

Environmental Impact Statement and 
Regulatory Impact Analysis 

These regulations have been 
evaluated under Executive Order 12291. 
“Federal Regulation,” dated February 
17.1901, and Department of 
Transportation Order 2100.5. “Policies 
and Procedures for Simplification, 
Analysis and Review of Regulations.” 
dated May 22.1980. They are considered 
to be a ”major rule” under E.0.12291 
because of the economic impact the 
statutory standards impose upon the 
tanker industry. In preparing the NPRM, 
the rule had only been considered a 
“significant” rule under DOT Order 
2100.5 and. pursuant to that order, a 
Regulatory Evaluation (RE) had been 
prepared. The Office of Management 
and Budget cleared the NPRM for 
publication without a Regulatory Impact 
Analysis (R1A) in light of the mandated 
compliance date of January 2,1986 and 
in consideration of the fact that the RE 
had been prepared but asked that an 
RIA be prepared in the final rule 
because of the high costs imposed by 
the statutory requirements. An RIA has 
been prepared for this final rule. 
Additionally, since implementation of 


the mandated standards would have an 
effect on the environment, the Coast 
Guard prepared a Draft Environmental 
Impact Statement (DEIS) to accompany 
the NPRM. To reduce duplication and 
paperwork, these documents were 
combined into a single document 

The bulk of the DEIS/RE was 
prepared in 1981, and included an 
estimate of the cost of the mandated 
standards based on market conditions 
that existed during the period from 1978 
to 1980. 

In the fall of 1983. a supplemental 
analysis was prepared to take into 
consideration the latest tanker market 
conditions. This analysis was appended 
to the DEIS/RE and represented an 
update of the cost estimates. It used a 
methodology consistent with the earlier 
cost estimate, but revised the total 
tanker capacity requirements to reflect 
our estimate that the number of U.S. 
tankers of 20,000 to 40.000 DVVT in 
active service in the fall of 1983 was 
about half the number on which the 
earlier estimate was based. It also 
concluded that the probable use of a 
number of currently idle tankers would 
be to provide the additional capacity 
necessitated by the fitting of SBT or 
CBT. The supplemental analysis 
concluded that it is possible that no 
additional tanker construction will be 
necessitated by implementation of the 
mandated standards. It was estimated 
that the total present value cost of the 
statutory standards would be about $525 
million (in 1983 dollars). However, it 
was noted that if capacity requirements 
were to increase, or if a substantial 
proportion of the idle tankere proved 
unsuitable for service, some additional 
new tanker construction might be 
required, and the total cost of the 
standards would rise accordingly. 

After publication of the EIS/RE, the 
Coast Guard continued to refine the 
data used to estimate the cost of the 
standards. Using this updated 
information in the DEIS/RIA. the total 
cost of the implementation of these 
standards is estimated to have a present 
value in 1984 of $683 million. The 
difference between this cost and the 
$525 million from the DEIS/RE is largely 
explained by an increase in the 
estimated number of vessels affected, 
attributable to greater accuracy in the 
estimates of the size of the active vessel 
fleet and by adjustments in the 
calculations to reflect 1684 as a base 
year. In the DEIS/RE it was estimated 
there were 85 vessels affected. Because 
they were not individually identified, a 
deadweight of 30.000 tons each was 
assumed, for a total of 2.55 million 
deadweight tons. Through consultations 
with the industry and by using Coast 


Guard certification records as well as 
classification societies* records, the 
Coast Guard estimates that, as of July 
1984, the number of vessels affected is 
100, having a total deadweight of 3.25 
million tons. 

This cost is considered to be the best 
realistic estimate of a maximum impact 
and it is likely that it will be less. The 
assumptions used tended to be 
conservative; for example, all scrappage 
was attributed to the rule, even though i 
number of older vessels could very well 
be scrapped soon through natural 
attrition. Further, some of the vessels in 
the updated fleet estimate, though not 
technically in lay-up, may not be 
actually carrying cargo, therefore the 
tonnage estimate may be high. The 
impact of the rule could be substantially 
less if different owners' actions take 
place than those assumed. 

It is assumed that the cost will be 
borne directly by the owners and 
operators of U.S. ships. All the costs of 
implementing the standards will 
eventually be reflected in increased 
transportation costs for oil. The Coast 
Guard is of the opinion that these 
increased transportation costs will be 
fully passed-on to U.S. consumers in the 
form of increased costs for oil and oil- 
based products. 

The direct benefits, as derived in the 
EIS/RIA, are presented in terms of 
reduced operational oil pollution from 
tank vessels of 20,000 to 40,000 DWT 
The total reductions are estimated at 
about 70,000 metric tons from U.S. 
vessels. These reductions stem primarily 
from reducing oil discharges during 
deballasting of cargo tanks and tank 
cleaning. The areas where the 
discharges occur are generally areas of 
open ocean, although some areas of 
coastal ocean may be affected. The 
effect of these standards on reducing oil 
pollution will be greatest during the 
decade from 1990 to 2000 and will 
gradually be reduced thereafter as the 
existing vessels affected by these 
regulations are retired from service. 
There are no dollar values placed on the 
benefits because of the complexity and 
subjective nature of such an assessment 
As a result, no “net” cost/benefit figure 
is available. 

A complete discussion of the costs 
and benefits of implementing the 
standards is contained in the EIS/RIA. 
which can be obtained as indicated in 

ADDRESSES. 

Regulatory Flexibility Act Certification 

These regulations have been 
evaluated under Pub. L 96-354 (94 Stat. 
1165. 5 U.S.C. 601) to determine if they 
would have a significant economic 
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impact on a substantial number of small 
entities. An initial regulatory flexibility 
analysis was included in the DEIS/RE. 
The Coast Guard believes it is possible 
that implementation of the standards 
could cause small Arms having a 
substantial portion of their operating 
equipment consisting of older vessels of 
20.000 to 40.000 DWT to go out of 
business, if they are unable to finance 
required vessel modifications or are 
unwilling to assume the financial risks 
of such modifications. However, 
implementing the standards could also 
stimulate competition by creating 
market conditions which would permit 
new companies with new vessels, which 
can be operated more efficiently but are 
burdened with high capital coats, to 
compete effectively with those 
established companies that have low 
capital costs but operate older, less 
efficient existing vessels. Either of these 
effects could have a significant 
economic impact on a small entity. 

Neither section 3705(c) nor section 
3706(d) of Title 46 U.S. Code grants the 
Coast Guard discretionary authority to 
alter these effects through the 
establishment of differing compliance 
requirements or time tables for small 
entities or the exemption of small 
entities from this rule. The rule does not 
mandate rigid design features, but 
allows flexibility In retrofitting to meet 
the SBT, CBT and COW standards. 

Based on safety considerations, the 
Coast Guard does not believe that 
establishing alternative reporting or 
recordkeeping requirements is Justified, 
nor would such action substantially 
alter the burden placed on the affected 
businesses. 

There arc approximately 25 U.S. 
companies that operate U.S. flag 
tankships of 20,000 to 40.000 DWT. The 
Coast Guard determined that 20 of these 
companies, operating the vast majority 
of the U.S. vessels that would be 
directly affected by the implementation 
of the standards, are not small 
businesses since they are subsidiaries of 
major oil companies or diversified 
corporations. 

Lacking sufficient data to determine 
whether any of the remaining companies 
which operate between 4 and 23 vessels 
(both tank vessels and cargo vessels), 
should be considered small entities, 
comments were solicited in the NPRM 
*nd by direct mailing of the NPRM and 
me DEIS/RE to all companies that could 
he identified as owning or operating U.S. 
Ossein, The NPRM specifically asked 
compelnies to provide quantifying data 
on whether they should be considered 
•mail entities. No responses were 
^ived to this effect. Therefore, the 


Coast Guard concludes that the 
implementing rule will not have a 
significant economic effect on a 
substantial number of small entities. 
Accordingly, it is certified that these 
regulations will not have a significant 
economic impact on a substantial 
number of small entities as defined in 
the Regulatory Flexibility Act (Pub. L 
96-35* 5 U.S.C 601). 

Paperwork Reduction Act 

Sections 157.04.157.24a. 157.100, 
157.102.157.106,157.110, 157.116.157.118, 
157.200,157.202,157.206.157.208.157.214 
and 157.218 of the rules contain 
information collection requirements. 
These sections require the submission of 
applications, plans for modifications to 
vessels, documentation of compliance, 
and retention of various operating 
manuals on board vessels. These new 
reporting and recordkeeping 
requirements were submitted to the 
Office of Management and Budget 
(OMB) for approval under the provisions 
of the Paperwork Reduction Act (44 
U.S.C. 3501 et seq.). They have been 
approved through April 3a 1986 and are 
assigned OMB control number 2115- 
0520. 

list of Subjects in 33 CFR Part 157 

Cargo vessels. Oil pollution. Reporting 
and recordkeeping requirements. 

PART 157-{ AMENDED) 

In accordance with the foregoing. Part 
157 of Title 33, Code of Federal 
Regulations, is amended as follows: 

1. By removing the authority citation 
to Subparts D, E, and F and revising the 
authority citation for Part 157 to read as 
follows: 

Authority: Sec. 4. 04 Slat 2296 (33 U.&C. 
1903); 46 U.&C 3703: 49 CFR 1.46(n) and (hh). 

2. By revising $ 157.03(v) to read as 
follows: 

$157.03 Definition#. 

• • • • • 

(v) ‘Tank vessel” means a vessel that 
is constructed or adapted to cany, or 
that carries, oil or hazardous material in 
bulk as cargo or cargo residue, and 
that— 

(1) Is a vessel of the United States: 

(2) Operates on the navigable waters 
of the United States: or 

(3) Transfers oil or hazardous material 
in a port or place subject to the 
jurisdiction of the United States. 

• • • • • 

3. By adding a new { 157.04 to read as 
follows: 


$ 157.04 Authorization of classification 
societies. 

(a) The Coast Guard may authorize 
any classification society (CS) to 
perform certain plan reviews, 
certifications, and inspections required 
by this Part on vessels classed by that 
CS. except that only U.S. classification 
societies may be authorized to perform 
those plan reviews, inspections, and 
certifications for U.S. vessels. 

fb) If a CS desires authorization to 
perform the plan reviews, certifications, 
and inspections required under this Part, 
it must submit to the Commandant (G- 
MV1), U.S. Coast Guard. Washington. 

DC 20593. evidence from the 
governments concerned showing that 
they have authorized the CS to inspect 
and certify vessels on their behalf under 
the MARPOL Protocol. 

(c) The Coast Guard notifies the CS in 
writing whether or not it is accepted as 
an authorized CS. If authorization is 
refused, reasons for the refusal are 
included. 

(d) Acceptance as an authorized CS 
terminates unless the following are met: 

(1) The authorized CS must have each 
Coast Guard regulation that is 
applicable to foreign vessels on the 
navigable waters of the United States. 

(2) Each issue concerning equivalents 
to the regulations in this Part must be 
referred to the Coast Guard for 
determination. 

(3) Copies of any plans, calculations, 
records of inspections, or other 
documents relating to any plan review, 
inspection, or certification performed to 
meet this Part must be made available to 
the Coast Guard. 

(4) Each document certified under 
$9 157.116(a)(2), 157.116(b)(lHifl. and 
157.216(b)(l)fn) must be marked with the 
name or seal of the authorized CS. 

(5) A copy of the final documentation 
that is issued to each vessel that is 
certified under this Part must be referred 
to the Commandant (G-MVIi, U.S. Coast 
Guard, Washington. D.C. 20593. 

4. By revising { 157.07 to read as 
follows: 

9 157.07 Equivalents. 

The Coast Guard may accept an 
equivalent, in accordance with the 
procedure in 46 CFR 30.15-1. of a design 
or an equipment to fullfill a requirement 
in this Part, except an operational 
method may not be substituted for a 
design or equipment requirement that is 
also required under the MARPOL 
Protocol. 

5. By revising the heading of § 157.10a 
to read as follows: 
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S 157.1Oa Segregated ballast tanks, crude 
dl washing systems, and dedicated clean 
ballast tanks for certain new and existing 
vessels of 40.000 DWT or more. 

6. By adding a new 5 157c to read as 
follows: 

5 157.10c Segregated ballast tanks, crude 
oil washing systems, and dedicated clean 
ballast tanks for certain new and existing 
tankshlps of 20.000 to 40,000 DWT. 

(a) This section applies to each 
tankship of 20.000 DWT or more, but 
less then 40.000 DWT. except each one 
that— 

(1) Is constructed under a building 
contract awarded after June 1.1979; 

(2) In the absence of a building 
contract, has the keel laid or is at a 
similar state of construction after 
|anuary 1.1980; 

(3) Is delivered after June 1.1982; or 

(4) Has undergone a major conversion, 
for which— 

(i) The contract is awarded after ]une 
1.1979; or 

(ii) Conversion is completed after June 
1. 1982. 

(b) On January 1,1986, or 15 years 
after the date it was delivered to the 
original owner or 15 years after the 
completion of a major conversion, 
whichever is later, a vessel under this 
section that carries crude oil must 
have— 

(1) Segregated ballast tanks that have 
a total capacity to allow the vessel to 
meet the draft and trim requirements in 
§ 157.09(b); or 

(2) A crude oil washing system that 
meets the design, equipment, and 
installation requirements of $$157,122 
through 157.138. 

(c) On January 1.1986. or 15 years 
after the date it was delivered to the 
original owner or 15 years after the 
completion of a major conversion, 
whichever is later, a vessel under this 
section that carriers product must 
have— 

(1) Segregated ballast tanks that have 
total capacity to allow the vessel to 
meet the draft and trim requirements in 
$ 157.09(b); or 

(2) Dedicated clean ballast tanks that 
meet the design and equipment 
requirements under $$ 157.220.157.222. 
and 157.224 and have total capacity to 
allow the vessel to meet the draft and 
trim requirements in $ 157.09(b). 

(d) If the arrangement of tanks on a 
vessel under this section is such that, 
when using the tankage necessary to 
comply with the draft and trim 
requirements in $ 157.09(b), the draft 
amidships exceeds the minimum 
required draft by more the 10 percent, or 
the arrangement results in the propeller 


being fully immersed by more than 10 
percent of its diameter, alternative 
arrangements may be accepted 
provided— 

(1) At least 80 percent of the propeller 
diameter is immersed: and 

(2) The moulded draft amidships is at 
least 80 percent of that required under 
$ 157.09(b}(l). 

7. By adding a new $ 157.24a to read 
as follows: 

§ 157.24a Submission of calculations, 
plans, and specifications for axlstlng 
vessels Installing segregated ballast tanks. 

(a) Before modifications are made to a 
U.S. tank vessel to meet $ 157.10a(a)(l). 

$ 157.10a(c)(l). $ 157.10c(b)(l). or 

$ 157.10c(cj(l). the vessel's owner or 
operator must submit the following to 
the Officer in Charge, Marine 
Inspection, of the zone where the 
modification will be made or to the 
appropriate Coast Guard technical 
office listed in 157.100(b): 

(1) A drawing or diagram of the 
pumping and piping system for the 
segregated ballast tanks. 

(2) A drawing of the segregated 
ballast tank arrangement. 

(3) Documentation, calculations, or 
revised stability information to show 
that the vessel, with the addition of the 
segregated ballast tanks, meets the 
stability standards for load line 
assignment in 46 CFR Part 42. 

(4) Documentation, calculations, or a 
revised loading manual to show that the 
vessel, with the addition of the 
segregated ballast tanks, meets the 
structural standards in 46 CFR Part 32. 

(5) Plans and calculations to show 
that the vessel, as modified, complies 
with the segregated ballast capacity and 
distribution requirements in $ 157.10a. 

(b) Before each foreign vessel under 
$ 157.10a(a)(l) or $ 157.10a(c)(l) enters 
the navigable waters of the United 
States, the owner or operator of that 
vessel must— 

(1) Submit to the Commandant (G- 
MVI). U.S. Coast Guard, Washington. 
D.C 20593— 

(1) A letter from the authority that 
assigns the load line to the vessel 
finding that the location of the 
segregated ballast tanks is acceptable: 
and 

(ii) Plans and calculations to 
substantiate compliance with the 
segregated ballast capacity 
requirements in $ 157.09(b); or 

(2) Submit to the Officer in Charge. 
Marine Inspection, of the zone in which 
the first U.S. port call is made, a letter or 
document from the government of 
vessel's flag state certifying that the 
vessel complies with the segregated 
ballast capacity requirements in 


$ 157.09(b) or Regulation 13 of the 
MARPOL Protocol. 

(c) On January 1,1986, or 15 years 
after the dutc it was delivered to the 
original owner, or 15 years after the 
completion of a major conversion, 
whichever is later, before that vessel 
enters the navigable waters of the 
United States, the owner or operator of 
an existing foreign vessel under 
$ 157.10c(b)(l) or $ 157.l0c(c)(l) must- 

(1) Submit to the Commandant (G- 
MVI). U.S. Coast Guard, Washington. 
D.C. 20593— 

(1) A letter from the authority that 
assigns the load line to the vessel 
finding that the location of the 
segregated ballast tanks is acceptable; 
and 

(ii) Plans and calculations to 
substantiate compliance with the 
applicable segregated ballast capacity 
requirements in 5 157.09(b) or 
$ 157.10c[d); or 

(2) Submit to the Officer in Charge. 
Marine Inspection, of the zone in which 
the first U.S. port call is made a letter 
from an authorized CS or the 
government of the vessel's flag stale 
certifying that the vessel complies with 
the segregated ballast capacity 
requirements in $ 157.09(b) or 

$ 157.10c(d). 

8. By revising the introductory text in 
$ 157.35 to read as follows: 

$ 157.35 Ballast added to cargo tanks. 

The master of a tank vessel with 
segregated ballast tanks or dedicated 
clean ballast tanks under $ 157.09, 

$ 157.10, { 157.1 Oa(a)(l). $ 157.10a(b). 

$ 157.10a(c), $ 157.10b(a). $ 157.10c(b)(l), 
or $ 157.l0c(c) shall ensure that ballast 
water is carried in a cargo tank only if— 
• • • • • 

9. By amending $ 157.100 by removing 
and reserving (b)(4) and revising 
paragraphs (b)(3), (b)(5). and the 
introductory text in paragraph (a) to 
read as follows: 

§ 157.100 Plans tor U.S. tank vessels: 
Submission. 

(a) Before each U.S. lank vessel 
having a COW system under $ 157.10(e). 
$ 157.10a(a)(2), or $ 157.10c(b)(2) is 
inspected under $ 157.140, the owner or 
operator of that vessel must submit to 
the Coast Guard plans that include— 

• • • • • 

(b) * • • 

(3) Commander, 8th Coast Guard 
District (mmt). Room 845. F. F.dward 
Hebert Federal Building, 600 South 
Street. New Orleans. LA 70130, for the 
2nd, 7th and 8th Coast Guard Districts. 

(4) [Reserved] 
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(5) Commander. 12th Coast Guard 
District (mmt). Government Island. 
Alameda. CA 94501. for the 11th. 12th, 
13th. 14th. and 17th Coast Guard 

Districts. 

10. By revising the introductory text in 
} 157.102 to read as follows: 

1 157.102 Plana for foreign tank vessels: 

Submission. 

If the owner or operator of a foreign 
tank vessel having a COW system under 
5157.10(e). { 157.10a(a)(2). or 
§ 157.iOc(b)(2). desires the letter from 
the Coast Guard under f 157.106 
accepting the plana submitted under this 
paragraph, the owner or operator must 
submit to the Commandant (G-MV1), 

U.S. Coast Guard. Washington. DC 
20593, plans that include— 

• • • • 

11 By revising { 157.106 to read as 

follows: 

1157. 10S Crude oil washing operations 
sod equipment manual for U.S. tank 
vessels: Submission. 

Before each U.S. tank vessel having a 
COW system under f 157.10(e). 

5157.10a (a)(2), or § 157.10c(bK2) is 
inspected under § 157.140. the owner or 
operator of that vessel must submit two 
copies of a manual that meets S 157.118. 
to the Officer in Charge. Marine 
Inspection, of the zone in which the 
COW system is installed or to the 
appropriate Coast Guard field technical 
| office listed in { 157.100(b). 

12. By revising § 157.110 to read as 
follows: 

1157.1 10 Crude oil washing operations 
and equipment manual for foreign tank 
Submission. 

If the owner or operator of a foreign 
| lank vessel having a COW system under 
1157.10(e), § 157.10a(a)(2). or 
i 157.iOc(b)(2) desires a Coast Guard 
approved Crude OH Washing 
Operations and Equipment Manual 
under } 157.112, the owner or operator 
niust submit two copies of a manual that 
to^ts §157.138 to the Commandant (G- 
JW11 U.S. Coast Guard, Washington. 

DC 20593, 

13 By revising } 157.118 to read as 

follows: 

1157.its Required documents: U S. tank 
*uels 

The owner, operator, and master of a 
C.S. tank vessel having a COW system 
“nder 9157.10(e), 1157.1Qa(a)(2), or 
5157.iOc(b)(2) shall ensure that the 
vessel does not engage in a voyage 
“n ess the vessel has on board the 
following: 

(6) The Crude Oil Washing 

and Equipment Manual 


(1) Is approved under 9 157.112; or 

(2) Bears a certification by an 
authorized CS that the manual contains 
the information required under 

§ 157.13a 

(b) Evidence of acceptance of the tank 
vessel's COW system consisting of— 

(1) A document from an authorized CS 
that certifies the vessel meets 

9 157.lOc(b){2) and each amending letter 
by the authorized CS approving changes 
in the design, equipment, or installation; 
or 

(2) The letter of acceptance under 
9 157.106 and each amending letter 
issued under $ 157.158(c). 

(c) Evidence that the COW system 
passed the required inspections by— 

(1) A document from an authorized CS 
that the vessel has passed the 
inspections under { 157.140; or 

(2) The letter of acceptance under 
9 157.142 after passing the inspection 
under 9 157.140. 

14. By revising f 157.118 to read as 

follows: 

i 157.118 Required documents: Foreign 
tank vessels. 

(a) The owner, operator, and master of 
a foreign tank vessel under 1157.10(e) or 
9 157.10a(a)(2) shall ensure that the 
vessel does not enter the navigable 
waters of the United States or transfer 
cargo at a port or place subject to the 
jurisdiction of the United States unless 
the vessel has on board— 

(1) The Crude Oil Washing 
Operations and Equipment Manual 
that— 

(1) Is approved under f 157.112: or 

(ii) Meets the manual standards in 

Resolution 15 of the MARPOL Protocol 
and bears the approval of the 
government of the vessel's flag state; 
and 

(2) Either— 

(i) A document from the government 
of the vessel's flag state that certifies 
that the vessel complies with Resolution 
15 of the MARPOL Protocol; or 

(ii) The following letters issued by the 
Coast Guard: 

(A) The letter of acceptance issued 
under { 157.108. 

(B) The letter of acceptance issued 
under ( 157.142. 

(C) Each amending letter issued under 
§ 157.158(c). 

(b) On January 1.1986. or 15 years 
after the date it was delivered to the 
original owner or 15 years after the 
completion of a major conversion, 
whichever is later, the owner, operator, 
and master of a foreign vessel having a 
COW system under 9 I57.l0c(b)(2) shall 
ensure that the vessel does not enter the 
navigable waters of the United States or 
transfer cargo at a port or place subject 


to the jurisdiction of the United States 
unless the vessel has on board— 

(1) The Crude Oil Washing 
Operations and Equipment Manual 
that— 

(1) Is approved under 9 157.112; or 

(ii) Bears a certification by an 

authorized CS or the government of the 
vessel's flag state that the manual 
contains the information required under 
9 157.138; 

(2) Evidence that the COW system 
passed the required inspections by— 

(i) A document from an authorized CS 
or the government of the vessel's flag 
state certifying that the vessel passed 
the inspections under { 157.140; or 

(ii) The letter of acceptance under 
9 157.142 after passing the inspection 
under 1157.140: and 

(3) Either— 

(i) A document from an authorized CS 
or the government of the vessel's flag 
state certifying that the vessel complies 
with the design, equipment and 
installation standards in {( 157.122 
through 157.136 and any amending 
letters approving changed COW system 
characteristics; or 

(ii] The letter of acceptance under 
$ 157.106 and any amending letters 
issued under § 157.158(c). 

15. In f 157.124 by revising the 
introductory text of paragraph (f) to read 
as follows: 

9 157.124 COW tank washing machines. 

• • • • • 

(0 Each cargo tank on a vessel having 
a COW system under 9 157.10a(a)(2) or 
9 157.10c(b)(2) with complicated internal 
structural members does not have to 
meet paragraph (e) of this section if the 
following areas of each cargo tank are 
washed by direct impingement and the 
tank vessel can pass the inspections 
under f 157.140: 

• * • • • 

16. By revising the introductory text of 
paragraph (a) of 9 157.128 to read as 
follows: 

9 157.128 Stripping system. 

(a) Each tank vessel having a COW 
system under 1157.10(e). 1157.l0«(aH2). 
or { 157.l0c(b)(2) must have a stripping 
system that is designed to remove crude 
oil from— 

• • • • * 

17. By revising 9 157.130 to read as 
follows: 

9 157.130 Crude oil washing with more 
than one grade of crude oU. 

If a tank vessel having a COW system 
under 99 157.10(e). 157.1Ga(a)(2). or 
157.10c(b)(2) carries more than one 
grade of crude oil, the COW system 
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must be capable of washing the cargo 
tanks with the grades of crude oil that 
the vessel carries. 

18. By revising the introductory text of 
§ 157.132 to read as follows: 

§ 157.132 Cargo tanka: Hydrocarbon 
vapor emissions. 

Each tank vessel having a COW 
system under § 157.10a (a)(2) or 
5 157.10c(b)[2) without sufficient 
segregated ballast tanks or dedicated 
clean ballast tanks to allow the vessel to 
depart from any port in the United 
States without ballasting cargo tanks 
must have— 

• • • • • 

19. By revising § 157.136 to read as 
follows: 

§ 157.136 Two-way voice 
communication*. 

Each tank vessel having a COW 
system under $ 157.10(e). § 157.10a(a)(2). 
or § 157.10c(b)(2) must have o means 
that enables two-way voice 
communications between the main deck 
watch required under § 157.168 and each 
cargo discharge control station. 

20. By revising the introductory text of 
paragraph (b) of { 157.138 to read as 
follows: 

§157.136 Crude Oil Washing Operations 
and Equipment Manual. 

• • • • • 

(b) In addition to meeting paragraph 
(a) of this section, each Crude Oil 
Washing Operations and Equipment 
Manual on a tank vessel having a COW 
system under § 157.10a(a)(2) or 
§ 157.10c(b)(2) must include the 
following: 

• • • • • 

21. By revising the introductory text of 
paragraph (a) of § 157.140 to read as 
follows: 

S 157.140 Tank vessel inspections. 

(a) Before issuing a letter under 
S 157.142. the Coast Guard makes on 
initial inspection of each U.S. tank 
vessel having a COW f system under 
§ 157.10(e). § 157.10(a)(2). or 
§ 157.10c(b)(2) and each foreign tank 
vessel whose owner or operator 
submitted the plans under § 157.102 to 
determine whether or not. when entering 
a port, the cargo tanks that carry crude 
oil meet the following: 

« » • » • 

22. By revising the introductory text of 
$ 157.152 to read as follows: 

§ 157.152 Parson In charga of COW 
operations. 

The owner, operator, and master of a 
tank vessel having a COW svstem under 
{ 157.10(e). $ 157.10(a)(2). or' 


5 157.10c(b)(2) shall ensure that the 
person designated as the person in 
charge of COW operations— 

• • • • • 

23. By revising the introductory text of 
5 157.154 to read as follows: 

§ 157.154 Assistant personnel. 

The owner, operator, and master of a 
tank vessel having a COW system under 
§ 157.10(e). § 157.10a(a)(2), or 
§ 157.l0c(b)(2) shall ensure that each 
member of the crew that has a 
designated responsibility during COW 
operations— 

• • 4 • • 

24. By revising the introductory text of 
paragraph (a) and of paragraph (b) of 

§ 157.155 to read as follows: 

§ 157.155 COW operations: Genersl. 

(a) The master of a tank vessel having 
a COW system under § 157.10(e), 

§ 157.10a(a)(2), or 157.10c(b)(2) shall 
ensure lhat— 

• • • • 4 

(b) In addition to meeting paragraph 
(a) of this section, the master of a tank 
vessel having a COW system under 

§ 157.10a(a)(2) or § 157.10c(b)(2) shall 
ensure that— 

• 4 4 4 * 

25. By revising the introductory text of 
§ 157.156 to read as follows: 

} 157.156 COW operations: Meeting 
manual requirements. 

Except as allowed in § 157.158. the 
master of a foreign tank vessel having a 
COW r system under §§ 157.10(e). 
157.10a(a)(2), or 157.10c(b)(2) that has 
the Crude OH Washing Operations and 
Equipment Manual approved under 
§ 157.112 and 19 operating in the 
navigable waters of the United States or 
transferring cargo at a port or place 
subject to the jurisdiction of the United 
States and the master of a U.S. tank 
vessel having a COW system under 
§ 157.10(e). § 157.10a(a)(2), or 
§ 157.10c(b)(2) shall ensure that during 
each COW operation— 

• • • • • 

26. By revising the introductory text of 
paragraph (b) of § 157.160 to read as # 
follows: 

§ 157.160 Tanks: Ballasting and crude oM 
washing. 

• • 4 • • 

(b) The owner, operator, and master 
of a tank vessel having a COW system 
under § 157.1Qa(a)(2) or § 157.10c(b)(2) 
shall ensure that— 

• 4 4 • • 

27. By revising the introductory text of 
§ 157.162 to read as follows: 


§ 157.162 Crude oil washing during a 
voyage. 

The master of a tank vessel having a 
COW system under § 157.10(e), 

§ 157.10a(a)(2), or § 157.10c(b)(2) shall 
ensure that each cargo tank that is crudt 
oil washed during a voyage other than a 
ballast voyage — 

• • • • • 

28. By revising the introductory text of 
paragraph (a) of § 157.164 to rend as 
follows: 

§ 157.164 Use of Inert gas system. 

(a) The master of a tank vessel having 
a COW system under § 157.10(e). 

§ 157.10a(a)(2). or § 157.10c(b)(2) shall 
ensure the following: 

• • • • • 

29. By revising § 157.166 to read as 
follows: 

§ 157.166 Hydrocarbon emissions. 

If the tank vessel having a COW 
system under § 157.10a(a ){2) or 
§ 157.10c(b)(2) transfers cargo at a port 
in the United States that is in an area 
designated in 40 CFR Part 81 as on area 
that does not meet the national primary 
ambient air quality ozone standard 
under 40 CFR Part 50. issued under the 
Clean Air Act. as amended (42 U.S.C, 
1857), the master of the vessel shall 
ensure that when cargo tanks are 
ballasted in that port the hydrocarbon 
vapors in each tank are contained by a 
means under § 157.132. 

Note.—Questions relating to whether or not 
n porticular port is located in an area 
designated in 40 CFR Pari 81 as an area th-il 
does not meet the national primary amblrn! 
air quulity standard under 40 CFR Part 50 
should be directed to the Plans Analysis 
Section of the Environmental Protection 
Agency at (919) 541-5665. 

30. By revising § 157.172 to read as 
follows: 

§ 157.172 Limitations on grades of cruda 
oil carried. 

If a tank vessel having a COW system 
meeting § 157.10a(a)(2) or § 157.10c(b)(2) 
does not have segregated ballast tanks 
or dedicated clean ballast tanks that 
meet § 157.10c(c)(2), the owner, 
operator, and master shall ensure that 
the vessel carries only the grades of 
crude oil that can be used for crude oil 
washing. 

31. By revising paragraphs (a), (b)(3). 
and (b)(5) of § 157.200 to read as 
follows: 

§ 157.200 Plans for U.S. tank vestals: 
Submission. 

(a) Before modifications are made to a 
U.S. vessel to meet § 157.10a(b). 

§ 157.10b(a)(2). § 157.10a(c)(2), or 
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§ 157.10c(c)(2). the owner or operator 
must submit to the Coast Guard plans or 
documents that include the following: 

(1) The dedicated clean ballast tank 
(UT.ingement. 

(2) Documentation, calculations, or 
revised stability information to show 
that the vessel, with the addition of the 
dedicated clean ballast tanks, meets the 
stability standards for load line 
assignment in 46 CFR Part 42. 

(3) Documentation, calculations, or a 
leading manual to show that the vessel, 
with the addition of the dedicated clean 
ballast tanks, meets the structural 
standards in 48 CFR Part 32. 

(4) A drawing or diagram of the 
pumping and piping system for the 
dedicated clean ballast tanks. 

(b) • * * 

(3) Commander. 8th Coast Guard 
District (mmt). Room 845. F. Edward 
Hebert Federal Building. 600 South 
Street. New Orleans, LA 70130, for the 
2nd, 7th and 8th Coast Guard Districts. 

|4J (Reserved) 

(5) Commander, 12th Coast Guard 
District (mmt). Government Island. 
Alameda, CA 94501. for the 11th. 12th, 
13th. 14lh and 17th Coast Guard 

Districts. 

32. By revising the introductory text of 
§ 157.202 to read as follows: 

} 157.202 Plans and documents for 
foreign tank vessels: Submission. 

The owner or operator of a foreign 
tank vessel under § 150.10a(b], 

$ 157.10a(c)(2), or S 157.10b(a)(2) who 
desires tho letter from the Coast Guard 
under $ 157.204 accepting the plans 
submitted under this paragraph, and the 
owner or operator of a foreign tank 
vessel under $ 150.10c(c)(2) must submit 
to the Commandant (G-MVI), U.S. Coast 
Guard. Washington, D.C 20593— 

* • • • • 

33. By revising 5157.208 to rend as 

follows: 

\ 157.206 Dsdlcatod clean ballast tanks 
operations manual for U.S. tank vassals: 

Submission. 

The owner or operator of a U.S. tank 
vessel meeting 5 157.10a(b). 

5157 I0a(c)(2). f 157.10b(u)(2). or 
§ 157.i0c(c)(2) must submit two copies 
of a manual that meets 5 157.224 to the 
Officer in Charge. Marine Inspection, of 
zone in which the dedicated clean 
ballast tank system is installed or to the 
appropriate Coast Guard field technical 
office listed in 5 157.200(b). 

34. By revising 5 157.208 to read as 

follows: 


§ 157.208 Dedicated clean ballast tanks 
operations manual for foreign tank vessels: 
Submission. 

If the owner or operator of a foreign 
tank vessel meeting 5 157.10a(b), 

5 157.1Qa(c)(2), 5 157.10b(a)(2). or 
5 157.10c(c)(2) desires a Coast Guard 
approved Dedicated Chan Ballast 
Tanks Operations Manual under 
5 157.210. the owner or operator must 
submit two copies of a manual that 
meets 5 157.224 to the Commandant (G- 
MV1), U.S. Coast Guard, Washington. 

D C. 20593. 

35. By revising the introductory text of 
5 157.214 to read as follows: 

} 157.214 Required documents: U.S. tank 

vessels. 

The owner, operator, and master of a 
U.S. tank vessel meeting 5 157.10a(b). 

$ 157.10a(c)(2), $ 157.10b(a)(2). or 
§ 157.10c(c)(2) shall ensure that the 
vessel does not engage in a voyage 
unless the vessel has on board— 

• • • • • 

36. By revising 5 157.216 to read as 
follows: 

5 157.216 Required documents: Foreign 
tank vessels. 

(a) llie owner, operator, and master of 
a foreign tank vessel meeting 

5 157.10a(b). § 157.10a(c)(2), 

5 157.10b(a)(2), or 5 157.10c(c)(2) shall 
ensure thot the vessel does not enter the 
navigable waters of the United States or 
transfer cargo at a port or place subject 
to the jurisdiction of the United States 
unless the vessel has on board— 

(1) The Dedicated Clean Ballast Tank 
Operations Manual that— 

(1) Is approved under 5 157.210: or 

(ii) Is certified by the government of 

the vessel** flag state because it meets 
the manual standards in Resolution 14 
of the MARPOL Protocol: and 

(2) Either of the following: 

(i) A letter from the government of the 
vessel's flag state that certifies that the 
vessel complies with Resolution 14 of 
the MARPOL Protocol. 

(U) The letter of acceptance under 
5 157.204 and each amending letter 
issued under { 157.218(c). 

(b) On January 1.1986, or 15 years 
after the date it was delivered to the 
original owner or 15 years after the 
completion of a major conversion, 
whichever is later, the owner, operator, 
and master of a foreign tank vessel 
under § 157.10c(c)(2) shall ensure that 
the vessel does not enter the navigable 
waters of the United States or transfer 
cargo at a port or place subject to the 
jurisdiction of the United States unless 
the vessel has on board— 

(1) The Dedicated Clean Ballast Tank 
Operations Manual that— 


(1) Is approved under { 157.210; or 
(ii) Bears a certification by an 

authorized CS or the government of the 
vessel's flag state that the manual meets 
{ 157.224; and 

(2) Either of the following: 

(i) A letter from an authorized CS or 
the government of the vessel's flag state 
certifying the vessel complies with 

55 157.220 and 157.222, and any 
amending letters issued approviding 
alterations. 

(ii) The letter of acceptance under 
5 157.204 and each amending letter 
issued under 5 157.218. 

37. By revising the introductory text of 
{ 157.225 to read as follows: 

4 157.225 Dedicated dean ballast tanka 
operations: General. 

The master of a tank vessel meeting 

5 157.10a(b), 5 157.10a(c)(2), 

5 157.10b(a)(2), or 5 157.10c(c)(2) shall 
ensure that— 

• • • • • 

38. By revising 5 157.226 to read as 
follows: 

5 157.226 Dedicated Clean Ballaet Tanka 
Operations Manual: Procedures to be 
followed. 

The master of a foreign tank vessel 
meeting 5 157.10a(b), 5 157.10a(c)(2), 

5 157.10b(a)(2), or 5 157.10c(c)(2) that 
has the Dedicated Clean Ballast Tanks 
Operations Manual approved under 
5 157.210 and is operating in the 
navigable waters of the United States or 
transferring cargo at a port or place 
subject to the jurisdiction of the United 
States and the master of a U.S. tank 
vessel meeting 5 157.10a(b), 

5 157.10a(c)(2). § 157.10b(a). or 
5 157.10c(c)(1) shall ensure that the 
procedure listed in the Dedicated Clean 
Ballast Tanks Operations Manual ore 
followed. 

39. By revising 5 157.228 to read as 
follows: 

5 157.228 Isolating Valves: Closed During 
a Voyage. 

(a) The master of each U.S. tank 
vessel under 5 157.10a(b), 

5 157.10a(c)(2), 5 157.10b(a)(2). or 
5 157.10c(c)(2) shall ensure that the 
valves under 5 157.222(d) remain closed 
during each voyage. 

(b) The master of each foreign tank 
vessel meeting § 157.lQa(b). 

5 157.10a(c)(2), 5 157.10b(a)(2), or 
5 I57.10c(cj(2) shall ensure that the 
valves under $ 157.222(d) remain closed 
when the vessel is on o voyage in the 
navigable waters of the United States. 

40. By revising the heading of Subpart 
F to read as follows: 
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Subpart F—Exemption From § 157.10a 
or § 157.10c 


41. By revising the introductory text of 
paragraph (a) of $ 157.300 to read as 
follows: 

$ 157.300 Qualifications for exemptions 
under this part 

(a) Each vessel under 1157.10a or 
i 157.10c of this part may qualify for an 
exemption from the requirements of 
5 157.10a or 5 157.10c of this part if— 

0 0 • • • 

42. By revising paragraph (f) of 
S 157.310 to read as follows: 


( 157.310 Exempted vessels: Operations. 

• • • • • 

(f) The certificate of inspection 
bearing the following endorsement is on 
board the vessel 

Exempted under 33 CFR 157.306 from the 
requirements of (33 CFR 157.10a or 
157.10c , whichever is appropriate, will 
be inserted). This vessel may not 
discharge cargo in any foreign port, nor 
may it load cargo in a port other than 
the following: (o list of ports contained 
in the application that is accepted by 
the Coast Guard for the exempted vessel 
will be inserted here). 

§§ 157.144, 157.147, 157.302 [Amended) . 

43. By striking the words 
“Commandant (G-MMT)“ or 


“Commandant (G-MMT/13)" wherever 
they appear in §J 157.144.157.147. and 
157.302(a) and inserting the words 
"Commandant (G-MVI)" in their place 

44. Section 157.04.157.24a. 157.100. 
157.102, 157.108. 157.110, 157.118,157.118. 
157.200, 157.206.157.206. 157.214 and 
157.216 are all amended by adding the 
following to the end of each section: 

(Reporting and recordkeeping requirement* 
approved by the Office of Management and 
Budget under control number 2115-0520) 
Dated: March 18.1985. 

|.S. Cmcey. 

Admiral. US. Coast Guard Commandant. 

(FR Doc. 85-6720 Filed 3-21-85: 8:45 am) 
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DEPARTMENT OF EDUCATION 
34 CFR Part 745 

Women's Educational Equity Act 
Program 

agency: Department of Education. 
action: Final regulations. 

summary: The Secretary amends the 
regulations governing the Women's 
Educational Equity Act Program. These 
amendments are designed to bring 
existing regulations for this program into 
conformity with the Education 
Amendments of 1964. 

EFFECTIVE date: Unless Congress takes 
certain adjournments, these regulations 
will take effect 45 days after publication 
in the Federal Register. If you want to 
know the effective date of these 
regulations, call or write the Department 
of Education contact person. 

FOR FURTHER INFORMATION CONTACT: 
Mrs. Rosemary Clifford-Wilson, Chief. 
Women's Educational Equity Act 
Program, U.S. Department of Education 
(Room 2017, FOB-6), 400 Maryland 
Avenue. S.W., Washington. D.C. 20202. 
Telephone: (202) 245-2465. 
SUPPLEMENTARY INFORMATION: These 
amendments conform existing 
regulations in Part 745 of Title 34 of the 
Code of Federal Regulations to new 
statutory requirements contained in the 
Education Amendments of 1964. New 
regulations to implement the projects of 
local significance authorized by Section 
932(a)(2) of the Act are being developed 
and will be published for public 
comment. 

The amendments to the regulations 
implement new statutory provisions as 
described below: 

1. Section 745.1 is amended to clarify 
the purpose of the Women’s Educational 
Equity Act Program. 

2. Section 745.8 is amended to require 
grantees to cooperate with the Office of 
Women’s Educational Equity and the 
National Advisory Council on Women's 
Educational Programs in evaluating 
projects assisted under this part 

3. Section 745.20 is amended to require 
that in each fiscal year at least one grant 
or contract be awarded under each of 
the activities described in this section. 

4. Section 745.21 is amended to 
redesignate small grants as challenge 
grants and to clarify the types of 
projects that are funded. 

Waiver of Proposed Rulemaking 

In accordance with Section 
431(b)(2)(A) of the General Education 
Provisions Act (20 U.S.C. 1232(b)(2)(A)) 
and the Administrative Procedure Act (5 


U.S.C. 553). it is the practice of the 
Department of Education to publish 
regulations in proposed form and to 
offer interested parties the opportunity 
to comment on the proposed regulations. 
However, because these new 
regulations reflect only statutory 
changes, publication of this document as 
a proposed rule for public comment has 
been determined to be unnecessary, and 
contrary to the public interest under 5 
U.S.C. 553(b)(B). 

Executive Order 12291 

These regulations have been reviewed 
in accordance with Executive Order 
12291. They are not classified as major 
because they do not meet the criteria for 
major regulations established in the 
Order. 

Regulatory Flexibility Act Certificatioa 

The Secretary certifies that these 
regulations will not have a significant 
economic impact on a substantial 
number of small entities. These 
amendments conform the existing 
regulations to new statutory 
requirements. The scope of the changes 
is limited and will not have a significant 
economic impact on the entities affected 
by the regulations. 

Intergovernmental Review 

This program is subject to the 
requirements of Executive Order 12372 
and the regulations in 34 CFR Part 79. 
The objective of the Executive Order is 
to foster an intergovernmental 
partnership and a strengthened 
federalism by relying on State and local 
processes for State and local 
government coordination and review of 
proposed Federal financial assistance. 

In accordance with the Order, this 
document is intended to provide early 
notification of the Department's specific 
plans and actions for this program. 

Paperwork Reduction Act of 1980 

These proposed regulations do not 
contain any information collection 
requirements under the provisions of the 
Paperwork Reduction Act of 1980 (Pub. 

L. 96-511). 

List of Subjects in 34 CFR Part 745 

Education. Government contracts. 
Grant programs—education. Sex 
discrimination. 

Citation of Legal Authority 

A citation of statutory or other legal 
authority is placed in parentheses on the 
line following each substantive 
provision of these final regulations. 

(Catalog of Federal Domestic Assistance No. 
84.063. Women's Educational Equity) 


Dated: March 18.1985. 

William ). Bennett. 

Secretary* of Education. 

The Secretary amends Part 745 of 
Title 34 of the Code of Federal 
Regulations as follows: 

PART 745—WOMEN'S EDUCATIONAL 
EQUITY ACT PROGRAM 

1. The statement of Authority 
following the table of contents is revised 
to read as follows: 

Authority: Title IX, Part C of the 
Elementary and Secondary Education Act of 
1965. as amended by the Education 
Amendments of 1978. Pub. L 95-561. 92 Stat. 
2298-2301, and the Education Amendments of 
1984. Pub. L 96-511 (20 U.S.C. 3341-3348). 
unless otherwise noted. 

2. In S 745.1 paragraph (a) is amended 
by removing "and" at the end of the 
paragraph, paragraph (b) is redesignated 
as paragraph (c). and a new paragraph 
(b) is added to read as follows: 

9 745.1 Women s Educational Equity Act 
Program: Purpose. 

• • • • • 

(b) Promote educational equity for 
women and girls who suffer multiple 
discrimination, bias, or stereotyping 
based on sex and on race, ethnic origin, 
disability, or age: and 
• • • • • 

3. Paragraph (a) of § 745.8 is revised to 
read as follows: 

§ 745.8 Evaluation. 

(a) In addition to the requirements ia 
34 CFR 75.590-75.592. a grantee shall 
cooperate with the Office of Women's 
Educational Equity and the Council in 
fulfilling the requirement of Section 937 
of the Act for the evaluation of projects 
assisted under the Act. 

• • • • • 

4. Section 745.20 is amended by 
adding a new paragraph (d) to read as 
follows: 

§745.20 Authorized activities 
• • • • • 

(d) The Secretary awards at leas) one 
grant or contract each fiscal year for the 
performance of each of the activities 
described in paragraph (b) of this 
section. 

(20 U.S.C. 3342(a)) 

5. Paragraph (b) of § 745.21 is revised 
to read as follows: 

§ 745.21 Types of awards. 

• • • • • 

(b) Challenge grants. The Secretary 
may award challenge grants, not to 
exceed $40,000 each, to support projects 
to develop— 
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(1) Comprehensive plans for 
implementation of equity programs at 
every educational level; 

(2) Innovative approaches to school- 
community partnerships; 

(3) New dissemination and replication 
strategies; and 

(4) Other innovative approaches to 
achieving the purposes of this part. 

• • • • • 

(20 US.C. 3342(a). 3J44) 

745.22, 745.28, 745.29, and 745.35 
I Amended I 

6. Sections 745.22, 745.28, 745.29. and 
745-35 are amended by striking out 
‘small grant" and "small grants" each 
place they appear and inserting in lieu 
thereof "challenge grant" and "challenge 
grants" respectively. 

|FR Dm 85-6068 Filed 3-21-85; 8:45 am) 

BtUJMQ COOC «000-G1-4i 
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DEPARTMENT OF EDUCATION 

Office of Elementary and Secondary 
Education 

Women's Educational Equity Act 
Program; Application 

agency: Department of Education. 
action: Application Notice for Fiscal 
Year 1965. _ 

summary: Applications are invited for 
new projects and for noncompeting 
continuation projects under the 
Women's Educational Equity Act 
Program. 

Authority for this program is 
contained in Title DC* Part C of the 
Elementary and Secondary Education 
Act of 1965, as amended by the 
Education Amendments of 1978 and the 
Education Amendments of 1984. (20 
U.S.C. 3341-3348) 

This program issues awards to public 
agencies, nonprofit private agencies, 
organizations, institutions, and 
individuals. 

The purpose of the awards is to 
develop educational materials and 
model programs designed to promote 
women's educational equity. These 
materials and programs are developed 
for replication throughout the United 
States. 

An application under this program 
must be marked Attention: 84.083A for 
general grants; Attention: 84.083B for 
challenge grants and Attention: 84.083C 
for noncompeting continuations. 

Closing date for transmittal of 
applications: Applications for new 
awards must be mailed or hand 
delivered by May 28.1985. Applications 
for non-competing continuation awards 
should be mailed or hand delivered by 
May 28,1985. 

Applications delivered by mail: An 
application sent by mail must be 
addressed to the U.S. Department of 
Education* Application Control Center. 
Attention: 84.083A for general grants, 
84.083B for challenge grants and 84.063C 
for noncompeting continuations, 
Washington. D.C. 20202. 

An applicant must show proof of 
mailing consisting of one of the 
following: 

(1) A legibly dated U.S. Postal Service 
postmark. 

(2) A legible mail receipt with the date 
of mailing stamped by the U.S. Postal 
Service. 

(3) A dated shipping label* invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
acceptable to the U.S. Secretary of 
Education. 

If an application is sent through the 
U.S. Postal Service, the Secretary does 


not accept either of the following as 
proof of mailing: (1) A private metered 
postmark* or (2) a mail receipt that is not 
dated by the U.S. Postal Service, 

An applicant should note that the U.S. 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with its local post office. 

An applicant is encouraged to use 
registered or at least first class mail. 
Each late applicant for a new award will 
be notified that its application will not 
be considered. If a noncompeting 
continuation application is late, the 
Department of Education may lack 
sufficient time to review it with other 
noncompeting continuation applications 
and may decline to accept it. 

Applications delivered by hand: An 
application that is hand delivered must 
be taken to the U.S. Department of 
Education, Application Control Center. 
Room 5673, Regional Office Building 3, 
7th and D Streets SW., Washington. D.C. 
The Application Control Center will 
accept hand-delivered applications 
between 8:00 a.m. and 4:30 p.m. 
(Washington, D.C. time) daily except 
Saturdays. Sundays and Federal 
holidays. 

An application for a new project that 
is hand delivered will not be accepted 
after 4:30 p.m. on the closing date. 

Program information and program 
priorities: Final regulations governing 
grants under the Women’s Educational 
Equity Act (WEEA) Program were 
published in the Federal Register on 
April 3.1980 in 45 FR 22730. 
Amendments to these regulations are 
published in this issue of the Federal 
Register to implement changes in the 
authorizing legislation made by "The 
Women's Educational Equity 
Amendments of 1984.” Applicants 
should review these amendments before 
preparing their applications. In 
particular, applicants under small grants 
program should be aware that the new 
legislation redesignates small grants as 
challenge grants, with a ceiling of 
$40,000 each, and clarifies the purposes 
of this program. The emphasis on 
innovative approaches remains 
unchanged for the challenge grants. 

The regulations provide five priorities 
that are applicable to general grants in 
order to ensure that available funds are 
awarded to projects that are likely to 
achieve the purposes of the Act most 
effectively, and that do not duplicate 
models already published, models 
currently being developed* or models 
which are similar in nature. These 
priorities are described in 34 CFR 745.23 
through 745.27 of the regulations. 

Each year, the Secretary selects one 
or more of these priorities and 


determines whether the selected 
priorities will also apply to challenge 
grants. The Secretary allocates a 
percentage of available funds to each 
selected priority. 

In fiscal year 1985, the priorities 
described below will apply to both 
general and challenge grants. 

The Secretary plans to allocate the 
funds available for new grants among 
the selected priorities in the percentages 
set out below. These estimates, 
however, do not bind the U.S. 
Department of Education to a specific 
number of grants or to the amount to be 
awarded under any priority. 

Section 745.23 —Priority for model 
projects on Title IX compliance: 15 %, 
The Secretary will support the 
development of model programs and 
educational materials that enable local 
educational agencies, institutions of 
higher education, and other educational 
agencies and institutions to meet the 
requirements of Title IX of the 
Education Amendments of 1972. 

Section 745.24 —Priority for model 
projects on educational equity for racial 
and ethnic minority women and girls: 
20%. The Secretary will support projects 
that focus on issues of double 
discrimination* bias, and stereotyping 
based on sex and race or ethnic origin, 
affecting women and girls of racial and 
ethnic minority groups. 

Section 745.25 —Priority for model 
projects on educational equity for 
disabled women and girls: 15%. The 
Secretary will support projects that 
address issues of double discrimination, 
bias, and stereotyping affecting disabled 
women and girls. 

Section 745.27 —Priority for mode! 
projects to eliminate persistent barriers 
to educational equity for women: 30% 
The Secretary will support projects that 
arc designed to remove or reduce 
persistent barriers confronting women in 
achieving educational equity. Project 
activities may focus on barriers that 
have received little attention in the past 
or on barriers that past efforts have 
been unsuccessful in removing or 
reducing. 

Section 745.20 —Other authorized 
activities: 20%. The Secretary will 
support projects that do not fall under 
any of these priorities but which carry 
out other activities authorized in 
i 745.20. 

Applicants are reminded that 5 745.6 
("Equity for all women: Diverse 
approaches”) of the regulations requires 
that any project that proposes to 
address the needs of all women must 
include the diverse needs of racial and 
ethnic minority women, disabled 
women* women of various socio- 
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economic and geographic backgrounds, 
md women of various age groups. 

The Secretary especially requests 
applications that focus on developing 
itudent use materials for elementary 
schools or on the particular problems of 
women in mathematics and science 
programs in elementary and secondary 
schools, colleges and universities, and 
the work place. Except as provided in 34 
CFR 745.30. an application that focuses 
on these problems does not receive any 
competitive preference over applications 
that do not focus on these problems. 

The length of projects under this 
program will not exceed one year. 

An applicant must select and identify 
in its application the priority area in 
which the application will compete. 
Applications compete only against other 
applications in that priority area. 

An applicant that does not identify a 
priority area in its application will 
compete in the category of "other 
authorized activities." 

Applications for all new general 
grants will be evaluated competitively 
under the evaluation criteria in 34 CFR 
745.30 through 745.34. Applications for 
all new challenge grants will be 
evaluated competitively under the 
evaluation criteria in 34 CFR 745.30 
through 745.35. 

Intergovernmental Review 

On June 24,1983. the Secretary 
published in the Federal Register final 
regulations (34 CFR Part 79. published at 
FR 29158 et seg.) implementing 
Executive Order 12372 entitled 
“Intergovernmental Review of Federal 
Programs." The regulations took effect 
September 30.1983. 

This program is subject to the 
requirements of the Executive Order and 
the regulations in 34 CFR Part 79. The 
objective of Executive Order 12372 is to 
foster an intergovernmental partnership 
and d strengthened federalism by 
flying on State and local processes for 
State and local government coordination 
and review of proposed Federal 
financial assistance. 

The Executive Order— 

• Allows States, after consultation 
with local officials, to establish their 
own process for review and comment on 
proposed Federal financial assistance; 

• Increases Federal responsiveness to 
State and local officials by requiring 
Federal agencies to accommodate State 
*nd local views or explain why those 
views will not be accommodated; and 

• Revokes OMB Circular A-95. 
Itansactions with nongovernmental 

entities, including State postsecondary 
‘‘Jucational institutions and federally 
^cognized Indian tribal governments, 
are not covered by Executive Order 


12372. Also excluded from coverage are 
research, development, or 
demonstration projects that do not have 
a unique geographic focus and are not 
directly relevant to the governmental 
responsibilities of a State or local 
government within that geographic area. 

The following is the current list of 
States that have established a process, 
designated a single point of contact, and 
have selected this program for review: 


Alabama 

Arizona 

Arkansas 

California 

Colorado 

Connecticut 

Delaware 

District of Columbia 

Florida 

Hawaii 

Indiana 

Louisiana 

Maine 

Massachusetts 

Michigan 

Missouri 

Montana 

Nebraska 

Nevada 

New Hampshire 
New lereey 
New Mexico 
New York 


North Dakota 
Northern Marianas 
Islands 
Ohio 

Oklahoma 

Oregon 

Pennsylvania 

South Caroline 

South Dakota 

T ennesaee 

Texas 

Utah 

Vermont 

Virginia 

Washington 

West Virginia 

Wisconsin 

Wyoming 

Cuira 

Trust Territory of the 
Pacific Islands 
Virgin Islands 


Immediately upon receipt this notice, 
applicants that are governmental 
entities, including local educational 
agencies, must contact the appropriate 
State single point of contact to find out 
about and to comply with the State's 
process under the Executive Order. 
Applicants proposing to perform 
activities in more than one State should 
contact immediately upon receipt of this 
notice, the single point of contact for 
each State and follow the procedures 
established in those States under the 
Executive Order. At list containing the 
single point of contact for each State is 
included in the application package for 
this program. 

In States not listed above. State, 
areawide, regional, and local entities 
may submit comments directly to the 
Department. 

Any comments from State single 
points of contact and all comments from 
State, areawide, regional, and local 
entities must be mailed or hand 
delivered by July 26.1985 to the 
following address: 

The Secretary, U.S. Department of 
Education, Room 4181 (Attention: 

84.083A. 84.Q83B or 84.083C), 400 
Maryland Avenue SW., Washington. 
D.C. 20202. Telephone Number (202) 
245-7193. (Proof of mailing will be 
determined on the same basis as 
applications). 

PLEASE NOTE THAT THE ABOVE 
ADDRESS IS NOT THE SAME 
ADDRESS AS THE ONE TO WHICH 


THE APPLICANT SUBMITS ITS 
COMPLETED APPUCATON. DO NOT 
SEND APPUCA TIONS TO THE 
ABOVE ADDRESS. 

A variable funds: The appropriation 
for this program for Fiscal Year 1985 is 
$6 million. Approximately $4,222,500 will 
be made available for new general 
grants. $655,000 for new challenge 
grants, $512,500 for non competing 
continuations, and $610,000 for one 
contract. These estimates do not bind 
the Department to a specific number of 
grants or to the amount of any grant 
unless otherwise specified by statute or 
regulations. 

In fiscal year 1984. S&78 million was 
appropriated for this program. Pursuant 
to a Congressional dirictive in the 
conference report accompanying the 
Department’s fiscal year 1985 
appropriation acL the Department is 
using fiscal year 1985 appropriations for 
this program to support 1984 projects 
that did not receive their funds due to 
the freeze on fiscal year 1984 funds 
imposed by the U.S. District Court in 
United States v. Board of Education of 
the City of Chicago. At such time as the 
fiscal year 1984 funds are released by 
the District Court, accounting 
adjustments will be made so that 1985 
awards can be made using fiscal year 
1985 funds. Approximately $3,335,000 
was used for 36 new general grants 
(now called challenge grants), 
approximately $275,000 was used for 12 
new small grants, approximately 
$1,550,000 for 13 non-competing 
continuations, and approximately 
$600,000 was used to fund one contract. 
The average new general grant was 
$92,639 and the average new small grant 
was $22,917. 

Application forms: Application 
packages are expected to be ready for 
mailing on April 12.1985. A copy of the 
application package may be obtained by 
writing to Women's Educational Equity 
Act Program, U.S. Department of 
Education (Room 2017, FOB-6) 400 
Maryland Avenue SW r .. Washington, 
D.C. 20202. 

Applications must be prepared and 
submitted in accordance with the 
regulations, instructions, and forms 
included in the program information 
package. However, the program 
information is only intended to aid 
applicants in applying for assistance. 
Nothing in the program information 
package is intended to impose any 
paperwork, application content, 
reporting, or grantee performance 
requirements beyond those imposed 
under the statute and regulations. 

Th Secretary strongly urges that the 
narrative portion of the application not 
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exceed 25 pages in length. The Secretary 
further urges that applicants not submit 
information that is not requested. 

(Approved by the Office of Management and 
Budget under control number 1810-0062) 

Applicable regulations: Regulations 
applicable to this program include the 
following: 

(a) Regulations governing projects 
under the Womens Educational Equity 
Act, as amnded, 34 CFR Part 745. 

(b) Education Department General 
Administrative Regulations (EDGAR). 34 
CFR Parts 74, 75. 77, 78. and 79. 

FOR FURTHER INFORMATION CONTACT; 

Mrs. Rosemary Clifford-Wilson. Chief. 
Women's Educational Equity Act 
Program, U.S. Department of Education 
(Room 2017, FOB-6), 400 Maryland 
Avenue SW., Washington, D.C. 20202. 
Telephone: (202) 245-2465. 

(20 U.S.C. 3341-3348) 

(Catalog of Federal Domestic Assistance No. 
84.083, Women's Educational Equity Act 
Program) 

Dated: March 19.1985. 

William). Bennett. 

Secretary of Education . 

|FR Doc. 85-6869 Filed 3-21-85; 8:45 am) 

SfLUMO COOC 4000-41-4! 
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DEPARTMENT OF LABOR 

Mine Safety and Health Administration 

30 CFR Parts 56 and 57 

Metal and Nonmetaf Mine Safety and 
Health Radiation Standards; Extension 
of Comment Period 

agency: Mine Safety and Health 
Administration. Labor. 

action: Notice to extend period for 
public comments. 

summary: Due to requests from the 
public, the Mine Safety and Health 
Administration (MSHA) is extending the 
period for public comment regarding its 
edvunce notice of proposed rulemaking 
concerning radiation standards for 
metal and nonmetal mines. 

date: Written comments should be 
submitted by June 3,1985. 


aooress: Comments should be sent to: 
Patricia W. Silvey. Director. Office of 
Standards. Regulations and Variances; 
MSHA; Room 631: Ballston Tower No. 3; 
4015 Wilson Boulevard; Arlington. 
Virginia 22203. 

FOR FURTHER INFORMATION CONTACT. 

Patricia W. Silvey. Director. Office of 
Standards. Regulations and Variances. 
MSHA: (703) 235-1910. 

SUPPLEMENTARY INFORMATION: On 

January 29.1965. MSHA published an 
advance notice of proposed rulemaking 
(50 FR 4144) inviting public participation 
in the Agency’s review of existing metal 
and nonmetal radiation standards (30 
CFR 57.5-37 through 47). The comment 
period was scheduled to end on April 1. 
1985.. 

MSHA has received requests from the 
public to extend the period for public 
comment to June 3,1985. In support of 
these requests, it was noted that 


MSHA’s ANPR involves complex 
scientific and technical issues. In 
addition, several of the issues raised by 
the MSHA ANPR are related to other 
on-going Federal proceedings 
concerning radiation. To allow the 
mining public an opportunity to fully 
participate in all of the proceedings 
related to the hazards of radiation and 
to provide a meaningful response to the 
issues raised in the ANPR. the Agency is 
extending the comment period to June 3. 
1985. All interested members of the 
mining community are encouraged to 
submit comments by this date. 

Dated: March 19.1985. 

David A. Zegeer, 

Assistant Secretary for Mine Safety and 
Health. 

[FR Doc. 85-6883 Filed 3-21-85; 8:45 am] 

BIUJNO 4S10-O-M 
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DEPARTMENT OF LABOR 

Mine Safety and Health Administration 

30 CFR Part 47 

National Mine Health and Safety 
Academy 

AGENCY: Mine Safety and Health 
Administration. Labor. 
action: Final rule. 

summary: This final rule establishes the 
procedures by which the Mine Safety 
and Health Administration (MSHA) will 
charge tuition fees to all persons 
attending training provided by the 
National Mine Health and Safety 
Academy (Academy), except employees 
of Federal, State, or local governments 
and persons attending the Academy 
under a program supported through an 
MSHA State grant. The rule is codified 
in a new Part 47, Title 30, Code of 
Federal Regulations. This Part 47 also 
contains a statement clarifying existing 
Agency policy for charging room and 
board at the Academy. This final rule is 
part of a government-wide initiative to 
make services provided to the private 
sector self-sustaining to the extent 
possible. 

EFFECTIVE DATE: April 29. 1905. 

FOR FURTHER INFORMATION CONTACT: 

Joseph H. Grice, Administrative Officer, 
National Mine Health and Safety 
Academy. P.O. Box 1106, Beckley, WV 
25002-1166, (304) 250-3200. 

SUPPLEMENTARY INFORMATION: 

I. Background 

The National Mine Health and Safety 
Academy (Academy) is a unit of the 
Mine Safety and Health Administration 
(MSHA) located in Beckley, West 
Virginia. Under section 502 of the 
Federal Mine Safety and Health Act of 
1977 (Mine Act), the Academy is 
responsible for training MSHA's mine 
safety and health inspectors and 
technical support personnel. Section 502 
of the Mine Act also authorizes the 
Secretary of Labor to provide programs 
for the education and training of mine 
operators and miners in the recognition, 
avoidance, and prevention of accidents 
or unsafe or unhealthful working 
conditions. 

In January 1977. MSHA's predecessor, 
the Mining Enforcement and Safety 
Administration (MESA) of the 
Department of the Interior, published a 
notice in the Federal Register 
announcing MESA's policy for charging 
fees in connection with training 
provided by the Academy (42 FR 4910). 


Although the notice established room 
and board fees which have been 
periodically revised, the Academy has 
never charged tuition fees for either 
onsite or off-site training offered to the 
mining community. 

Under section 503(0 of the Mine Act. 
the Secretary is authorized, where 
appropriate, to finance, joint training 
programs for Federal and State mine 
inspectors. This provision has 
traditionally been construed to permit 
MSHA to admit State inspectors to 
MSHA inspector training courses 
conducted by the Academy and to 
waive tuition costs. The authority to 
waive tuition fees is also based upon 
section 302 of the Intergovernmental 
Personnel Act of 1970 (42 U.S.C. 4742) 
which generally permits Federal 
agencies to admit State and local 
government employees to agency 
training programs established for 
Federal personnel and to waive the 
costs of training so provided. 

Under this final rule, MSHA will 
charge tuition fees to all students 
attending Academy courses, except 
MSHA personnel, employees of Federal. 
State or local governments, and persons 
attending the Academy under a program 
supported through an MSHA State grant 
under 30 CFR Part 46. In addition, the 
Agency will charge room and board to 
all persons staying at the Academy, 
except MSHA personnel, other 
personnel performing a direct service for 
MSHA, and persons attending the 
Academy under a program supported 
through an MSHA State grant. The rule 
is in response to an Administration 
initiative that services offered by 
Federal agencies be provided on a self- 
sustaining basis to the extent possible. It 
is consistent with 31 U.S.C. 9701, which 
expresses the intent of Congress that 
each service or thing of value provided 
by an agency to a person be eelf- 
sustaning to the extent possible, and 
OMB Circular A-25, which prescribes 
general policies for the charging of fees 
for federally provided services which 
convey special benefits to recipients 
beyond those accruing to the general 
public. In addition, charging room and 
board to non-Agency personnel who 
stay at the Academy is consistent with a 
1979 Comptroller General decision (B- 
193644) that MSHA has no authority to 
pay the subsistence expenses of non- 
Govemment personnel staying at the 
Academy. 

II. Discussion of the Final Rule 

The final rule adds a new Part 47 to 
Title 30, Code of Federal Regulations, 
entitled "National Mine Health and 
Safety Academy." Part 47 establishes 


Agency policy on tuition fees for 
training provided by the Nationat Mine 
Health and Safety Academy and sets 
procedures for payment of tuition fees 
and refunds. In addition. Part 47 clarify 
the existing policy for charging room 
and board at the Academy. 

Under the final rule, tuition fees will 
be computed by the Academy on the 
basis of the cost to the Government for 
each course, taking into account the 
proportionate share of the cost of 
personnel, travel, facilities, 
administrative and clerical support, and 
printing of instructional materials for 
each course. MSHA estimates that 
tuition fees will average $20 per day for 
courses at the Academy and $15.00 per 
day for off-site courses. These fees are 
based on an eight-hour day and will be 
prorated accordingly for shorter course*. 
All tuition fees will be stated in advance 
in course announcements. MSHA will 
refund tuition fees in full to any 
applicant who withdraws from a course 
and mails a written notification to the 
Academy's Student Services Branch a! 
least 14 days prior to the beginning of 
the course. Fourteen days allows time 
for-the Academy to cancel courses due 
to insufficient enrollment or to notify 
wait-listed students of a vacancy in an 
over-enrolled course. 

The Agency will continue to charge 
room and board to all persons staying at 
the Academy, except Agency personnel, 
personnel performing a direct service for 
the Agency, and persons attending the 
Academy under an MSHA State grant. 
Room and board fees are computed on 
the basis of the average cost per person 
of the lodging, meals, and services 
provided. These fees are adjusted as 
necessary. At present, room and board 
fees are $29 per day. 

III. Publication as a Final Rule 

This rule is a general statement of 
agency practice and procedure and 
relates to agency management. 
Accordingly, publication of a general 
notice of proposed rulemaking is not 
required by 5 U.S.C. 553. 

IV. Executive Order 12291 and 
Regulatory Flexibility Act 

This is not a major rule under 
Executive Order 12291. In addition, the 
rule will not have a significant economic 
impact on a substantial number of small 
entities. Therefore 8 regulatory 
flexibility analysis has not been 
prepared. 
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lilt of Subjects In 30 CFR Part 47 

Intergovernmental relations. 

Education, Mine safety and health. 

D*ied* March 18.1985 
David A Zegeer. 

Assistant Secretary for Mine Safety and 

Health. 

Accordingly, a new Part 47 is added to 
Title 30. Chapter l Subchapter If. Code 
of Federal Regulations as follows: 

PART 47— NATIONAL MINE HEALTH 
AND SAFETY ACADEMY 

Subpart A—{Reserved 1 
Subpart B — Tuition Fees 

S*c 

47.10 Pulley regarding tuition fees. 

47.20 Schedule of fees. 

4730 Procedure for payment 
47 40 Rp funds. 

Subpart C—Room end Board 

47.50 Policy regarding charges for room and 

board. 

Authority: Sec. 508. Pub. L 91-173. as 
amended by Pub. L 95-164. 83 Stat 80a (30 

USC. 957L 


Subpart A—| Reserved I 

Subpart B—Tuition Fees 

§ 47.10 Policy regarding tuition fees. 

The National Mine Health and Safety 
Academy, located in Beckiey. West 
Virginia, will charge tuition fees to all 
persons attending Academy courses 
except employees of Federal State, or 
local governments and persons 
attending the Academy under a program 
supported through an MSHA State grant 
under 30 CFR Part 46. 

9 47.20 Schedule of fees. 

(a) Tuition fees will be computed on 
the basis of the cost to the Government 
for the Academy to conduct the course, 
as determined by the Superintendent of 
the Academy. 

(b) The tuition fee for each course will 
be stated in the course announcement 
and will be reassessed on an annual 
basis. 

9 47.30 Procedure for payment 

When notified of acceptance for a 
course by the Academy, applicants shall 
submit a check or money order to the 
Academy, payable to the "Mine Safety 


and Health Administration** in the 
amount indicated by the course 
announcement prior to the 
commencement of the course. 

9 47.40 Refunds. 

An applicant may withdraw an 
application and receive a full refund of 
tuition fees provided that written 
notification to the Academy’s Student 
Services Branch is mailed no later than 
14 days before the course begins. 

Subpart C—Room and Board 

9 47.50 Policy regarding charges for room 
and board. 

The Academy will charge room and 
board to all persons staying at the 
Academy, except MSHA personnel, 
other personnel performing a direct 
service for MSHA. and persons 
attending the Academy under a program 
supported through an MSHA State grant 
under 30 CFR Part 46. Charges for room 
and board will be based upon the 
average cost per person of the lodging, 
meals, and services provided and will 
be reassessed on an annual basis. 

(FR Doc 85-6882 Filed 3-r-85: 8:45 am) 

BILUMO COO€ I5HMWI 
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DEPARTMENT OF LABOR 

Mine Safety and Health Administration 

30 CFR Ch. I 

Mine Plan Approvals 

agency: Mine Safety and Health 
Administration, Labor. 
action: Request for comments. 

summary: Members of the mining 
community have recommended a 
proposal to the Mine Safety and Health 
Administration which they believe 
would encourage more cooperative 
efforts in developing mine plans and 
provide for an appeal procedure for 
disputed matters. The Agency has made 
no decision concerning the merits of this 
proposals. The Agency requests 
comments on the submitted proposal. 
Specifically, the proposal would (1) 
establish time frames for MSHA and 
mine operator actions on mine plans, (2) 
specify that the agreed upon provisions 
would take effect immediately, (3) 
provide that citations be issued 
regarding those plan provisions on 
which the operator and District Manager 
disagree. (4) establish guidelines for the 
abatement of such citations and (5) 
provide for the review of these citations 
before the Federal Mine Safety and 
Health Review Commission. 
date: Comments must be received on or 
before May 21,1965. 
address: Interested persons are invited 
to send written comments to the Office 
of Standards, Regulations and 
Variances; MSHA; Room 631 Ballston 
Tower No. 3; 4015 Wilson Boulevard; 
Arlington, Virginia 22203. 

FOR FURTHER INFORMATION CONTACT: 
Patricia W. Silvey. Director, Office of 
Standards. Regulations and Variances. 
MSHA. (703) 235-1910. 

SUPPLEMENTARY INFORMATION: Under 
the Federal Mine Safety and Health Act 
of 1977 (Mine Act) and existing MSHA 
standards, such os coal mine ventilation, 
methane and dust control, and roof 
support, mine operators are required to 
have approved plans for controlling or 
responding to certain mining hazards. 
This regulatory approach permits 
operators to address the hazards 
associated with the unique conditions of 
their mines. MSHA evaluates the 
adequacy of each plan to address 
particular health and safety conditions 
at the mine. 

Existing MSHA standards and 
procedures provide for mine plans to be 
submitted to the appropriate MSHA 
District Manager for approval. The plans 
are evaluated at this level by MSHA 
specialists using established criteria, 
experience and other relevant 


information. Frequently, an exchange of 
suggestions and proposed revisions is 
required before plans are approved. 
Once approved, operators are required 
to conduct their mining activities in 
accordance with the terms of their 
approved plans. 

Current MSHA procedures do not 
generally provide a separate appeal 
procedure for disagreements arising in 
the mine plan approval process, such as 
the need for a particular plan provision. 
Instead, disputed issues may bn 
submitted for formal legal review in 
accordance with the procedure provided 
by the Mine Act. This procedure 
requires the operator to be issued a 
citation or order for violating the 
approved plan provision in dispute, or 
for operating without the required 
approved plan. Depending on the 
circumstances, such a violation may 
also be considered to be the result of an 
"unwarrantable failure" to comply, 
which can lead to orders issued under 
section 104(d) of the Mine Act for 
subsequent violations. Once a citation 
or order has been issued, the operator 
may contest the citation or order before 
an administrative law judge of the 
Federal Mine Safety and Health Review 
Commission (Review Commission) and 
raise the merits of the plan approval 
dispute. 

On November 15,1962, the American 
Mining Congress (AMC) and the 
Bituminous Coal Operators' Association 
(BCOA) recommended that MSHA 
adopt a new procedure for the approval 
of mine plans. The recommendation was 
submitted in response to MSHA's 
request for comments on changes to the 
safety standards for underground coal 
mines (47 FR 30025). The AMC/BCOA 
intended that the proposal apply to 
metal and nonmetal mines as well as 
coal mines. On June 29,1963, the AMC 
and BCOA Hied an amended version of 
their earlier proposal. In support of their 
proposal. AMC/BCOA stated that 
MSHA's plan approval process results 
in the inclusion of requirements which 
have not been subject to rulemaking. 

The AMC/BCOA noted the absence of 
an appeal process for the mine operator 
and stated that their proposal would 
encourage more cooperative efforts in 
developing mine plans. Major provisions 
of the AMC/BCOA proposal are 
summarized below. 

I. Time Frames for MSHA and Mine 
Operator Actions 

The proposal provides for MSHA 
action on a new or existing plan within 
20 working days of submission of a new 
plan or initiation of review of an 
existing plan. Under the proposal, if no 
action was taken by the Agency within 


the 20-ilay time, the result would be 
automatic "approval" of the operator s 
plan. Agency disapproval of the plan 
would require MSHA to state its reasons 
for disapproval, including the specific 
language for any addition or 
modification that would be needed for 
the plan to be approved. 

After notification of MSHA 
disapproval, the mine operator would 
have 20 working days to notify MSHA of 
the additions and/or modifications lo 
which the operator agrees or disagree. 
The submitted plan or the existing plan 
would then include those requirement 
with which the operator agrees. If the 
operator takes no action within the 20- 
day period, the plan, as modified by 
MSHA. would become effective. 

After receiving the operator's 
response, the portions of the plan upon 
which MSHA and the operator agree 
would take effect immediately. Under 
the proposal, MSHA would then have 30 
working days within which to issue a 
i 104(a) citation for violation of the 
applicable plan, based upon the 
Agency's required additions and/or 
modifications to the originally submitted 
plan. Failure of MSHA to act within lhe 
specified time would result in the 
automatic "approval" of the operator's 
plan. 

II. Guidelines for Abatement of Citations 
Related To Approved Plans 

In determining the abatement period, 
and any extensions necessary, the 
AMC/BCOA proposal provides that the 
inspector would examine: 

—Whether the hazard to miners is 
significant and substantial; 

—The difficulty and cost of abatement; 
—The availability of equipment or 
materials necessary for abatement; 
—Whether the alleged violation resulted 
from objective measurements or a 
subjective interpretation of the 
standard; 

—The pendency of review of the alleged 
violation before the Review 
Commission; and 
—Any other material factors. 

To assure that review of the citation is 
accomplished expeditiously, the 
proposal provides that if no timely 
contest is filed with the Review 
Commission, the operator's plan would 
include all modifications and additions 
for which the citation was issued. 

The proposal further includes 
language which would, in the absence of 
specific requirements related to period* 
submission of plans, require MSHA to 
demonstrate that a material and 
substantial change has occurred or will 
occur in mining conditions that would 
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necessitate any modification or addition 
lo an approved plan. The proposal also 
provides that actions taken by the 
operator which exceed the requirement 
of a plan would not be construed as 
modifications or additions to the plan 
and that the time limits in the proposal 
may be extended by mutual agreement 
of the parties. 

After reviewing the AMC/DCOA 
proposal, MSHA met with members of 
the mining community from both labor 
and industry to discuss the issues raised 
and to consider alternatives to the 
proposal. One alternative discussed was 


an intra-agency review panel that would 
hear disputes over mine plan provisions. 
The panel would include MSHA 
personnel with expertise in the subject 
matter addressed by the plan provision 
in dispute. 

At this time MSHA has made no 
decisions on the merits of the AMC/ 
BCOA proposal. However, the Agency 
recognizes that there may be some 
problems associated with the existing 
plan approval process. MSHA believes 
that comments from alt segments of the 
mining community will assist the 
Agency in evaluating the plan approval 


process. MSHA specifically solicits 
comments on the mining community's 
experience with the plan approval 
process, reactions to elements of the 
AMC/BCOA proposal, and other 
suggestions for improving the mine plan 
approval process. Upon request, copies 
of the AMC/BCOA proposal will be 
made available. 

Dated: March 19.198S. 

David A. Zegeer, 

Assistant Secretary for Mine Safety and 
Health. 

[FR Doc 85-6880 Filed 3-21-65; 8.45 am) 
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DEPARTMENT OF AGRICULTURE 
Farmers Home Administration 
7 CFR Part 1980 

Guaranteed Loan Programs 

agency: Farmers Home Administration, 
USDA. 

action: Final rule. 

summary: By this final rule, the Farmers 
Home Administration (FmHA) adopts its 
interim rule for its Approved Lender 
Program (ALP) regulations for 
guaranteed operating and farm 
ownership loans with amendments to 
allow institutions that are members of 
the Farm Credit System (FCS) to qualify 
under ALP upon signing the Lender's 
Agreement (attachment 1 to Exhibit A) 
if. based on information provided by the 
Farm Credit Administration (FCA) in 
1985. their loan losses for the 1984 
calendar year did not exceed 6 percent 
of the institution's total loan portfolio or. 
if based on information provided by 
FCA in 1986 and thereafter, either do not 
exceed 6 percent per year for each of the 
three previous years or do not exceed 18 
percent of the institution's average loan 
portfolio computed for the three 
previous years; and permit FmHA State 
Directors to exempt lenders from the 
requirement of having at least $2.5 
million or 50 percent (whichever is less) 
in agricultural loans or the requirement 
that the lender show that agricultural 
loan losses either do not exceed a 
certain percentage of the lender's total 
loan portfolio for each of the three 
previous years or do not exceed a 
certain percentage of the lender's 
average loan portfolio computed for the 
three previous years. 

The intendea effect of this action is to 
allow more FCS member institutions 
and small rural agricultural lenders to 
qualify as ALP lenders. This action is 
needed so that it will be easier for more 
FCS member institutions and small rural 
agricultural lenders to obtain FmHA 
loan guarantees and thus be able to 
extend necessary credit to their 
borrowers in time for this planting 
season. 

effective DATE: March 22,1985. 

FOR FURTHER INFORMATION CONTACT: 

Chester Bailey. Senior Loan Officer, 
Emergency Division, Farmers Home 
Administration, USDA. Room 5424-S, 
Washington, D.C. 20250, telephone (202) 
382-1632. 

SUPPLEMENTARY INFORMATION: This 
action has been reviewed under USDA 
procedures established by Secretary's 
Memorandum 1512-1. which implements 
Executive Order 12291; and it has been 


determined to be nonmajor because 
there is no substantial change from 
practices under existing rules, and no 
annual effect on the economy of $100 
million or more; or a major increase in 
cost or prices for consumers, individual 
industry agencies, or geographic regions: 
or significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of the United States based 
enterprises to compete with foreign* 
based enterprises in domestic or export 
markets. 

Discussion of Final Rule: 

FmHA implemented the Approved 
Lender Program (ALP) for guaranteed 
operating (OL). farm ownership (FO). 
and economic emergency (EE) loans 
upon publication by interim rule in the 
Federal Register (49 FR 19252) on May 4, 
1984. That rule provided for a 30 day 
comment period. The comment period 
ended June 4, 1984. Comments were 
received from 10 individuals and 
organizations. 

Four respondents commented that the 
FmHA criteria for an ALP to have a 
designated person who will process and 
service guaranteed FmHA loans have a 
minimum of 30 college hours in 
agriculture science, training in 
agriculture economics and at least two 
(2) years experience in making and 
servicing agricultural type loans was too 
restrictive. 

FmHA believes that such a 
requirement is necessary because this 
person must have an extensive 
background in this area in order to 
adequately process and service 
agricultural loans. However, the 
regulation does allow the qualifications 
of a lender's designated employee(s) 
who will process and service guaranteed 
FmHA loans to be negotiated between 
the FmHA State Director and the ALP 
applicant: therefore, FmHA believes that 
any further revision to the regulation is 
unnecessary. 

One respondent also recommended 
raising the guaranteed limit on FmHA 
guaranteed loans to $500,000, and 
another recommended that FmHA 
establish a guarantee on a line of credit 

The Farmer Program guaranteed loan 
limits are established by law and are 
currently $400,000 for guaranteed 
operating (OL) loans and $300,000 for 
farm ownership (FO) loans. Also, the 
Subpart B of Part 1980 itself does not 
permit a guarantee on a line of credit for 
OL or FO loans. 

One respondent recommended that 
the FmHA Farmer Program guaranteed 
loans be monitored at the State OfTice 
level and not at the County level; and 
that the Lender's Agreement be revised 


to expedite the time frame to liquidate 
non-performing loans. 

We believe that it would not be 
practical for the State Office Farmer 
Program staff to monitor individual 
guaranteed farmer program loans 
because of the time and staff 
requirements needed to insure that the 
Lender's Agreement for Guaranteed 
Operating Loans (OL) and Guaranteed 
Farm Ownership Loans (FO) is being 
complied with. The current regulation 
allows for a fast and expeditious 
liquidation of a guaranteed loan account 
as necessary. All FmHA guaranteed 
loan regulations require a lender to 
advise FmHA within 30 days in writing 
of a decision to liquidate an FmHA 
guaranteed loan account by presenting a 
liquidation plan. FmHA then must 
respond to the liquidation plan within 30 
days after receipt of such plan from the 
lender. FmHA may pay an estimated 
loss settlement to a lender provided the 
lender applies such amount due to the 
outstanding principal balance owed on 
the guaranteed debt. We believe the 
current regulations are adequate to 
expedite the settlement of loss claims 
when it is necessary to liquidate an 
FmHA guaranteed loan. 

One respondent recommended that 
the interest rates on the DAP guaranteed 
loans be negotiable and not restricted to 
the best rate charged other farm 
borrowers. 

We believe that the interest rates for 
the DAP should remain negotiable 
between the borrower and lender but 
not in excess of that charged to the 
lender s best farm customers. Best farm 
customers are defined by FmHA 
regulations as those conventional farm 
borrowers who are required to pledge 
their crops, livestock, and other chattel 
and real estate security for the loan. 

This does not include those high risk 
farmers with limited security and 
management ability that are generally 
charged a higher interest rate by 
conventional agricultural lenders. 

One respondent wrote that the 
regulations should not require FmHA to 
withdraw on ALP status of a lender if 
the lender does not make and service at 
least 10 such loans annually. This 
respondent also stated that FmHA 
should not place a heavy reliance on a 
lender s experience and familiarity with 
FmHA insured and guaranteed loans 
programs to receive ALP status. 

These criteria to which the respondent 
referred are optional and may be 
waived at the discretion of the FmHA 
State Director. We believe that a lender 
with ALP status should be an 
experienced agricultural lender and 
have a good knowledge of FmHA loan 
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making and servicing authority and 
responsibilities. We also believe that 
lenders meeting these criteria will be 
more successful in assisting financially 
stressed family size farmers. 

Two respondents wrote that many 
small banks may be unable to meet the 
required 2.5 million dollars or 50 percent 
of total loan portfolio in agricultural 
loans. These respondents also felt that 
the requirement that a lender s 
agncultural loan losses could not exceed 
iVi percent on the most recent 3-year 
moving average was too restrictive. 

This final rule amends the interim rule 
published May 4.1984. to clarify what is 
meant by the loan loss requirement and 
to permit FmllA State Directors to 
exempt lenders from the minimum 
agricultural portfolio or agricultural loan 
loss restrictions to allow more 
agricultural lenders to qualify as ALP 
lenders. 

One respondent recommended that 
the regulations be amended to permit 
■ny U.S. branch or agency of a foreign 
bank be considered an “eligible lender** 
for the ALP. 

We believe that the majority of an 
Approved Lender's stock should be t 
owned by U.S. citizens. The ALP is not 
intended to assist banks owned 
primarily by foreign investors. This 
requirement Is also found in all of 
FmHA’s guaranteed loan Drograms. 

One respondent wrote that the ALP 
will inflict more FmliA paperwork onto 
lenders In preparing loans for FmHA 
Fanner Program guarantees. 

We believe that the ALP will reduce 
the paperwork on lenders participating 
in the FmHA guaranteed loan program 
and will minimize the time and expense 
of processing such guaranteed loan 
applications. 

Two respondents complimented 
FmHA for developing the ALP and 
offered no suggestions for changing it 

Exhibit A of Subpart 8 of Part 1980 of 
the interim rule published May 4.1984. 
has been amended as a result of the 
comments to (1) allow member 
institutions of the FCS to qualify as ALP 
lenders if, based on information 
provided by FCA in 1985. their loan 
losses for the 1984 calendar year did not 
exceed 6 percent of the institutions total 
loan portfolio or, if based on information 
provided by FCA in 1986 and thereafter, 
cither do not exceed 6 percent per year 
for each of the three previous years or 
do not exceed 18 percent of the 
Institution's average loan portfolio 
computed for the three previous years 
and exempts these member institutions 
from the requirements of paragraph 11 A 
|1) (a) through (e) and (2). This Final 
Rule also permits the FmHA State 
Director to exempt a lender upon 


request from complying with the 
requirement that at least $2.5 million or 
50 percent (whichever is less) of total 
loan portfolio be in agricultural loans or 
the requirement that (1) in the case of a 
non-FCS member institution, the lender 
provide information to show that 
agricultural loan losses—net of 
recovery—either do not exceed 1 Vfc 
percent per year of the lender's total 
loan portfolio for each of the three 
previous years or do not exceed 4Vfe 
percent of the lender's average loan 
portfolio computed for the three 
previous years or (2) in the case of an 
FCS member institution, the institution 
provide information to show that its 
loan losses either do not exceed 8 

C rccnt per year of the institution's total 
an portfolio for each of the three 
previous years or do not exceed 18 
percent of the institution's average loan 
portfolio computed for the three 
previous years. 

Need for Governmental Action 

The FmHA programs affected by this 
regulation change are Farm Ownership 
(FO) guaranteed loans and Operating 
(OL) guaranteed loans. FmHA 
guaranteed loans are made and serviced 
by commercial sources such as Federal 
Land Banks, Production Credit 
Associations, banks, insurance 
companies, and savings and loan 
associations. FmHA may provide the 
lender with a guarantee not to exceed 90 
percent of loss of principal and interest 
on a loan. 

The purpose of the ALP is to 
maximize the availability of credit to * 
farmers. FmHA finances only 12 percent 
of agricultural credit in the Nation 
through its loan programs. The vast 
majority of farm loans come from 
nongovernment sources, and a primary 
nongovernmental source is the Farm 
Credit System. 

The present requirement—as revised 
to clarify its meaning—that agricultural 
loan losses cannot exceed either 1 Vfa 
percent per year of a lender's total loan 
portfolio for each of the three previous 
years or 4Vfr percent of the lender's 
average loan portfolio computed for the 
three previous years is based on the 
estimation that an agricultural lender 
would have an average 25 percent of its 
portfolio in agricultural loans. FCS 
member institutions have 100 percent of 
their portfolios in agricultural loans, or 
four times as many as the average for 
other agricultural lenders and are 
regulated by the Farm Credit 
Administration, an independent agency 
in the Federal government. Given this 
fact, it wa9 decided that for FCS 
member institutions the allowable 
percentage of loan losses should be four 


time that allowed to other agricultural 
lenders participating in the ALP 
provided the FCS member institution 
complies with the requirements of 
paragraph U A(l) (f) and (g). 

The Agency believes that this change 
will allow more FCS member 
institutions to readily qualify under the 
ALP and thus be able to extend needed 
credit by FmHA loan guarantees to more 
farm borrowers during an extremely 
stressful period. 

The Agency also believes that the 
change to allow the FmHA State 
Director to exempt a lender upon 
request from complying with either the 
requirement that a certain amount or 
percentage of its total loan portfolio be 
in agricultural loans or the requirement 
that its agricultural loan losses cannot 
exceed a certain percentage will allow 
more small rural agricultural lenders to 
qualify as ALP lenders. This in turn 
should result in more needed credit be 
extended to farmers through the use of 
FmHA loan guarantees. 

That portion of the Interim Rule 
published May 4.1984 (49 FR 19252) 
which amended Subpart F of Part 1980. 
Title 7. Code of Federal Regulations is 
not being adopted as a final rule 
because authority to make guaranteed 
economic emergency loans expired on 
September 30.1984, and ALP status 
covering such loans could not be 
granted or renewed after that date. 

This regulation does not directly 
affect any FmHA programs or projects 
which are subject to intergovernmental 
consultation. 

The Catalog of Federal Domestic 
Assistance numbers are 10.406 Farm 
Operating Loans and 10.407 Farm 
Ownership Loans. 

This document has been reviewed in 
accordance with 7 CFR Part 1940, 
Subpart G, "Environmental Program." ft 
is the determination of FmHA that this 
action does not constitute a major 
Federal action significantly affecting the 
quality of the human environment, and 
in accordance with the National 
Environmental Policy Act of 1989. Pub. 

L 91-190, an Environmental Impact 
Statement is not required. 

List of Subjects in 7 CFR Part 1980 

Loan Programs—Agriculture. 

Therefore, that portion of the Interim 
Rule published May 4.1984 (49 FR 
19252) concerning Subpart B of Part 
1980. Chapter XViii. Title 7. Code of 
Federal Regulations, is adopted as a 
final rule with the following 
amendments: 

1. Exhibit A is amended by revising 
the introductory text of paragraph 11. the 
introductory text of paragraph 11 A, the 
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introductory text of paragraph 11 A(l), 
paragraph 11 A(t)(c), the introductory 
text of paragraph II A(2), the 
introductory text of paragraph 11 D. and 
paragraph II C to read as follows: 

PART 1980—GENERAL 

Subpart B—Farmer Program Loans 

* • • • • 

Exhibit A—Approved Lender Program— 
Farm Ownership and Operating loans 
• • • « • 

//. Lender Approval Subsequent Approval 
Period(s) and Revocation of ALP Status 

Lenders who meet the required and other 
criteria may be granted ALP status for a 
period not to exceed 2 years by the State 
Director for the State in which the lender is 
authorized to do business. All initial and any 
subsequent approvals of ALP status will be In 
the form of an agreement signed by the State 
Director and the lending institution. The 
agreement will be Attachment 1 of this 
Exhibit The agreement will not apply to 
branches or suboffices of the lender unless 
specifically named in the agreement In cases 
involving the Farm Credit System (FCS), the 
State Director shall give ALP status, within 
the State Director's area of jurisdiction, to 
any FCS member institution provided such 
members do not have loan losses for the 1964 
calendar year in excess of 6 percent of the 
institution's total loan portfolio based on 
information provided by the Farm Credit 
Administrction (FCA) in 1965. or. If based on 
information provided by FCA in 1986 and 
thereafter, either do not exceed 6 percent per 
year for each of the three previous years or 18 
percent of the Institution's average loan 
portfolio computed for the three previous 
years. FCS member institutions having an 
acceptable loan loss percentage as specified 
above are exempt from complying with 
requirements of paragraphs 11 A (l)(a) 
through (e) and (2). 'Hie Governor of FCA will 
notify the FmllA Administrator in writing 
annually or sooner of any FCS member 
institution that has loan losses exceeding the 
acceptable percentage specified above. 

To obtain ALP status, an FCS member 
institution with an acceptable loan loss 
percentage need only execute the agreement 
(Attachment l of this Exhibit) and satisfy the 
State Director that it is using acceptable 
forms as provided in paragraph 11 AflKQ. 

Even if an FCS member institution is 
identified by FCA as having an unacceptable 
loan loss percentage, that institution may still 
request the State Director to consider it for 
ALP status under paragraphs II A (1) and (2). 
Except for those FCS member institutions 
identified by FCA as having an acceptable 
loan loss percentage. ALP status will expire 
at the end of any approved 2-year period 
unless the lender applies for a new 
agreement which can be approved by the 
appropriate State Director. The ALP status of 
any lender may be revoked by the Fmi IA 
State Director as outlined in paragraph C. 
State Directors will keep their respective 
FmHA County and District offices fully 


informed, by use of State supplements, of the 
names and addresses of all lending 
institutions, branches or subofflces that hold 
ALP status. The name of each ALP lender's 
designated person or agricultural loan officer 
who will process and service guaranteed 
loans for the ALP lender will be included. 

A. Lender Approval Any lender who 
desires to apply for ALP status must also be 
an "Eligible Lender" as defined in 
i 1960.13(b) of Subpart A of Part 1960 of this 
chapter. Except for FCS member institutions 
having an acceptable loan loss percentage as 
specified in the introductory text of * 
paragraph 11. lenders who meet this 
requirement and desire ALP status will 
prepare a written request to the State 
Director for the State in which they desire to 
have ALP status. The written request will 
address each item of "required criteria," and 
"optional criteria" contained in paragraphs II 
A(1) and (2) and may be accompanied by any 
supporting evidence or other information the 
applicant lender believes will be Helpful to 
the State Director in making a decision on the 
application for ALP status. Any FmHA 
County. Director or State office may provide 
a lender who desires to apply for ALP status, 
a complete copy of Part 1980. Subparts A and 
B of this chapter, including a copy of this 
Exhibit, and will assist in completion of the 
request The State Director will make any 
necessary investigation or inquiry to 
determine accuracy of information and notify 
the applicant lender within 30 days of receipt 
of a request that the request is approved, 
denied, or requires additional information. 
The application material will be retained by 
the State Director for all approved lenders 
and periodic checks will be made by FmHA 
personnel to insure the lender's performance 
is as outlined in application. 

(1) Reqired Criteria. Other than as noted in 
paragraph A above, before a State Director 
approves a lender, including an FCS member 
institution that is identified by FCA as having 
an unacceptable annual percentage of loan 
losses, for ALP status, the requirements listed 
in paragraphs 11 A(l) (a) through (g) must be 
met. However, upon the request of a lender 
asking for ALP status, the State Director may 
exempt that lender from complying with 
either the requirements of paragraph II A(1) 
(b) or (c) provided the lender complies with 
all the other requirements listed in paragraph 
II Aft) if the State Director is satisfied that 
the lender—without regard to the 
requirement for which the exemption is being 
requested—is an acceptable agricultural 
lender with the ability to adequately make 
and service agricultural loans. 

• • • • • 

(c) Provide information to show that 
agricultural loan losses—net of recovery—do 
not exceed the following: 

(i) For FCS member institutions, either 8 
percent per year of the institution's total loan 
portfolio for each of the three previous years 
or 18 percent of the institution's average loan 
portfolio computed for the throe previous 
years: or 

(ii) For all olher lenders, either iVfr percent 
per year of the lender's total loan portfolio for 
each of the three previous years or do not 
exceed 4V4 percent of the lender's average 


loan portfolio computed for the three 
previous years. 

• • • • • 

(2) Optional Criteria: This criteria is 
optional which may be wuived at the 
discretion of the State Director, but a denial 
by a State Director is not appealable. 

• • • • • 

B. Subsequent Approval Pvriod(s). Except 

for those FCS member institutions that have 
acceptable loan losses as specified in the 
introductory text of paragraph U. a new 2 
year period of ALP status is not automatic. 
Lenders who desire to continue ALP status 
are required to submit a request for 
subsequent approved periods at least 60 du)t 
prior to expiration of any existing approvn! 
period. At least 30 days prior to the 
expiration of any approved ALP period, the 
State Director will complete a review of the 
ALP criteria, the lender's past performs no 
consult appropriate FmHA county and 
district personnel, and. if request*) by thf 
lender, determine if a new 2-year period of 
ALP status can be approved. The lender's 
request will be in writing to the State Dirrdof 
and contain, as a minimum, the following: 

• • • • • 

C. Revocation of ALP Status. Except for 
those FCS member institutions that have 
acceptable loan losses as specified in the 
Introductory text of paragraph 0. ALP status 
will lapse upon expiration of any 2-year 
approved period unless the lender obtains * 
new agreement under paragraph 11 B. 

The State Director will revoke ALP ststus 
of any approved lender who fails to maintain 
"required criteria" as approved in the 
application for ALP status and may revoke 
status for failure to meet "other criteria" ss 
agreed. Status shall also be revoked if the 
lender violates the terms of the ALP 
agreement, or fails to properly service any 
guaranteed loan, or to protect adequately :he 
interests of the lender and the Government. 
Furthermore, status, at the option of the Stats 
Director, may also be revoked if an FCS 
member institution that previously hod 
acceptable loan losses as specified in the 
introductory text of paragraph n above i« 
identified by FCA as now having 
unacceptable losses. 

State Directors will provide all County 
offices named in paragraph XVU of the AM* 
agreement (Attachment 1 to this Exhibit) with 
a copy of the agreement and complete 
application material approved in connect)"!) 
with /UP status. State Directors will monitor 
A1P lenders' loan making and security 
servicing activities, with the assistance of the 
District Director and periodic reports from 
the County Supervisor, to determine 
compliance with the ALP agreement and 
Subparts A and B of Part 1960 of this chapter 
pertaining to guaranteed OL and FO loans 
County Supervisors will use their copy of the 
AlP agreement to duplicate and place in the 
County office file for each loan guarantee! In 
the event the State Director determines 
AlP lender is not adequately fulfilling all 
obligations of the agreement, the lender will 
bo contacted and notified of any 
discrepancies. A maximum of 30 days will h* 
provided to correct any deficiencies. If 
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correction* are not made within 30 day*, the 
lender * ALP statu* may be revoked in 
j anting by the State Director. The revocation 
mil be >n the form of a letter, tent by 
certified mail, and state reason* for the 
action. Any outstanding guaranteed !oan(») 
ahail continue to be serviced by a lender 
| whose ALP status ha* expired or been 
revoked The lender cannot submit requests 
for any new guarantees pursuant to this 
Exhibit, but may submit requests under the 
regular method outlined in this subpart for 
consideration. 

I. • • • • 

2. Attachment 1 to Exhibit A is 
amended by revising paragraph XV11I to 
read as follows: 

Exhibit A. Attachment 1 —Farmers 
Home Administration Approved Lender 
Program (ALP) 

• • • • • 

XV III. Termination of Agreement Except 
for FCS member institutions that hove 
acceptable loan losses as specified in the 
introductory text of paragraph II of Exhibit A, 
7 CFR Part 1980, Subpart B, this agreement 
mil terminate as to the Lenders submission 
of requests for Loan Note Guarantee(s) under 
Exhibit A. 7 CFR Part 198a Subpart B two (2) 
years from the date set forth in paragraph 
XIX unless otherwise earlier revoked by 
FmllA This agreement will remain in force 
at to any Loan Note Guarantee(s) issued 
pursuant to Exhibit A. 7 CFR Part 1980, 

Subpart B and remaining extant at time of 
txplrauon or revocation until those loan note 
guarantees still extant are concluded. 

• • • t * t 

Authority: 7 U.S.C 1989: 7 CFR 2.23; 7 CFR 

LTd 

Dated: March 2a 1965. 

Dwight O. Calhoun. 

Acting Associate Administrator, Formers 
Home Administration, 

|FR Doc 85-7024 Filed 3-21-65; 645 am) 

fcUJWQ COOC *410-07-41 
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